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AUTHOR'S NOTE 

In preparing this volume, the author has endeavored to give the non-technical student and 
the practical telegraphist an understanding of the functioning of present day commercial 
wireless telegraph apparatus, and he has varied the usual procedure followed in text books 
by covering first in a general way the fundamentals of electricity, electromagnetic induction, 
the dynamo, the motor, the motor generator, storage batteries, charging panels, etc., a 
knowledge of which is quite as essential to the practical wireless worker as the more com- 
plicated phenomena of radio-frequency circuits. 

It was not possible in the space available to treat the elements of electricity and 
magnetism in detail, but an effort was made to cover some of the more important prin- 
ciples to prepare the student to understand the functioning of radio telegraph apparatus. 

As in the case of the ordinary electrician working in the more common branches of 

electrical practice, one of the first essentials in training a wireless telegraphist in the 

practical operation of a radio set is to instil in his mind a thorough understanding of 

electrical circuits, i. e., the wiring of electrical apparatus, for only as this all important 

f knowledge is assimilated is the learner qualified to take charge of a commercial wireless 

/^ station; hence this book is largely devoted to describing the circuits of practical 

^!J" radio sets together with a simple explantition of the basic principles of the apparatus 

^ associated therewith. 

^ No attempt therefore has been made to treat the subject with rigid scientific accuracy or 

completeness. The idea has been rather to show the student what the apparatus consists of 
r( and how it is manipulated. Only general notions of how and why it operates are presented 
X and neither completeness of treatment nor rigidly scientific as distinguished from popular and 
, non-technical use of terms have been attempted. ' 

^0 In selecting the apparatus to be described the author has chosen that which is most widely 

V in commercial use and such other apparatus as is of general interest. In line with this policy, 
Ti systems using radio frequency alternating and direct current arc transmitters have 

been treated and chapters on undamped oscillation receivers and Marconi trans- 
oceanic wireless telegraph apparatus have been included. 
J The attention of prospective wireless operators is directed to the series of questions 

V in the Appendix (Section F), which bear particularly on the salient points of a practical 
,]^ operator's course and which were prepared as a guide for the beginner to qualify him to 
\ take the examination for a Government license certificate. 

;J The student who has knowledge of electrical circuits and requires instruction only in 

the details of commercial wireless apparatus is advised to read Chapters Four to Twelve 
inclusive, but those who only require a working knowledge of the ship apparatus used in the 
American Marconi Company's service are directed to Chapters Nine and Twelve. 

One of the first questions often asked by a beginner who has had no previous elec- 
trical training or experience is "What is the object of the study of the elements of elec- 
tricity and magnetism" or "Why is such instruction required previous to taking up the 
subject of wireless apparatus proper?" 

To this it may be answered that the functioning of wireless telegraph apparatus is based 
upon fundamental electrical and magnetic principles and consequently, when the simple 
laws of the magnet and electrical currents are thoroughly understood the ground is at 
least two-thirds gone over. The primary object of the elementary work is to prepare the 
student step by step to understand the apparatus Tor the production of radio-frequent 
currents — the currents of extremely high frequency by which the electric waves of wire- 
less telegraphy are set into motion. The second object is to explain and describe the 
apparatus by which the energy of these currents can be radiated in the form of electric 
waves and detected at a distant receiving station, and to explain the apparatus by which 
such currents are finally made audible in a telephone receiver or some sort of telegraphic 
recording apparatus. 

The author desires to acknowledge his indebtedness to the Marconi Wireless Telegraph Co. 
of America, the Crodcer-Wheeler Manufacturing Co. and the Electric Storage Battery Com- 
pany for the loan of photographs, cuts, blue prints, wiring diagrams and literature which have 
greatly assisted in the preparation of this work. He has also freely consulted the columns of 
the Wireless Age and the Proceedings of the Institute of Radio Eiigineers. 

^ . . ^ £• £. B« 

New York City, N. Y. ^ y^- iv>I>.t 
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Practical Wireless Telegraphy 

PART I. 

MAGNETISM. 

THE MAGNETIC CIRCUIT. 

1. Natural Magnet. 2. Flux. 3. Polarity. 4. Magnetic 
Induction. 5. Permanent and Temporary Magnets. 
6. Laws of Magnetic Poles. 7. Magnetic Circuit. 

Because the flow of an electrical current is invariably accompanied by a mag- 
netic field, a brief explanation of the phenomena surrounding the simple bar 
magnet will be given. This is to be followed in a successive chapter by a descrip- 
tion of the electromagnet. 

1. Natural Magnet. — A substance which has the property of attracting 
bits of iron or steel is called a magnet. Natural magnets found in various parts of 
the earth are known as lodestone and a piece of lodestone dipped into a pile of 
iron or steel filings exhibits this property of attraction to a considerable degree. 

If a bar of hard steel be rubbed with a piece of lodestone the steel is found to 
be magnetized and is then known as an artificial magnet. If the same bar is 
dipped into a pile of iron filings, the majority of the filings cling to the tips of the 
bar, there being no tendency towards attraction at the center. Since the strongest 
magnetism exists at the ends of the bar, these ends are known as the poles of the 
magnet. 

2. Flux. — If a piece of paper, over which iron filings have been sprinkled, 
is placed above and parallel to a bar magnet, the filings will arrange themselves 

^., *^ into a series of well defined lines as in 

Fig. 1. These may be said to show the 
general direction of the magnetic force. 
These lines indicate that the space about 
the poles of a magnet is in a state of 
stress or strain, and therefore, they are 
called the magnetic lines of force .or 
^^^^^^_^____^^__^_^__ simply lines of force. The space sub- 

y / / f^ \ \^\ N " jected to this strain is called the mag- 

/ ^ \ ^ — ^ ^ \ \ \ netic field and the total lines of force 

i ^ \^ y ] \ crossing a given space or field are 

\ ^••--.^ -^ / termed the magnetic flux, 

"""*-. ^^ ^^"^ 3. Polarity. — A magnetic needle 

ng. i-Fieid'ol a simple Bar Magnet. Suspended or pivotcd as in a compass 

and left to swmg freely will, as is well 
known, point in the direction of the north magnetic pole. The end which points 
in that direction is known as the north pole of the magnet and the opposite end, 
the south pole. 
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4. Magnetic Induction. — A piece of soft iron placed in the magnetic field 
of another magnet, becomes temporarily magnetized and will have two unlike 
poles. Magnetism thus induced in a piece of soft iron is said to be due to 
magnetic induction. If, for example, the north pole of a steel bar magnet be 
placed near to a bar of soft iron, the end of the iron bar nearest to the magnet 
will exhibit south magnetism and the opposite ^nd north magnetism. It should 
be understood that magnetism can be induced in the iron bar whether in direct 
contact with the inducing magnet or slightly separated from it but when the 
exciting magnet is removed, the induced magnetism will practically disappear. 

5. Permanent and Temporary Magnets. — Because a bar of soft iron re- 
tains its magnetism only while under the influence of a given magnetizing force 
it is called a temporary magnet. On the other hand a piece of steel, when once 
magnetized, retains its magnetism permanently, and thereafter is known as a 
permanent magnet. 

LINES IN OPPOSITE DIRECTION 
I REPULSION 
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r, 






LINES IN SAME DIRECTION 
ATTRACTION 
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Fig. 2 — Diagram Showing the Attraction and Repulsion of Magnetic Fields. 

The power of steel to resist magnetization and once in this condition to resist 
demagnetization is termed its retentivity. Steel possesses greater reten- 
tivity than iron because, as previously mentioned, soft iron becomes saturated 
with magnetism very quickly and loses it almost immediately when the inducing 
magnetic field is removed. 

The capability of any substance for conducting magnetic lines of force is 
termed its permeability. Iron, for instance, possesses much greater permeability 
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than steel and steel possesses greater permeability than air. This means 
that if the circuit for the magnetic lines of force from pole to pole of a magnet 
is completed through an iron core, a greater number of lines of force will pass 
than if the circuit were completed through a piece of steel or through air. 

6. Laws of Magnetic Poles. — If two bar magnets are suspended by a cord 
as in Fig. 2, and the north pole of one brought near to the north pole of the 
other, they will be found to repel. On the other hand, if the south pole of a bar 
magnet is brought near to the north pole of another magnet, they are found to 
attract one another. The foregoing actions may be summed up by the funda- 
mental law : Like magnetic poles repel, unlike magnetic poles attract, 

A variation of this law is encountered when a very strong south pole, let us 
say, is placed near a weak south pole. The stronger magnet will attract the weaker 
one because of its over-powering field. Similar effects are observed between two 
north poles of dissimilar strength. 

7. Magnetic Circuit. — Each line of force of a magnet (as in Fig. 1) is 
assumed to pass from the south pole to the north pole, through the bar and 
from the north to the south pole outside the bar. This is said to be the direction 
of the lines of force and the path they take is called the magnetic circuit. Such a 
circuit is usually made up of magnetic material like iron or steel but in com- 
mercial apparatus very often one or more air gaps are included in the path of the 
flux. 

// a magnetic substance such as a bar of iron is suspended free to move in a magnetic field, 
it will tend to turn and lie parallel ztnth the field, or, as is more often said, will take such a 
position as to accommodate through itself the greatest number of lines of force. On the other 
hand, if a permanent magnet is suspended free to move in a magnetic Held of definite direction 
(such as suspending a bar magnet above a stationary magnet) it will tend to take a parallel 
position with the field but in a particular direction, that is, its internal lines of force will be 
in the same direction as those of the field. 

Advantage of this fundamental principle is taken in the design of many electromagnetic 
devices and in electrical measuring instruments to be described later on. 

Powerful magnetic fields may be created by an electric current. Mag- 
netism so produced is known as electromagnetism. The great advantage of the 
electromagnet is the fact that the strength of the magnetic field can always be 
controlled, whereas the field of the permanent magnet is more or less of fixed 
strength. Electromagnetism will be taken up in its proper order in a following 
chapter. 
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PART II. 

THE PRODUCTION OF ELECTROMOTIVE 

FORCE. 

ELECTRIC CURRENT AND CIRCUITS. 

8« Electrical Current. 9. Classification of Currents. 
10. Electromotive Force. U. Conductors and Insula- 
tors. 12. Production of Electromotive Force. 13. Elec- 
tricity BY Friction (Static Electricity). 14. Electricity 
BY Chemical Action (Primary or Secondary Batteries). 
15. Secondary Cell. 16. Current Strength and Quantity. 
17. Electrical Resistance. 18. Grouping of Electrical 
Cells. 19. Ohm's Law and Practical Application. 
20. Divided Circuits. 21. Electrical Work. 22. Electrical 
Horsepower. 23. Definition of Electrical Units. 24. Cur- 
rent Output and Voltage of Various Current Sources. 
8. EHectrical Current. — When we speak of a current of electricity as flowing 
through a wire or circuit we simply express in a convenient way certain 
phenomena associated therewith. We do not, in fact, know what actually trans- 
pires in the transfer of electricity from point to point in a conductor. Electricians 
generally agree that a so-called "current" of electricity flows in a definite direc- 
tion throughout a given circuit, but there is no direct evidence at hand to prove 
the actual epcistence of a "current", in the commonly accepted meaning of the 
word. The term, however, is universally adopted to designate the flow of elec- 
tricity from point to point in an electrical circuit. 

.9. C}assifiQation of Currents. — Electrical currents are called direct if they 
flow in one direction throughout a given circuit, and alternating if they con- 
tinually reverse, flowing first in one direction and then in the other. 

A primary current is said to be one which flows directly from a generating 
source. A secondary current is one induced by a primary current acting in- 
ductively on a circuit having no direct connection with the primary circuit. 
A current is said to be of low tension when its pressure or voltage is rela- 
tively low, and conversely, it is said to be of high tension when its pressure 
or voltage is relatively high. 

10. Electromotive Force. — In order to produce a steady electrical current, 
two conditions are necessary. There must be a steadily maintained electric 
pressure known as electromotive force and a suitable conducting path to pass 
the current. 

11. Conductors and Insulators. — A metallic circuit in which a current of 
electricity flows with little opposition is said to be a conductor; one which 
oflFers considerable resistance is known as a partial conductor, but a substance 
which completely impedes the flow of current is termed an insulator. It should 
be understood at the beginning that these terms are purely relative for an abso- 
lute insulator or a perfect conductor does not exist. 

The best conductors of an electric current among the common metals, in order of 
their increasing resistance, are silver, copper, gold, aluminum, zinc, iron, platinum and 
nickel. s 

Examples of insulators given in order of their increasing value are dry air, shellac^ 
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paraffine, amb«r, resin, sulphur, wax, glass, mica, ebonite, india rubber, lilk, paper 
and oils. 

12. Production of Electromotive Force.— To produce an electromotive 
force, it is necessary first to create a difference in potential or difference in electric 
pressure between two bodies or two points in the same body. 

An electromotive force can be produced by various methods, for example: 

(1) Bj' friction (static machine) ; 

(2) B7 chemical action (primary and secondary batteries); 

(3) By mechanical motion (dynamos or generators); 

(4) By thermal action (thermo junction). 

In the following chapters these four methods will be considered consecutively 
and in detail. 

Electromotive force is denoted by the unit termed the volt. , The term 
pressure and voltage are used to express difference of potential or electromotive 
force (abbreviated E. M. F.) as well. 

13. Electricity by Friction (Static Electricity). — When a piece of amber 
is rubbed with silk ttie amber is said to be electrified, and the presence of this 
electrification can be detected by holding the amber near to small bits of paper. 
The paper will be attracted to the amber. The silk is also in a state of electri- 
fication and if it is held near to another piece, similarly electrified, it will be 
rqjelled. Likewise two pieces of electrified amber will repel one another, and 
if the amber is held near the silk, the silk will be attracted to it. 

This action of attraction and repulsion is said to be due to electric charges 
residing on these elements. The amber is said to possess positive ( + ) electri- 
fication and the silk negative ( — ) electrification. The electric charges are 
said to be caused by friction and are known as static electricity, meaning electric 
charges at rest or stationary. 

It is to be noted that if a body containing a positive charge is brought 
in contact with one containing a negative charge, both charges being of equal 
intensity, they will neutralize and disappear ; the bodies are then said to be dis- 
charged. Again if two charged bodies are joined by an electric conductor, all 
signs of electrification will disappear and there will pass through the conductor 
a momentary electric current. 

There are other elements which when 
n]M>ed together will produce static charges 
of electricity, but the foregoing example 
is sufEcient to illustrate the method. 
Machines for the production of electro- 
motive force by friction are known as 
static or frictional machines but since they 
bear no particular relation to the principles 
involved in the functioning of wireless tele- 
graph apparatus, a description will not be 

14. Electricity by Chemical Action 
(Primary or Secondary Batteries). — 
A convenient and practical appar- 
atus for setting up a steady electro- 
motive force is the electrochemical 
cell which consists of two dissimilar 
elements, in other words, two un- 
like metals immersed into a dilute 
acid or alkali solution. 

A simple cell, for example, consists of 
strips of 'zinc and carbon immersed in a 
conducting solution of sal ammoniac (am- 

chloride) as in Fig. 3. If the Fif. 3-Slmple Electric CelL 
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exposed terminals of these plates are joined by a metallic conductor, the cell is capable of 
supplying a continuous flow of electricity through the wire. It is observed as the current 
flows that the zinc Strip wastes away, in fact, the consumption of the zinc furnishes the electro- 
motive force necessary to drive the current through the cell and through the external circuit. 
The chemical changes ^within the cell, consisting of copper and zinc strips immersed in a 
dilute solution of sulphuric acid may be briefly described as follows: When the copper 
and zinc strips are connected together by a metallic circuit and the current begins to 
flow, the sulphuric acid attacks the surface of the zinc plate and forms a compound known 
as sulphate of zinc. During the formation of this sulphate some of the hydrogen contained 
in the sulphuric acid is liberated in the form of bubbles which immediately appear on the 
copper plate. Some of these bubbles rise to the surface of the liquid and escape into sur- 
rounding air, but others cling to the copper plate which gradually becomes covered with a 
film of hydrogen. Since hydrogen is a non-conductor of electricity, the amount of surface 
of the copuer plate in contact with the battery solution gradually decreases as the accumula- 
tion of hyarogen gas increases, and accordingly the current output of the cell diminishes. 
In electrician's parlance the cell is now said to be "run down." Part of this reduction of 
current is due to the fact that hydrogen tends to set up a current within the cell in the 
opposite direction to the normal flow as well as cover the copper plate. - A cell in this 
condition is said to be polarized, and various chemical and mechanical means have been 
devised to prevent the hydrogen bubbles clinging to the copper plate. 

An electroscope (a device for determining the presence and nature of electric 
charges) indicates a strongly negative charge at the exposed end of the zinc 
element. The zinc plate is therefore known as the negative ( — ) pole of the 
cell, and the carbon or copper terminal, the positive ( + ) pole of the cell. 

We learn from this that the action of the battery solution upon one plate more 

than on the other tends to keep the plates in a continuous state of electrification, 
the stronger manifestation being exhibited at the exposed end of the zinc plate 
and it is this difference in pressure which causes the current to flow round the 
external circuit. 

The direction of the current inside the cell will be from the zinc plate through 
the solution to the carbon plate and outside the cell from the carbon plate through 
a metallic conductor to the zinc plate. 

The conducting fluid in which the elements of the electric cell are immersed 
is known as the electrolyte or the exciting fluid. The plates and the netallic 
terminals attached thereto are termed the poles or electrodes of the cell. A 
ntmiber of cells connected together are known as a battery. 

The type of cell just described is called a primary cell* to distinguish it from 
a storage or secondary cell which will be described in detail further on. 

It has been mentioned that the electromotive force or corresponding flow of current pro- 
duced by the electrochemical cell is caused by two dissimilar elements. The list of metals 
given below are arranged in such order that any single element will be the negative pole of 
the battery when used with the metal next below it on the list, and the positive pole when 
used with the element next above it. 

(— ^) Sodium Iron 

Magnesium Copper ^ 

Zinc Silver 

Tin Gold 

Cadmium Platinum 

Lead Carbon (+) 

Referring to this list, although there will be a difference of potential, and consequently a flow 
of current between carbon and copper if joined together by a wire and immersed in a battery 
solution, there will be a very much greater electromotive force if carbon and zinc are employed 
15. Secondary Cell. — A simple secondary cell popularly known as a 
"storage battery" consists of two or more plates of lead placed in a dilute 
solution of sulphuric acid as in Fig. 4. One of the plates in this diagram is 
connected to the positive terminal of two primary cells (connected in series) 
and the other plate to the negative terminal.* When current flows from 
the primary battery for some time through the solution from plate to plate as in 
Fig. 5 and afterwards the wires from the primary battery are disconnected and 

• Cells of various types are described in books on elementary electricity to which the reader is 
referred for a more detailed deacription. 
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the plates are joined by a conductor, current will flow from the lead plate which 
was connected to the positive terminal of the primary battery to the opposite lead 
plate, and within the cell, in the opposite direction. 

When the current flows from plate to 

plate through the electrolyte, the plate 
connected to the positive pole of the battery 
receives a. brown coating of Peroxide of 
lead but the opposite plate becomes spongy 
or porous. Since the passage of the cur- 
rent through the cell has left one plate 
unchanged while it has coated the surface 
of the other plate with lead peroxide, it is 
reasonable to expect that if the charging 
battery is disconnected and the two dis- 
similar lead plates connected by a wire, a 
current of electricity will flow through the 
external circuit. In fact, we now have the 
essentials of an ordinary chemical cell. 
This cell will continue to supply current 
until the lead peroxide is partly used up 
and the plates will gradually return to the 
state they were in before the charging 
process took place. In order that the 
plates may be put in condition to deliver 
current again, they must be reconnected to the charging source and a new coating of 
peroxide of lead deposited upon the positive plate. It will be seen, therefore, that it is not 
really electricity whicli is "stored up" in the storage cell but that the current supplied to the 
cell during the charging process produces an electrochemical change which gives the plates 
dissimilar properties, and so long as this change is evident, there will be a difference of 
potential at the terminals and therefore an electromotive force. In commercial practice 
storage cells are "charged" by electric dynamos or generators rather than by primary cells. 

The electromotive force of primary cells varies from .06 to 1.5 volts according 
to the nature of the battery elements 
and the grade of electrolyte. The 
electromotive force of the lead plate 
secondary cell lies between 2.1 and 
2.6 volts. 

In electrical equations, potential 
or E. M. F. is represented by the 
letter E, Instruments for measur- 
ing potential difference are known 
as voltmeters. 

16. Current Strength and Quan- 
tity. — Up to this point we have not 
made mention of the strength of 
the current or the quantity of elec- 
tricity flowing through a given cir- 
cuit. We have simply referred to the 
potential difference and the conse- 
quent electromotive force generated 
by chemical cells. Just as we might 
use in the system of hydraulics the 
gallon per second as a unit to express 
the quantity of water flowing from 
a given source, so in electrical cir- 
cuits, we express the quantity of . 

electricity flowing by the unit Fig. s— Simple stora<e Ceii. 
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termed the coulomb. We must not confound the measure of the total quantity 
of electricity in a given circuit with its strength or rate of flow. The strength of 
an electrical current should be described as the rate of flow of electricity through 
a circuit per second of time. When one practical unit of quantity of electricity 
(one coulomb) flows every second continuously, the rate of flow or the strength 
of the current is said to be one ampere; if three unit quantities flow continuously 
every second, the strength of the current is three amperes and so on. Hence we 
may define the ampere as the quantity of electricity flowing past any point in a 
circuit per second of time. 

The strength of the current in amperes will be seen to be independent of the 
length of time the current flows in a given circuit whether it flows for a fraction of 
a second, a minute, or an hour ; if the quantity of electricity that would flow in one 
second is the same in any two or more cases the current in amperes is the same. 

We may now define the coulomb as the amount of electricity that would pass 
in one second through a given circuit in which the strength of the current is one 
ampere. 

If a current of one ampere flows every three seconds, the quantity of electricity 
delivered is three coulombs, or if three amperes of current flow for one second, 
the quantity is also three coulombs. From this we see that the quantity of 
electricity in coulombs is equal to the current strength in amperes multiplied by 
the time it flows in seconds or, 

Q = lXt, 

Where Q = Quantity of current in coulombs, 
I = Current in amperes, 
and t = Time in seconds. 

itence to find out the quantity of electricity that flows around a circuit in ten minutes 
when the strength of the current is ten amperes, we substitute the value of I and t in this 
equation and multiply or, Q = 10 X 600 = 6,000 coulombs. 

It is more convenient in electrical practice to measure the strength of the current in 
amperes than to compute the total quantity of electricity flowing: hence, when we speak of 
the current available from a given electrical source, we employ the unit, the ampere, which 
indicates the rate at which it flows. 

In electrical equations the ampere is represented by the letter I. Instruments 
for measuring the strength of current are called ampere-meters or ammeters. 

17. Electrical Resistance. — If the terminals of a primary or secondary 
cell, or a battery of cells, are connected to a length of copper wire and a current 
measuring instrument such as the ammeter, connected in series with the circuit, 
a much greater reading or deflection of the ammeter will be obtained with a 
given length of copper wire than with an iron wire of the same length and 
diameter. This experiment indicates that a cell producing a constant E. M. F. 
(abbreviation for electromotive force) can force a very much stronger current 
through a copper wire than through an iron wire of the same proportions. We 
may conclude from this that iron offers a higher resistance to the passage of 
electricity than copper. 

Resistance in electrical circuits may be defined as that property of bodies which 
opposes the flow of electric current. Just as water passes with difficulty through 
a small pipe of great length, but very freely through a large pipe of short length 
so, also, a small wire of considerable length and poor conducting qualities opposes 
the flow of electricity consideratjy, but a good conductor of short length and 
large diameter offers but very little resistance. 

All substances are found to resist the passage of electricity but the resistance 
of metals is by far the least. Of all metals, silver is found to be the best con- 
ductor, and it therefore possesses less resistance than copper, for example. In 
fact, the ability of silver to conduct electricity is taken as unity or the base from 
which the specific resistance of other metals is computed. 

The specific resistance of any material is the resistance of a piece of unit length and unit 
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cross section at an arbitrarily adopted degree of temperature. It is, in fact, the resistance 
of an inch cube of any substance at the temperature of melting ice. 

The following table shows the relative resistance of chemically pure metals at the tem- 
perature of 32 degrees Fahrenheit. Resistance in Microhms 
Metal Relative Resistance per cubic inch 

Silver annealed 1.000 .5904 

Copper annealed 1.063 .6274 

Silver hard drawn 1.086 .6415 

Copper hard drawn 1.086 .6415 

Gold annealed 1.369 .8079 

Aluminum annealed 1.935 1.144 

Zinc pressed 3.741 2.209 

Platinum 6.022 3.555 

Iron annealed 6.460 3.814 

Lead 13.05 7.706 

German Silver 13.92 8.217 

We learn from this table that a cubic inch of German silver, for instance, has a little 
more than 13 times the specific resistance of a cubic inch of annealed silver. 

We find by experiment that the total resistance o^ a conductor varies directly as the 
specific resistance and length, and inversely as the cross sectional area. These quantities 
are related in the following way: 

L 
R=S -; 

A • 
where R = the resistance in ohms ; 

L =: the length of the conductor ; 

A = its cross sectional area ; 

S = the specific resistance of the material. 

Hence if we know the length and cross sectional area of a conductor, take the value of 
S from the foregoing table and substitute all three values in this formula, the total re- 
sistance is readily determined. 

The resistance of metals is also affected by temperature; usually it increases with in- 
crease of temperature but certain substances decrease their resistance under rise of tem- 
perature, an example being carbon lamp filaments and certain electrolytic conductors such 
as battery solutions. The hot resistance of the carbon filament of an incandescent lamp 
is approximately one-half the value when cold. The resistance of a conductor, however, 
is always constant, if the temperature remains constant, irrespective of the strength of 
current flowing through it. If a conductor offers unit resistance to a current of one 
ampere, it offers the same resistance to a current of twenty amperes provided the tempera- 
ture does not change appreciably. In most circuits encountered in practice, the rise of 
temperature is not appreciable, but in case a conductor does heat considerably, the actual 
resistance can only be obtained by taking the temperature into account as well as the 
specific resistance. 

The unit of resistance is called the ohm. The international oAm is the re- 
sistance offered to the flow of an unvarying electric current by a column of 
mercury 106.3 centimeters long, weighing 14.4521 grams, at a temperature of 32 
degrees Fahrenheit. 

rlxamples of conductors in ordinary electrical practice having approximately this value 
of resistance follow: 

1 ohm = 250 ft. of No. 16 B. and S. copper wire, which is l-20th of an inch in diameter. 

1 ohm = 1,000 ft. of No. 10 B. and S. copper wire, which is 1-lOth of an inch in diameter. 

One thousand feet of No. 32 B. and S. bare copper wire has resistance of 170.7 ohms. 
In electrical equations resistance is expressed by the letter R. 

18. Grouping of Electrical Cells. — Battery cells may be grouped in three 
ways: 

!1) In series; 
2) In parallel; 

(3) In series multiple or series parallel. 
Keeping in mind the units for expressing the strength and pressure of an 
electric current, we shall now see how the grouping of cells in various ways affects 
the current and pressure available for a given external circuit. 
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A series connection is made by joining the positive pole (the carbon plate) of 
one cell to the negative pole (zinc plate) of the next cell, as shown in the diagram. 
Fig. 6. The upper part of this dia- 
gram shows two chemical cells con- 
nected in series and the lower figure 
shows ten cells connected in series 
as they would be represented in or- 
dinary electrical diagrams. 

In the upper diasrain of Fig. 6, current 
flows from the carbon plate of the cell 
through the switch S, through a concen- 
trated resistance coil R (which may be of 
German silver or other metal of high 
specific resistance) to the zinc plate of the 
right hand cell. The circuit continues 
from the iinc plate through the electrolyte 

( ' I ■ ■ \ to the carbon plate, from the carbon plate 

to the zinc plate of the left hand cell, and 

finally through the electrolyte to the carbon 

plate from which the flow originally began. 

When the switch S in this di^p-am is 

opened, the circuit from the battery cells 

is said to be broken or interrupted; but 

n switch S is closed, the circuit is called 

e pole of the battery. 

; coil R, the r 
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Fit. 6— Elecliic Celli Joined in SciU*. 



a closed circuit, current flowing freely from the positive t' 

Now the total resistance of this circuit is made up of the r 

e of the connecting leads and the internal resistance of the battery cells, that is the 
: of the electrolyte from plate to plate. The strength of the current flowing 
through this circuit, as will be explained in detail further on, is governed by the total 
E. M, F. of the cells and the total resistance of the circuit and since the intemU resistance 
of ordinary primary cells is rather high, it cannot be ignored in the grouping of cells. 

When cells are connected in series, the total electromotive force is that of one cell 
multiplied by the number of cells in the group (provided all cells have identical potential) ; 
but the strength of the current will not exceed that of a single cell, and more likely will 
be less, due to the fact that the total resistance of the circuit increases as moi^ cells are 
added to the battery. Grouping of the cells in either series or parallel affects the total 
internal resistance as follows : When a number of cells in a battery are connected in series, 
the total internal resistance is equal to the sum of the internal resistances of all the cells. 
When a number of like cells are connected 
in parallel, the total internal resistance is 
equal to the resistance of one cell divided 
by the number of cells in the battery. 

A parallel connection is made by 
connecting the positive terminal of one 
cell with the positive terminal of an- 
other cell and the negative terminal 
of the first cell with the negative 
terminal of the second cell as in the 
diagram Fig. 7, The left hand figure 
shows the direction of the flow of cur- 
rent of two cells connected in parallel 
and by this connection, the total 
electromotive force of the cells is no 
more than that of a single cell but the 
current available (in amperes) is that 
of one cell multiplied by the number 
of cells in the group. 

Applying this to the right hand dia- 
gram of Fig. 7 where four cells are con- 
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Fig, 8 — Cells Grouped in Series Parallel. 



nected in parallel, the potential difference across the terminals is 1.5 volts and the current 
available in amperes will be 4 X 15 or 60 amperes. If the resistance of R is rather high, 
of the order of a few hundred ohms, this potential difference can be measured by connect- 
ing a voltmeter across the terminals. It should indicate E. M. F. of 154 volts. We see 
from this that the final effect of a parallel connection in the case cited is the same as if 4 

zinc plates joined together and 4 carbon 
plates joined together were immersed in a 
single battery tank. 

A series parallel connection o^ 
electrical cells is shown in the dia- 
gram, Fig. 8, where groups A and B 
each consist of three battery cells 
joined in series and shunted by the 
resistance R. 

Since groups A and B consist of three 
cells connected in series, then (in accord- 
ance with the statements made concerning 
series connection of cells in previous para- 
graphs) the voltage of each group will be 
3 X 1-5 or 4.5 volts, but the current avail- 
able from either groups A or B will not 
be greater than that of a single cell in 
either unit. Assuming that each group is 
capable of delivering current of 15 amperes, there will be available for the external circuit 
15 + 15 or 30 amperes, but the total electromotive force of the two groups is that only of 
one group or 4.5 volts. 

When, the resistance of the. external circuit is small in . comparison with the 
internal resistance of the cells, there is no advantage in the series connection be- 
cause the flow of current will be governed by the resistance of the battery rather 
than by the external circuit. In this case parallel grouping of the cells is most 
desirable. When the external resistance is large Jn. comparison with the interna) 
resistance of a single cell, the cells are most advantageously connected in series. 
It is thus plain that the connection to be adopted will depend upon the resistance 
of the external circuit as compared to that of the internal resistance of the battery. 
In the majority of cases, the most efficient grouping is the one where the internal 
resistance of the cells about equals the resistance of the external circuit. 

19. Ohm's Law and Practical Application. — ^The relation between electro- 
motive force, current strength and the resistance of an electrical circuit is dis- 
closed by Ohm's law which states that the strength of the current in amperes in 
any given circuit is directly proportional to the E, M. F, and inversely proportional 
to the resistance, or using the symbols of the previous paragraph, 

E 

I = — 

R 



which may be written 



Amperes = 



Volts 
Ohms 



The student cannot overestimate the importance of this law because only as it 
is thoroughly understood can electrical circuits be handled and cared for intelli- 
gently, Applying the law practicably, if an E. M. F. of 6 volts is applied to a circuit 
having a total resistance of 3 ohms, the current strength in amperes is obtained as 
follows : 



I — — — 2 amperes 



By transposing this equation we may write 
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E = I X R 
£ 
or R = — 
I 

It is plainly evident that if we know any two of the quantities involved in this 
expression, the third may be readily determined. 

To illustrate: If the flow of current in a given circuit is 2 amperes and its total re- 
sistance 220 ohms, the E, M. F. applied to set up this value of current must have been, 
220 X 2 = 440 volts (E = I X R). 

As a second illustration we may take the case of an ordinary carbon filament 
lamp which takes 0.5 amperes under pressure of 110 volts. According to this law, the 

110 E 

resistance of the filament must be or 220 ohms (R = — ). 

0.5 I 

We learn from Ohm's equation that to increase the flow of current through a 
circuit of fixed resistance we must increase the voltage. If the voltage be doubled, 
the flow of current is doubled and so on. By the same law if the flow of current 
through a ^iven device and the pressure across its terminals can be measured, the 
resistance m ohms is obtained by simply dividing the pressure in volts by the 
current in amperes. 

Ohm*s law applied to the circuit of Fig. 6 yields the following results: If the coil R 
has a resistance of 9 ohms and the E. M. F. of the cells is 3 volts, the strength of the cur- 

3 
rent through R = — = 0.33 amperes (assuming the internal resistance of the cells and 

9 
connecting wires to be negligible). If R had 18 ohms resistance, 0.166 amperes would flow 
through the circuit. If, in the left hand drawing. Fig. 7, R has 9 ohms resistance and the 

L5 
E. M. F. is 1J4 volts, the current = — = 0.16 amperes. Also if R in Fig. 8 had resistance 

9 

4.5 

of 9 ohms, the flow of current would be — or 0.5 amperes. 

9 . . 

If a number of electrical devices are connected in series as in diagram, Fig. 9, the cur- 
rent throiigh each element is the same, irrespective of its resistance. In this diagram a 
source of direct current potential of 100 volts is applied to the circuit comprising an 
electric lamp L, of 180 ohms, a resistance coil R, of 50 ohms, and a telegraph sounder S, of 
10 ohms. We may calculate the current flowing at any point through the circuit by first 
determining the total resistance. This, exclusive of the cells and connecting wires leading 

100 

therefrom, is 180 + 50 + 10 ^ 240 ohms; the current in amperes = = 0.41 amperes. 

240 

It IS to be especially noted that the strength of the current through all the elements of 
this circuit is the same, irrespective of the resistance of the individual elements but the 
current is governed principally by the greater resistance, that of the lamp L. 

If a voltmeter be connected to the terminals of any of the various resistance 

elements of the circuit (see V in Fig. 
9), a difference of potential or elec- 
tromotive force will be found to exist 
across the terminals that varies as the 
resistance and the strength of the cur- 
rent. The electromotive for^e may 
be calculated directly by Ohm's law 
if the resistance and the current are 
known. If the current flowing 
through each resistance element is 
0.41 amperes, the pressure in volts is 
obtained by multiplying the current 
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strength in amperes by the resistance in ohms. Thus the potential difference across 
R = 0.41 X 50 = 20.5 volts; similarly across L = 180 X 0.41 = 73.8 volts (the 
calculation being made on the assumption that the internal resistance of the 
cells is zero). 

20. Divided Circuits. — ^A divided or shunt circuit is an additional circuit 
provided at any part of a circuit through which the flow of current sub-divides. 
One branch of such a circuit is said to be in multiple or in parallel with the other 
branch or branches. 

Fig. 10 Vepresents a divided circuit of 3 branches, R-f, R-2 and R-3. If resistances 
R-1, R-2 and R-3 are equal, the flow of current wiU divide equally between 

the 3 branches. If a current of 9 amperes 
is flowing in the main circuit as indicated 
by the ammeter A, 3 amperes will flow 
through each branch. If the resistances 
are unequal, the current divides inversely 
as their relative resistance. 

The current in the branches of the 
divided circuit, Fig. 10, can be determined 
by finding the voltage across the terminals 
of each branch, and dividing the result by 
the resistance of each branch. 

Thus the current in branch R-1 = 
E E E 
. R-2 = and in R-3 = . 
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Fig. 10-^Diagram Showing Branch Electrical Circuits. 

100 



R-1 passes 



R-1 

100 
or 3.33 amperes; R-2 passes 



R-2 



or 5 amperes and R-3, 



100 



R-3 



or 10 



30 20 10 

amperes. An ammeter connected in series with the circuit as at point C should indicate 
3.3.^ 4- 5 -f- 10 or 18.33 amperes. (Resistance of the connecting leads being ignored). 

When several resistances are connected in parallel their joint resistance is computed as 
follows : 

1 



R = 



1 1 1 

•^-^ -j r 

R-1 R-2 R-3 

where R = the joint resistance. Hence, in the circuit of Fig. 10, the joint resistance of 
the 3 elements is equal to: 

1 1 

= — = 5.4 ohms. 

1 1 1 11 

I I , 

30 20 10 60 

It is now clear that two or more resistances in parallel will conduct an electric 
current more freely than one, and the joint resistance of several resistances in 
paralld is less than the resistance of the smaller one. 

When a number of resistances are connected in series their joint resistance is 
the sum of several resistances taken separately. 

21. Electrical Work. — When a current of electricity flows through a con- 
ductor, it encounters frictional resistance and a certain amount of the energy is 
transformed into heat. The heat of a conductor under certain conditions may be 
so great that unless due precaution is taken, the wire will melt. We find that 
when an electric current has passed through a substance, the development of heat 
is proportional, 

(1) To the time during which the current flows; 

(2) To the square of the current; 

(3) To the resistance of the conductor. 
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This may be expressed : 

J = P X R X T, 
where J = the electrical energy expended in the form of heat in joules. 

The joule is defined as that amount of energy which is expended during one 
second, by current of one ampere flowing through a resistance of 1 ohm and the 
joule per second is the practical unit of electrical power which has been named 
the watt, 

joules 

Since power is the rate of doing work per unit of time, watts :f= — . 

time 

Hence if 2,000 joules of electrical work are done in twenty seconds, the power exerted 
2000 

is = 100 joules per second = 100 watts. Power may also be expressed in the units 

20 
of pressure and current strength. The power in watts in a given circuit in which direct 
current is flowing is equal to the product obtained by multiplying the current in amperes 
by the electromotive force in volts or 

W = I X E. 

Hence, if in any given direct current circuit we measure the pressure by a 
voltmeter, and the current strength by an ammeter, the power in watts is obtained 
by multiplying together the readings of each instrument. 

22. Electrical Horsepower. — The unit of mechanical „work is a foot 
pound. It is the work done in raising a mass of 1 lb. against the force of gravity 
through a distance of 1 ft. Work done at a rate equal to 33,000 ft. lbs. per minute 
is called the horsepower (abbreviated H. P.). y 

One Mechanical H. P. = 33,000 ft. lbs. per minute = 550 ft. lbs. per second. Also it 
can be shown that 1 joule = (}.72>7i ft. lbs., hence, 1 joule per second or 1 watt = 0.7373 

1 watt 

ft. lbs. per second. Therefore 1 ft. lb. per second = 

Q.737Z 

IH. P. Iwatt 550 

Since 1 ft. lb. per second = or , therefore 1 mechanical H. P. = 



550 0.727Z 0.7m 

746 watts. 

Now 746 watts = 1 mechanical H. P., therefore 

W 

H. P. = or, 

746 

IXE 

H. P. == 

746 

Where I = the current in amperes, E = pressure in volts. 
For example, an electric motor requires 30 amperes current at pressure of 110 volts; its 

110X30 3300 

rating in H. P. = = = 4.4 horsepower. 

746 746 

1 kilowatt = 1000 watts = 1.34 H. P. 
1 H. P. = 746 watts = .746 K. W. 

23. Definition of Electrical Units. — The practical units of electricity may 
be defined as follows : 

The practical unit of electromotive force is the volt, and by definition the volt 
is that E. M. F. required to maintain the flow of current of one ampere through a 
resistance of one ohm. 

The practical unit of current strength is the ampere, and it is that strength of 
current maintained by an E. M. F. of one volt through a resistance of one ohm. 

The ohm is the unit of resistance and is such resistance of conductor or circuit 
that permits the passage of a current of one ampere under an E. M. F. of one volt. 



i 
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The unit of current quantity is the coulomb which is the quantity of electricity 
flowing in a circuit when one ampere passes a given point during one second of 
time. 

The watt is the unit of electrical power and is equal to one joule per second. 
It is the power of a current of one ampere flowing under electric pressure of 
one volt. 

In connection with these units, the prefixes of kilo, micro and milli are employed, mean 
1 1 

- of. Thus a kilo-volt = 1,000 volu ; a 



24. Current Output and Voltage of Various Devices. — For students' 
information, we may review here the values of voltage and current to be expected from 
various current sources and circuits in daily use. For example, primary cells of various types 
generate so E. M. F. varying between 0.6 to 175 volts. The current output varies with the 
size and nature of the elements, lying between 5 and 30 amperes for common sizes. Storage 
cells generate an E. M. F. between 2.08 and 2.6 volts. The rated current output may 
vary from S to 200 amperes, depending upon the size of the cell. 

Generators or dynamos are constructed to supply potentials from 4 to 6,000 volts, the 
latter value being rarely exceeded. Certain types ot generators, for instance those used in 
electroplating establishments, may have a current output of 10,000 amperes, with an E, M. 1-". 
of 4 to 8 volts. The electric lighting wires of homes generally carry current at pressure of 
110 volts, either direct or alternating current. Transmission lines for carrying large - 
amounts of power over great distances may have voltages as*high as 200,000 volts, but the 
strength of the current is comparatively smal!. The potential of trolley wires is generally 
about 550 volts. Voltages in excess of 110 volts are considered dangerous to human life, 
particularly those in excess of 500 volts. 



n^. lOa— Combined Guoline Engine, Generator and Disc Dlschari 



Note:^The physical standard for the ohm has been noted. The standard for the 
strength of etirrent is an artritrary one. It is found that if a silver and a platinum electrode 
are dipped in a neutral solution of silver nitrate (consisting of 15 parts by weight of silver 
nitrate and 18 parts of water) a steady current of one ampere flowing from the silver to 
the platinum will deposit .001118 grams of silver on the platinum per second. 

The standard for the volt is the Weston Cadmium cell which has an electroAiotive force 
of 1.018 volts at a temperature of 20 degrees Centigrade. 



PART III. 

ELECTROMAGNETIC INDUCTION. 

THE DYNAMO— THE FLOW OF ALTERNATING CURRENT. 

25. Electromagnetism, 26. Magnetic Field About Two 
Parallel Conductors. 27. The Solenoid. 28. Induced Cur- 
rents. 29. Mutual Induction. 30. Self-Induction. 
31. Value of Induced E. M. F. 32. The Dynamo. 33. De- 
termination OF Frequency. 34. Strength of Magnetic 
Field. 35. Diagram of an Alternating Current Dynamo. 
36. Direct Current Dynamo. 37. Shunt, Series and Com- 
pound Wound Dynamos. 38. The Electric Motor. 39. The 
Effect of Counter Electromotive Force, 40, Motor with 
Differential Field Winding. 41. Dynamo and Motor Arma- 
tures. 42. Development of Armature Windings. 43. The 
Alternating Current Transformer. 44. Electrostatic Ca- 
pacity. 45. Reactance and Impedance. 46. Capacity Re- 
actance. 47. Lag and Lead of Alternating Current. 48. Ef- 
fective Value 'of Alternating E. M. F. and Current. 
49. Measuring Instruments or Electric Meters. 50. Induc- 
tion Coil. 51. Practical Electric Circuits. 

25. Electromagnetism. An explanation of some of^the more important 
phenomena surrounding a conductor carrying current follows: If a conductor 

through which a current of electricity 
is passing is laid parallel to and above 
a compass needle as in Fig. 11, the 
needle will tend to turn at a right 
angle to the conductor, but if the cur- 
rent is turned off, the needle will re- 
turn to its original position. As we 
have previously mentioned a magnet 
suspended freely will tend to* lie 
parallel to a given magnetic field, 

Fig. n-Deflcction of Compass Needle by Electric hence, it followS frOm this experi- 

Current. ment that the flow of current through 

the wire of (Fig. 11) must have set 
up a magnetic field and the direction of which is evidently at right angles to the 
conductor. 

// the current in a horizontal conductor is flowing towards the north, and a 
compass is placed under the wire, the north pole of the needle will be deflected 
towards the west; if the compass is placed over the wire, the north pole of the 
needle ztnll be deflected towards the least. Or, if the current is reversed in the 
conductor, the needle will point in the opposite direction in each case respectively. 
From this and other experiments we deduce that if the current in a conductor is 
flowing away from the reader, as in Fig. 12a, the direction of the lines of force 
will be around the conductor in the direction of the hands of a clock. If, on the 
other hand, the. current flows towards the reader as in Fig. 12b, the direction of 
the lines of force will be around the conductor in the direction opposite to the 
movement of the hands of a clock or counter clockwise. 
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26. Magnetic Field About Two Parallel Conductors.— The magnetic fields 
of two parallel conductors are either mutually attractive or repellent, according 

to the direction of the current in 
each. 

In the diagram, Fig. 13, the current 
in the left hand wire is flowing away 
from the reader, but in the right hand 
wire towards the reader. Since the gen- 
eral direction of the lines of force is op- 
posite in either wire, their magnetic 
fields are in opposition or in repulsion. 
In the diagram. Fig. 14, current is as- 
sumed to be flowing in both wires in the 
same direction and since the lines of force 
have the same general direction, they 
combine and coalesce as shown by the 
outer lines. 

27. The Solenoid. — If a number 
of turns of wire be wound in a 
spiral, as in Fig. 15, the lines of 
force generated by each turn of 
wire will unite with those set up by 
adjacent turns. The lines of force 
inside each turn will have the same 
general direction, forming several 
long lines of force that may be said 
to pass through the entire helix. 
These lines pass out of the coil at one 
end and enter at the other end, just 
as in the case of the bar magnet 
described in Part 1. 

If the general direction of the 
lines of force inside this coil is from 
right to left, the left hand end will 
be a north pole, the opposite end, a 
south pole. The polarity of the coil 
may always be determined if the di- 
rection of the current is known. 
The rule is that if in looking at the 
end of the coil, the current flows around its turns clockwise, the end nearest to the 
observer will be a south pole, but if the current flows in the opposite difection, it 
will be a north pole. 

A helix consisting of a number of turns through which current flows is known 
as a solenoid. We see from the foregoing that a solenoid has north and south 
poles and, in fact, possesses all the properties of a permanent steel magnet with 
the advantage that the magnetism in the case of the solenoid is entirely under 
control. 

The strength of the magnetic field of a solenoid is proportional to the strength 
of the electric current passing through it and the number of turns of wire com- 
posing the coil, but the magnetizing power may be increased from 200 to 2,000 
times by merely inserting an iron core or bar of soft iron within it. 

In order that the phenomena of electromagnetic induction to be explained later 
may be better understood, the expansion and contraction of the magnetic field 
around a current carrying coil should be considered. If direct current of unvary- 
ing strength flows through the solenoid, the lines of force stand still when the 
flow of current is fully established. If the rate of flow of current is increased or 
decreased the lines of force increase or decrease accordingly, or stated in another 




Fig. 12a — Showing Lines of Force Around a Conductor 
with the Current Flowing Away from Reader. 
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way, when the current rises, the lines of force move away from the wire but 
when the current falls, Ike lines of force collapse back upon the wire. 

The general direction of the magnetic 
field around a horse shoe magnet is shown 
in Fig. 16. If the direction of the flow of 
■current from the battery around the convolu- 
tions of the two coils is as indicated, the 
left hand pole has north magnetism and the 
right hand pole has south magnetism. A 
piece of soft iron A placed near to the tips 
of the poles will be forcibly drawn to them 
Lnd will only be released when the current 
s turned off. If a coil of resistance wire 
r R, such as a German silver resistance regu- 
lator, is connected in series with the wind- 
ings, the strength of the magnetic field can 
be closely regulated. If high values of re- 
sistance are inserted, the current may be re- 
duced to a degree that the magnet will barely 
attract the piece A. Variation of the cur- 
rent flow would affect the field of a straight 
solenoid winding in the same manner. The 
point to be taken from this is that whenever 
electromagnets are employed for mechanical 
work such as lifting masses of iron or for 
exciting the magnets of a dynamo or motor, 
the strength of the field can be regulated 
over certain limits by a simple variable re- 
sistance. 

If a horse shoe of hard tempered steel be 
inserted in Ihe magnetic windings in place 
of the soft iron core and allowed to remain 
for a few seconds, upon removal it will be 
found to be permanently magnetised. 

We have explained that the direction of 
the magnetic field around a conductor de- 
pends upon the direction of the flow of cur- 
rent It is clear that if the current of the 
magnet in Fig. 16 is reversed the polarity 
will be reversed as shown in Fig. 17. 

„ ^_,._. . , _ _ '" The streng:th of the tnagnetic field 

about a solenoid can be varied by 
fluxes of opposite directions as siiown in Fig. 18. The solenoid windings 
A and B are wound in opposite directions connected in series and finally 
to the terminals of the battery. Since current flows through the two coils in 
opposite directions their magnetic fields are repellent and if the coils are 
telescoped together (one within the other) the magnetic field will be. nearly 
destroyed. If the two coils are partially telescoped, the resultant magnetic field 
varies accordingly. Advantage is 
taken of this principle in construct- 
ing an instrument known as the 
variometer, which is particularly 
useful for tuning wireless telegraph / {{(f{^^^\\ \ { {{{((^^i\ 




Fig. 12b— Showi 



! of Fore, 



The electromagnet in some form ii 
employed in nearly all electrical ma 
chinery, and, therefore, the laws j^. j,_lj, 
governing magnetic fields should '*' 
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have careful attention. Study of the phenomenon of magnetic induction is par- 
ticularly important as it is encountered at many points in a wireless telegraph set. 

28. Induced Currents. — We have already seen that a magnetic field in- 
variably accompanies the flow of electricity 
tlirough a conductor and conversely we find 
til at whenever a conductor is moved 
through a magnetic, field, an electromotive 
force will be induced therein, and a flow of 
current will take place if the conductor 
forms a closed or continuous circuit. This 
is the fundamental principle upon which 
the operation of the dynamo or generator 

Experiment reveals that the production 

Fig. 14— Lines of Force Around Two Condnclor. of the E. M. F. is conditioned by the fol- 
Carryiaj Current in the Same Direction. lowing rule : The motion of the COil must 

take place in such a way as to change the total number of magnetic lines of force which 
are enclosed by the coil. 

For instance, simply moving a coil in a uniform field from one position to another, so 
that the lines of force enclosed by the coil remain of constant number, will not induce a 
flow of current, but if the coil is rotated, for example. SO that the lines of force enclosed by 
it either increase or diminish, an E. M, F. will be induced which varies according to the 
rate at which the lines of force change. 

The induction of current by a magnetic field threading in and out of a coil can be 
shown by a simple experiment. If the terminals of a solenoid wound with fine wire are 
connected to a current indicating device, such as a galvanometer, and a permanent bar 
magnet plunged into tiic interior of the winding, a momentary deflection of the galvanometer 
is observed, ]f the bar remains within the coil there is no further movement of the current 
indicator. If the bar be suddenly withdrawn, the galvanometer gives a second deflection in 
the direction opposite to that cited in the first instance. This experiment proves that the 
cutting of the flux through a coil of wire induces a current therein and that the direction 
of the current reverses with the flux. Currents will be induced in the coil if it remains 
stationary and the magnetic flux passes in and out of the coil, or if the field is stationary 
and the coil is moved through it. In either case, an E. M. F. is generated proportional to 
the rate at which the conductor cuts through the field. 

We may substitute for the bar magnet just mentioned a solenoid winding P and cause 
its magnetic field to act upon a second winding S as in Fig. 19. When the circuit of wind- 
ing P is opened at key K, no lines of force are in evidence, but at the moment the key is 
closed, the lines of force expand from the core P and intersect or cut through the winding 
S. The galvanometer then gives a momentary deflection. If the current is left to flow 
through P, there is no further effect in S until the circuit of P is opened by the key; the 
galvanometer now gives a second momentary deflection but the needle moves in the opposite 
direction just as in the case of the bar magnet. Thus for each "make" and "break" of the 
first circuit, two pulses of current flow through the winding S, the first ir." one direction 
around the circuit, and the second in the op- 
posite direction. This current is said to be ^--'■"'~*" -•-_ 
induced in S by eUetromagnetic induction. 

29. Mutual Induction. — It is of , 
great importance- to note that the effect in 
S takes place only when the circuit of P 
is made and broken. When current is 
flowing iti P continuously, the magnetic 
lines of force are stationary, and conse- 
quently current is not induced in S. But 
when the lines of force about S rise and 
fall, then there will be a movement of cur- 
rent through S. If the winding S is placed 
at a right angle to P instead of lying paral- 
lel to it, a change of flux in P will have 
littTe or no effect upon S, Fig. IS— Magneti 




20 PRACTICAL WIRELESS TELEGRAPHY. 

The direction of the current induced in 
S should be observed. When the lines of 
force increase through S, the induced pres- 
sure is counter to that which originally 
flowed in winding P, but when the lines 
of force decrease through S, the induced 
current has the same direction as the orig- 
inal current from the battery through 
winding P. 

It is clear that the lines of force in S 
are in the opposite direction to those which 
set up the current in S. The field of force 
created around S therefore reacts upon 
winding P tending to build up a current 
' in opposition to that already flowing in P. 
That is, the change in strength of the 
primary current in P induces a secondary 
current in S which in turn induces a back 
pressure in P. The induction' due to the 
two circuits reacting upon each other 
is called their mutual induction which is a ' 
measurable quantity. 

30. Self-induction. — We have 
seen that the expanding field of wind- 
ing P induces an electromotive force 
in winding S. Similarly the field 

Fig. Ifr-MsgnMvc Field. of Hoise-shoe Magnet with prOdUCCd bv Cach tum in winding P 
Current rlowtng Jii Dcnnite Direction. ' -n •> ■ ■ ^ ... 

Will cut neighbonng turns, thereby in- 

-^ ^ _. diicing in them electromotive forces 

^""v -•'' ^^"^^ .■'^'' that tend to oppose the E. M. F. of 

the original current. On the other 
hand, when the current in winding P 
diminishes, the lines of force contract 
and thereby induce electromotive 
forces in adjacent turns, that tend to 
set up currents in the same direction 
as the original current. 

This inductive action of a coil or 
conductor upon itself is called self- 
induction. 

Self-induction may be defined as 
the property of a circuit that tends to 
prevent any change in the strength of 
current passing through it. This is 
clear from the fact that self-induced 
currents either tend to prevent the 
rise or the fall of current through a 
circuit. 

The effects of self-induction are 
noticeable only in direct current cir- 
cuits when the current is turned on 
and off, but in alternating current 
circuits they are ever present. All 
conductors have self-induction, the 
amount depending upon their size and 
shape. Coiled wires have greater 
_ , . _ self-induction than a long straight 

cat. Wire. The self-induction of a coil 
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without an iron core is practically 
constant. , If a given coil has an iron 
core, the self-induction is greater in 
proportion to the permeability* of the 
iron. 

The coefficient of self-induction or 
inductance is also defined as the prop- 
erty of a conductor by which energy 
may be stored up in magnetic form. 
The unit of inductance 



henry and represents the cutting of 100,000,000 lines of force when one ampere 
of current is turned on and off per second; that is, if one ampere is turned on and 
off, in a given conductor, the electromotive force induced by the collapse of the 
magnetic field, equals one volt. 




This means that a conductor or coil to have self-induction of one licnry must be of such 
length and shape that when one ampere is flowing it is surrounded by 100000.000 lines of 
force, and when the current is turned on and off, 100.000,000 lines of force cut through the 
conductor setting up a pressure of one volt. 

This can be expressed : 

M X T 

I X 100,000,000 
where T = the total number of turns in a given coil ; 

M =the total lines of force threading through the coil; 
and I = the current in amperes. 
H M = the lines of force threading through the coil when the current = 1 ampere, then 
M X T 



100,000,000 
The unit, the henry, is applicable to coils of a great number of turns having iron cores, but 
for coils encountered in wireless telegraph transmitters, some sub-multiple of the henry is 
desirable, such as the micro-henry, the mUli-kenry and the centimeter. 
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1,000 centimeters = 1 micro-henry; 
, 1 

1 micro-henry = henry; 

1,000,000 
1 

1 milU-hcnry = henry; 

1,000 
The inductance of a given circuit is eenerally calculated by one of several formulae. 
31. Value of Induced E, M. F.— Referring to Fig. 19: The electromotive 
force induced in winding S is conditioned on the ratio of the turns in the two windings 
and the rate of the change of flux threading through S. For instance, if P has 100 turns 
of comparatively coarse wire such as No. 14 or No. 16 B. & S. wound over an iron cure 
and S has many thousand turns of fine wire such as No. 36 B. & S.. an electromotive torce 
of several hundred thousand volts may be induced in S. Should winding S have less turns 
than winding P, the E. M. F. induced in S will he lower than that of winding P, Ad- 
vantage of this principle is taken in the design of the apparatus known as the induetion 
coil, in which the circuit of P is interrupted from thirty to one hundred times per second. 
Then if winding S is given a large number of turns and its terminals are separated by a 
space of several inches, the voltage may he so great as to jump the gap in the form of an 
electric spark. 

To properly distinguish t'.:t various circuits, winding P is called the primary; winding S 
the lecondary winding. Tlie current in P is termed the primary current and in S the 
secondary current. 



Fib. 20— Fundamenul Dilgrwn o£ Simple Alternator. 

32. The Dynamo. — We may briefly define the dynamo as a machine for 
converting mechanical energy into electrical energy by the principle of electro- 
magnetic induction. But unlike the simple battery or storage cell the dynamo 
may generate either direct or alternating current. Alternating current dynamos 
are frequently called alternators. The student can nearly always distinguish 
between the two machines by observing the part of the dynamo at which the 
current is collected. If the brushes rest on a commutator made up of a number 
of copper segments separated by insulating material, it will be a direct current 
dynamo, but if the brushes simply rest on two brass rings, it will be an alternating 
current dynamo. 

The fundamental principle of the dynamo follows : Whenever a coil of wire 
rotates through a magnetic field of uniform strength in such a way that the 
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number of lines of force enclosed by the coil increase or diminish uniformly, a 
current of electricity will be induced in the coil, the strength of which at any 
instant is proportional to the rate of the change of flux. 
Hence the essentials of a dynamo are: 

(1) A magnetic field of constant strength; 

(2) A number of coils mounted on a shaft and rotated in such a way as to cut 
through the magnetic field; 

(3) Means for conducting the current induced in the rotating coils to an outside 
circuit. 

A diagram of an elementary alternator appears in Fig. 20. A uniform magnetic field is 
set up between the magnetic poles N and S by the current from battery B-1 which flows 
through the magnet windings M, M. The rectangle of wire A, B is mounted on a shaft 
which rotates clockwise. Two brass rings, C, D, are mounted on the shaft but insulated 
from it. The copper brushes H and L make contact with these rings, and the circuit is 
completed through F (any current absorbing apparatus). 

According to the principle just explained, if A, B rotates around its axis, an E. M. F. 
will be induced in the loop, the magnitude of which depends on the rate of change of the 
number of lines of force threading through the loop. When in the vertical position of Fig. 

20, the loop encloses the maximum number of lines of force, but when side A goes under- 
neath the S pole and side B goes under- 
neath the end pole, as in Fig. 21, the rect- 
angle will enclose the minimum number of 
lines of force when it has moved 90 de- 
grees or in a horizontal position. As A 
moves out of the field of the south pole 
and B out of the field of the north pole, 
the rectangle reaches another vertical posi- 
tion (but with the two sides of the rect- 
angle reversed) and again encloses the 
maximum number of lines of force. As 
the rotation of A, B continues, side A goes 
into the field of the N pole and side B 
goes into the field of the S pole, where 
for a second time the minimum number 
of lines of force are enclosed after which 
the loop returns to the position mentioned 
at the beginning. 

Now, according to the rule which gov- 
erns the direction of the flow of current in 
a conductor cutting through a magnetic 
field, when A, B, is in the position of Fig. 

21, a current will flow towards the rear of the rectangle in the left hdnd side, and towards 
the front of the rectangle on the right hand side. Then if A, B, continues '^ revolution, 
so that side A is cutting through the N field and side B through the S field, current will 
flow in A, B, in the opposite direction. It is clear that in a complete revolution, A, B, 
undergoes two changes of current which flows first in one direction around the rectangle 
and then in the opposite direction. The current is said to have gone through a complete 
cycle. » 

We see that during the first quarter revolution of loop A, B, or from 0** to 90®, the 
E. M. F. increases from zero to maximum; from 90** to 180* the E. M. F. decreases from 
maximum to zero; from 180** to 270** the current reverses and the E. M. F. increases from 
zero to maximum, and from 270** to 360" the E. M. F. again decreases from maximum to 
zero. 

The changes in the strength of the current induced in A, B, can be shown by a wave-like 
curve as in Fig. 22, in which the successive positions of the rectangle are shown by the 
positions, 1, 2, 3, 4, 5, 6, 7, 8, etc. From position 8-16 the E. M. F. gradually rises, maximum 
E. M. F. being attained in position 4-12. This increase of E. M. F. is indicated by the 
ascending slope of the curve B to C. From position 4-12 on, the E. M. F. decreases (as 
indicated by the descending slope of the curve B to C), the minimum cutting of the lines 
of force taking place at point 8-16. This corresponds to the point X* on the horizontal line. 
As the rectangle continues the revolution, the lines of force are cut on an increasing angle, 
another maximum of K M. F. being attained at point 12-4, but of the opposite sign as 




Fig. 21 — Showing Position of Armature Conductors for 

Maximum Cutting. 
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shown at point D. From this point the E. M. F. decreases to loro or when the rectangle 
A, B, is in the position of 16-8. This curve depicts the gradual rise and fall of the E. M. F. 
in a dynamo coil and is known as a sine curve, the plotting of which is explained in the 
principles of co-ordinate geometry. The curve shows the relation between time (fractions 
of a second) and the strength or amplitude of the current at any given point during the 
complete revoluticfli of a dynamo coil. The curvo represents a complete cycle of alternating 
current. Vertical lines drawn from the horizontal A, B, represent time in fractions of a 
second. The horizontal lines drawn from the successive positions of the coil, 1, 2, 3, 4, etc., 
correspond to the position of the dynamo coil at any particular instant. At points where 
the horizontal and vertical lines intersect, a common line is drawn connecting them, which 
results in the wave-like curve. 

33. Determination of Frequency.— The frequency of an alternatinj? cur- 
rent dynamo is expressed in cycles per second. We see from the previous para- 
graph that one complete cycle of current is generated when A, B, makes a single 
revolution. Hence if A, B, rotates 60 complete revolutions per second, there will 
be 120 reversals or alternations of current per second. Since two alternations of 




Vig. aa— Sine Curve Showin; 



current constitute a complete cycle, the frequency of this generator is said to be 60 
cycles. 

The frequency of any alternator may be determined by first counting the 
number of field poles and by measuring the speed of the armature per second of 
time, or 

N X S 

• Frequency = 

2 
Where N =the number of field poles; 

S = the speed of the armature in revolutions per second. 
Direct reading frequency meters are in daily use. They are connected in 
shunt to the power circuit like the voltmeter. (Frequency meter is described in 
Paragraph 49, section C.) 

34, Strength of Magnetic Field.— The strength of the magnetic field about 
the poles N and S, Fig. 20, is proportional to the strength of the current in amperes and the 
number of turns of the coil. The strength of the magnetic field is the same whether a 
current of a large number of amperes is flowing through a few turns of wire or a relatively 
weak current flows through a greater number of turns. The turns of the field winding 
of any dynamo are of a fixed number ; hence the strength of the magnetic field is regulated 
r decrease in the strength of the current flowing through the field windinp:. 
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The field current is regulated by a device known as a Held rheostat which is simply a 
variable resistance connected in series with the circuit. 

The voltage developed in any given dynamo coil is proportional to the rate of cutting 
of the magnetic field. In the case of the rectangle A, B, of Fig. 20 or 21, the total flux 
passes in the coil twice and out twice during one revolution or during one cycle. If the 
coil enclosed 100,000,000 lines of force and made one complete revolution per second, 
100,000,000 lines of force would be thrust into the coil twice and thrust out twice. This 
w6uld be the equivalent of cutting 400,000,000 lines of force per second and in this 
particular case the induced E. M. F. would be 4 volts. If the number of turns on the 
armature winding were doubled, all other conditions remaining equal, the voltage would 



110 VOLT ac. 




FIELD VOLE 
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60-500 
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Fig. 23 — Fundamental Diagram of 4 Pole A. C. Generator. 

be doubled, or we might state that if there were N turns, the E. M. F. developed would 
be N X that of 1 turn. 

The fundamental equation for the alternating current dynamo is: 

NXnX^XP 




E = 



100,000,000 
Where E = the average voltage of the dynamo; 

n = the revolutions of the armature per second ; 
N = the number of conductors on the surface of the armature; 
^ = the total number of lines of force; 
p = number of field poles. 

In a commercial dynamo, the only factors in this equation which are variable^ 
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are (1) the density of the magnetic field and (2) the speed of the dynamo arma- 
ture per second. We see from this that the voltage of any generator may be 
increased by increase of the speed of the armature or by increase of the strength 
of the magnetic field surrounding the armature coils. Commercial generators are 
built usually for constant speed. Regulation of the voltage is obtained by means 
of the field rheostat. 

35. Diagram of an Alternating Current Dynamo. — The essential parts 'of 
an alternating current dynamo are: 

(1) Field Magnets. 

(2) Armature. 

(3) Collector Rings. 

The diagram of Fig. 23 is merely intended to show the general details of the 
construction and connections of an alternating current dynamo. The field poles 
which are firmly bolted to the circular iron frame are represented by N, S, N, S, 
the armature at M and the collector rings at E, F. The field poles are wound 
alternately in opposite directions so that the current circulates about the turns in 
opposite directions, giving the poles alternately north and south polarity. The 
armature M is built up of a number of slotted sheets of soft iron which are pinned 
together and mounted on a common shaft, the copper conductors lying lengthwise 
of the core in such a way that the coils will be filled and emptied with magnetic 
flux (coils not shown). If these coils are properly connected together, the 
currents induced therein (by the change of flux) will flow in the same gen- 
eral direction, the voltage of one coil being added on to that of the next coil. 
It is to be especially noted that the source of continuous or direct current for 
exciting the field poles of an alternator is generally supplied from an external 
source which may be either a small direct current dynamo known as an exciter 
or a battery of storage cells. In most cases encountered in wireless working, the 
E. M. F. of the direct current source is 110 volts and the turns of the field 
winding are of such number that the correct amount of current flows with small 
amounts of resistance in series at the rheostat R. As already explained, this 
resistance is known as the Held rheostat or Held regulator. 

When the armature M revolves at a uniform rate, an alternating current is induced in 
the coils which is collected by the brushes E, F in contact with 2 collector rings, the volt- 
tage varying with the design of the machine. For purposes of wireless telegraphy the 
voltage of the generator may vary from 110 to 500 volts and the frequency of the current 
may vary from 60 to 500 cycles standard frequencies being 60, 120, 240 and 500 cycles. 

' If the armature of Fig. 23 were revolved 1800 revolutions per minute, current at a 
frequency of 60 cycles per second would be obtained from its armature. Remembering the 
formula given for determining the frequency we see that in a complete revolution of the 
armature any point passes through four fields which would set up four reversals of current. 

If the armature revolves at the rate of 
1800 revolutions per minute, corresponding 
to 30 revolutions per second, there will 
be 4 X 30 or 120 reversals of current, 
or a frequency of 60 cycles. If the genera- 
tor had 32 field poles, the frequency will 
be 32 X 30 or 960 alternations correspond- 
ing to 480 cycles. 

The student should understand that the 
foregoing description and drawing simply 
show in an elementary way the construe^ 
tion and functioning of a generator. The 
diagram is merely intended to indicate the 
connections of the machine, the direction 
of the magnetic lines of force and the 
method by which the voltage generated by 
^Pig. 24.— Showing the Functioii of a.Sinipfe jCflmmttbUfli:. the armature is regulated. 
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36. Direct Current Dynamo. — Direct current is obtained from dynamo coils 
by a commutator, which is placed on one end of the armature driving shaft. In 
simple form it consists of a split brass or copper ring of two parts, C, D, which 
is thoroughly insulated from the armature shaft (shown in Fig. 24). The circuit 
from the loop A, B is completed through the contact brushes E and F through 

an external load as at R. 

• The function of the commutator should be clear from the following explanation: As- 
sume the coil A, B to be in rotation in the direction of the arrow; then in the particular 
position shown in Fig. 24, the segment D will be a (+) pole and segment E a ( — ) pole. 
The current will therefore flow in the external circuit from brush F to brush E. When 
A, B turns completely over so that side B goes under the south pole and side E under the 
north pole, the current will flow in B as it did formerly in side A, that is, towards the 
brush F. Similarly, when A is in the north field, the current will flow away from brush 
E. Therefore, the current will flow in the external circuit in the same direction as in the 
first case. • 

We see also that in the second position mentioned, the current in B is flowing oppositely 
to that when B was cutting through the north field, but we must keep in mind that com- 
mutator segment B now makes contact with brush F instead of brush E. Thus the cur- 
rent will flow in one direction in the external circuit irrespective of the rate at which A, B 
revolver. 

A steady flow of current like that obtained from a battery of chemical cells cannot be 
obtained from the dynamo ; the latter in reality generates a pulsating current. If the dynamo 
armature is composed of a great number of coils, the pulsations are so minute and follow 
each other so rapidly that the current is practically continuous. That is, these pulsations 
are made to overlap one another by mounting a number of loops of the armature and 
connecting them in series so that immediately one set of coils passes the position of 
maximum cutting of the lines of force, another set will take their place. The greater the 
number of the armature coils the greater will be the number of commutator segments 
required. In fact, commutators in commercial dynamos may have from 50 to 150 segments 
depending upon the design of the dynamo. 

37. Shunt, Series, and Compound Wound Dynamos. — We have already 
explained that continuous or direct current must flow through the field windings 
of an alternating current dynamo and that this current is obtained from an 
external source. In the direct current dynamo, the current for excitation of the 
field is obtained from its own armature. 

When the terminals of the field winding are tapped across the brushes of a direct cur- 
rent dynamo, it is called a shunt wound dynamo. The circuit for this machine is shown in 
the diagram, Fig. 25, where the terminals of the field winding are tapped across the arma- 
ture circuit at points C and D. A regulating rheostat connected in series with the field 
circuit at R permits an increase or decrease of the strength of the current flowing. The 
field winding of the shunt dynamo is composed of a large number of turns of com- 
paratively fine insulated wire, the actual 
number of turns being governed by the 
flux required, whereas the arm::ture coils 
have comparatively coarse wire. Two 
paths are presented to the current as it 
flows from the armature of this machine, 
one being the field circuit and the other, 
the external circuit. 

In well designed shunt dynamos, the re- 
sistance of the shunt circuit is always 
greater than the resistance of the armature 
and external circuit, but the strength of the 
current flowing in the shunt coil is in fact 
comparatively small even in the larger types 
of generators. 

The student may question how current 
is set up in a machine of this type when it 
is first put into motion. The fact is that the 
initial building of the current is due to 
residual magnetism in the field cores. When . pig. 25— Circuit of Shunt Wound D. C. Generator. 
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a piece of soft iron has been magnetized, no matter how soft the iron may be, a certain num- 
ber of magnetic lines of force are retained when the magnetizing current has been turned 
off. These lines are known as the residual lines of force and the cores of the field winding 
are said to possess residual magnetism. 

When the dynamo armature is first set into rotation, the residual lines of force pass in 
and out of the armature conductors through the core, generating therein a feeble current 
which flows to the field winding and increases the number of lines of force threading through 
the armature coils. This induces a stronger current in the armature conductors which con- 
tinually adds to the strength of field until the normal voltage of the dynamo is established. 
The complete process usually requires from 10 to 50 seconds. After the generator armature 
attains its normal speed, the voltage across itp terminals may be raised or lowered by the 
rheostat R. If the resistance of R is increased, the voltage diminishes, or if the resistance 
of R is decreased, the voltage increases. 

A diagram of a series wound generator appears in Fig. 26. The field magnets 
of this type are wound with a few turns of thick wire joined in series with the 

armature brushes and all of the cur- 
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rent generated by the armature passes 
through the coils of the field magnet 
to the external circuit. The current in 
passing through the windings of the 
field magnet, energizes them and 
strengthens the weak field due to the 
residual magnetism of the cores which 
results in a gradual building up of the 
. magnetic field. The important char- 
acteristic of this machine is its ability 
to furnish current at increased voltage 
ARMATURE as the load increases for it is clear from 
previous explanations that the greater 
the strength of the field current, the 
greater the strength of the magnetic 
field from pole to pole. The strength 
of the field current flowing through a 
series wound generator, and therefore 
the voltage across its armature is reg- 
ulated by cutting out turns of the field 

Fig. 26-Circuit of Scries Wound D.C. Generator. through the medium of a multi-point 

switch or as may be done In the case of any type of generator, the voltage can be 
regulated by variation of the speed of the armature. 

The compound wound dynamo combines the desirable characteristics of both 
the series and shunt wound machine, and it gives a better regulation of voltage* 
on circuits of varying load than is possible with a dynamo of either type. A 
suitable diagram of connections appears in Fig. 27. The field magnets of the 
compound dynamo are wound with two sets of coils, one set being connected in 
series with the armature as shown at R, and another set in shunt to the armature 
and external circuit as shown at V. The function of the series winding is to 
strengthen the magnetic field by the current taken through the external circuit, 
and thus automatically sustain the voltage under variation of a load. 

In the case of the shunt wound dynamo, as the external load is increased, the potential 
difference at the armature terminals will fall, but in the case of the compound wound gen- 
erator, this fall of pressure is counteracted by the series winding, the current which flows 
in it increasing with the load and causing the pressure to rise. The number of turns of each 
winding and the relative strength of current is proportioned so that a practically constant 
pressure is maintained under varying load. Initial adjustments of the voltage can of course 
be secured by means of a field rheostat such as shown at R-1. 

The student should note carefully that current must circulate in both the 
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series and shunt windings in the same general direction in order that the re- 
sultant magnetic fields may have the same general direction. 

38. The Electric Motor, — A motor is a machine for converting electrical 
energy into mechanical energy. There is essentially no difference between a 
motor and a dynamo. Any dynamo connected to a source of electric power will 
run as a motor and any motor driven by mechanical power such as a steam 
engine, etc., will generate a current of electricity. The differences between the 
two machines are mainly mechanical. 
The fundamental operating principle of 
the motor is, as follows : A wire carrying 
a current placed in a magnetic field will 
tend to move in a direction at right angles 
both to the direction of the field and to the 
direction of the current. For example, if 
the plane of a given coil of wire lying be- 
tween the poles of a magnet is parallel to 
a magnetic field, and a current is passed 
through the coil, it will tend to turn or 
to take up a position at a r^ht angle to the 
magnetic field. If the current is reversed 
when it has reached this position, the coil 
will continue to revolve. 

The action of the motor can be simply 
explained by the diagram of Fig, 28 where 
a motor armature, commutator and brushes 
as well as the field poles, are represented 
in a conventional manner. If the terminals 
G, H, be connected to a source of direct 
current, part of the current will circulate 
through the field windings and part through 
the eoils of the armature between the two 

brushes. If the current flowing through Fig. 27— Circdit o£ Cemponnd Wound D, C. G«ner«tor. 
the armature coils bears the correct direction to that flowing through the field winding, a 
State of magnetism such as shown in Fig. 28 may be produced. The upper half of the arma- 
ture core above the imaginary line X. will be a south pole and the lower half a north pole. 
The lower half of the armature will then be attracted by the south field pole and repelled by 
the north field pole and the upper half will be repelled by the south field pole and attracted 
by the north field pole. This may be stated in another way by stating that the coils of the 
armature tend to turn until they enclose the greatest number of lines of force from the field 
poles. The general strain of this attraction and repulsion is seen to be clockwise. 

The movement of the armature will be continuous because the commutator acts to main- 
tain in the same direction the flow of current through the two sides o£ the armature always. 
Consequently, the upper half of the armature will always be a south pole while the lower 
half will be a north pole, irrespective of the speed at which the armature revolves. 

Now it would have no effect on the general direction of rotation if the connections from 
the source of current to the motor were 
reversed because the polarity of the flux 
in both the armature and the field poles 
would be reversed accordingly and be- 
cause the strain of the two magnetic fields 
would have the same general direction 
the motor would revolve in the same di- 
rection as before. Careful consideration 
of this fact reveals that in order to 
change the direction of rotation of the 
armature, the flow of current must be 
reversed independently in either the 
■in uniT n r armature or field poles. 

. Like generators, motors may have 
,1°" ■" either series, shunt, or compound wind- 
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ings. The type known as the differential wound motor appears in Fig. 29 and will be 
described further on. 

39. The Effect of Counter Electromotive Force. — ^When a motor armature 
is set into motion by an external current, the loops of wire composing its coils cut through 
the magnetic field and induce a reverse electromotive force counter to that which originally 
caused the motion. This back pressure is known as counter electromotive force which gov- 
erns directly the speed of a motor. The difference between the impressed and the xounter 
voltage determines the actual flow of current in the armature and the counter voltage is 
proportional to the speed of the armature, the number of armature wires and the strength 
of the magnetic field which is enclosed. 

The speed of a motor supplied with current at constant pressure varies directly with the 
counter electromotive force and in any given machine the stronger the field, the slower will 

be the speed of the armature. If the field 
of a motor be weakened by inserting re- 
sistance in the excitation circuit, the 
armature will increase its speed up to a 
certain point, or until the increased speed 
of the armature increases the counter 
E. M. F. to such an extent as to cut down 
the armature current. Up to this point, 
however, the speed of any given motor 
can be varied by simply increasing or de- 
creasing the field strength. 

The pull* of the motor armature is di- 
rectly proportional to the strength of the 
armature current and to the strength of 
the magnetic field. In the case of the 
shunt wound motor where the field is of 
constant strength, the pull of the arma- 
ture depends upon the amount of current 
through its winding. Hence if we weaken 
the field, the reduced counter E. M. F. will 
permit increased flow of current in the 
armature, and therefore, will increase its 
speed 
mg. 29-Motor with Differential Field Winding. ^he speed of a shunt wound motor is 

self-adjusted in the following manner: If a load is thrown on suddenly, the armature will 
have a tendency to slow down, but this decreases the reverse electromotive force and there- 
fore increases the current flowing through the armature winding. This causes the motor to 
return to its normal speed of rotation. 

We see from the foregoing that the speed of a motor can be regulated in two 
ways: (1) by connecting a variable resistance coil known as a field rheostat in 
series with the field winding; (2) by connecting a variable resistance of large 
current-carrying capacity in series with the external circuit or in series with the 
circuit to the armature itself. 

The motors of the motor generators used in wireless telegraphy are designed 
to permit variation of the speed 20% above and below the normal speed. 

40. Motor with Differential Field Winding. — As we have Explained, the 
speed of a motor is increased or decreased by regulation of the strength of the 
magnetic field and any reduction of field flux of a given machine will increase 
the speed of the armature. By the use of the diflferential field winding shown in 
Fig. 29, the flux of the shunt field is automatically weakened in accordance with 
the external load and the speed therefore self-regulated. Confining our vision 
strictly to the windings of the field poles, two distinct set of coils will be seen, 
one a series winding (SR) in series with the armature and the other a shunt 
winding (SH) connected across the main power line. If the current in these 
two windings circulates in opposite directions, a diflferential field is produced 
and the resultant field will be of greater or less intensity according to the current 

"The term "torque" is applied to the twisting force produced in the armature when the current 
is turned on. "Torque" is the result of "pull" and "leverage." 
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taken by the armature, A suddenly applied load will tend to slow the armature 
down, and this will reduce the counter E. M. F. of the armature coils; accord- 
ingly increased current will flow through the series winding, which will reduce 
the counter E. M. F, to a still lower figure, permitting such increase of armature 
current as will restore the motor to normal speed. 

Through use of the differential winding motors may be designed to give 
very close speed regulation and are therefore distinctly suitable to drive the A. C. 
generators for wireless telegriiphy. 

If we keep before us the fact that the counter electromotive force developed 
in a motor armature acts effectively as a resistance to the flow of current, and 
that this reverse electromotive force increases with the speed, it is easily seen 
that a considerable difference must exist between the armature resistance when 

^standing still and its effective resistance when in rotation. If such a motor 
armature were started by connecting its terminals directly to the power mains 
an excessive current would flow which would do injury to the windings or the 

^commutator. A device knOwn as a motor starter is, therefore required to reduce 
the starting current to a safe value. 

Motor starters will be treated in detail in Part IV, paragraphs 55, 56 and 57, 

41. Dynamo and Motor Armatures. — Armatures may be classified with 

^ particular reference to their shapes, the 

two principal types being known as the 
drum Tvound and ring wound armatures. 
The diagram, Fig. 30, shows the general 
outline of the drum wound armature, the 
core of which is made up of a number of 
thin sheets of soft iron mounted on the 
shaft B to form the support for armature 
m,. )0-lkn„d 0.il,„ .£ D™. W..nJ a™.!.,^ ^„,I, ^he coils tor the armMuro are 
placed lengthwise in slats, one coil being shown as at A, B, One terminal, A, B, is con- 
nected to a segment of the commutator and the winding continues through a slot to the 
rear of the armature core underneath a south pole, and returns in the case of a four-pole 
dynamo or motor about 90° away or underneath the north pole where the second terminal 
is attached to the next adjacent commutator segment. A number of these coils are con- 
nected in series, taps being brought from the terminals of each coil to the successive seg- 
ments of the commutator. The iron punchings of the core are insulated from one an- 
other by shellac or varnish to prevent the induction of current in the core as wtll as in 
the armature coils. A solid core would occasion great energy losses in this way. 

An armature coil constructed of thin discs or punchings is said to be laminated. The 
field poles and armatures of both dynamos and motors are laminated to prevent induction 
losses. 

In the ring wound armature shown in Fig. 31, the armature conductors are wound about 
a ring-shaped iron core, separated from one another and equally spaced, the term- 
inals of each coil being connected to ad- 
jacent segments of the commutator. Be- 
cause the conductors on the outside 
surface of the core only are active in cut- 
ting the lines of force, the ring wound 
armature is more or less wasteful and is 
seldom encountered in wireless telegraph 
installations. 

42. Development of Armature 
Windings. — The subject of arma- 
ture windings is too comprehensive 
to be treated in detail here. These 
windings are exhaustively covered 
in many textbooks on dynamo engi- 
neering which should be referred to 

for additional details. The drum pj^, ]i_Genirii omiine nf Ring wound Arm«tu™. 
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armature windings may be classed into two principal types, the lap winding and 
the wave winding. 

The development of the lap winding is shown in Fig. 32, where a number of armature 
coils, numbered 1, 2, 3, 4, 5, etc., successively, are assumed to be mounted on the armature 
of a dynamo and to cut through the magnetic fields of the poles N, S, N, S. The arrow 
indicates the direction of rotation, and the letters con espond to the segments of the com- 
mutator. The position of the positive (+) brush of the armature is shown. 

In this diagram, an armature having 18 conductors revolves in a four pole field and the 
flow of current will be observed to have the following direction. If we start from com- 
mutator segment I, the point where the current enters the armature through the negative 
brush, then the current flows through conductor 17, to commutator segment A, through con- 
ductors I and 6, and out at segment B. Tracing in the opposite direction, current flows 
through 2, through 15 to segment H, through 18 and 13 and finally comes out at G. The 
current is thus seen to take two paths from the negative brushes through the armature coils 
to the positive brushes. And it will be clear also that one side of a given armature coil lies 
underneath a north pole and the opposite side underneath a south pole 90** distant. The 
student should note carefully the direction of the flow of current in all coils of the armature 
winding, taking particular note of the fact that in parts of the armature, the current is flowing 




Fig. 32 — Development of Lap- Wound Armature. 

towards the positive brushes and in other parts, away from the negative brushes. The coils 
composing the armature winding are connected so that the voltage induced in one adds on to 
that of the next coil, hence, current flows in the same general direction through various 
groups of coils although the sides of a given coil are under magnetic fields of opposite polarity. 

It is to be noted that the brush shown in Fig. 32 short circuits a particular coil of the 
armature, which lies in the neutral magnetic field. It is self-evident that if a given armature 
coil were short circuited by a brush when the coil occupies a position other than the neutral 
position, it would be surrounded by a magnetic field and current of great strength would be 
induced therein. This would overheat or melt the conductors or at least would cause destruc- 

iive sparking at the commutator. 

« 

If the armature wiring in Fig. 32 is carefully traced out, it will be observed 
that the winding, so to speak, laps back upon itself. It is therefore termed the 
lap winding. In a four-pole generator, four brushes would be required for this 
winding and in a six-pole generator, six brushes. 

In the diagram of Fig. 32 the coils of the armature are shown as consisting 
of a single turn of wire but they may have several turns between segments as 
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shown in Fig. 33 where a single coil is connected to commutator segments 

B and C. 

Fig. 34 shows the development of the so-called wave winding. The path of the current 

is as follows: Current enters commutator segment I, continuing through conductor 17, 

or to segment E, continuing through conductors 9, 14, finally 
coming out at segment A. The current having passed 
through a conductor under each field pole, it returns to the 
commutator segment A, the one adjacent to segment I, at 
which it originally started. There are but two paths for the 
current through the armature, hence but two contact brushes 
are required. The majority of tnotors encountered in wire- 
less work have lap wound armatures. 

The general construction of a drum-wound armature is 
^hown in Figs. 35 and 36. Fig. 35 shows a complete Crocker- 
Wheeler motor generator armature. It should be observed 
that the D. C. armature coils lie lengthwise in slots on the 
iron core and their terminals are soldered iii slots, at the end 
of each commutator segment. Fig. Z6 shows the terminals 
of the armature coils placed in the slots ready for soldering. 
The construction of the commutator should be noted. It is 
made up of a number of copper bars separated by fiber 
insulating material. 

43. The Alternating Current Transformer. — Wc 
have shown in paragraphs 28 and 29 how a varying 
magnetic field threading in and out of a coil of wire wound over an iron core can 
induce a flow of current into another coil wound about it. Mention was made of 
the fact that direct current flowing through the first coil must be interrupted or 
its strength changed periodically to induce a current in the second cdil. 

It is clear from Fig. 19, that the lines of force produced by winding P cut each 
turn in S just once, and, therefore, the pressure or el^ctroiilotive fbree induced 
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Fig. 34 — Development of Wave Winding. 

in winding S increases or decreases accordingly as the number of turns in S are 
greater or less than in P (see paragraph 31). 

The apparatus built upon this principle is known as a transformer and the 
diflferent types are called step-up or step-doTmt with respect to the ratio of the 
primary and secondary turns. 



34 PRACTICAL WIRELESS TELEGRAPHV. 

The essentials of a transformer are : 

(1) A primary winding; 

(2) A Becondary winding; 

(3) An iron core. 

In order that the current may be induced in the secondary of a transformer, the 
primary winding must be traversed by either a pulsating or interrupted direct current 
or an alternating current 

of Crocker Wheeler Motor Generator Armature. 



Fie. 36— Showine Crocker Wheeler Motor ArmWure witli Coil Terminals Unsoldered 

Alternating current transformers for the production of high voltages may be broadly 
classified under two general tyi>es: 

(1) The constant current transformer; 

<2) The constant voltage transformer. 

In terms of the ratio of transformation, they may be classified as : 

(1) Step-up transformer; 
<2) Step-down transformer. 

According to the design of the coils and the core or magnetic circuit, they may be 
classified as : 

<1) Open core transformer; 

(2) Closed core transformer; 

(3) Auto transformer; 

(4) Air core transformer. 

Fig. 37 is an elementary diagram of a closed core, step-up, constant voltage transformer. 
The primary and secondary windings P and S respectively, are supported by a rectangular 
iron core huilt up of sirips of sheet iron. The primary windinft. for example, may consist 
of one or two layers of comparatively coarse wire such as No. 10 or No. 12 B. & S. gauge. 
The secondary winding S may have several thousand (urns of fine wire such as No. 30 or 
No. 3i 

The process of transformation is as follows: The alternatine; current flowing from a 
dynamo through the primary winding P magnetizes the iron core periodically, causing a 
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varying flux to flow through the iron core in accordance with the alternations of current. 
This varying flux induces an E. M. F. in the secondary which will cause a current to flow if 
the secondary circuit is closed. The current in the secondary circuit flows in the opposite 
direction from that in the primary circuit and as it increases, it sets up a Hux in opposition 
to that already in the core, reducing its strength. This reduces the self-induction of the 
primary, permitting more current to flow 
in the primary and in this way the 
transformer becomes self-regulating — 
a rise of the secondary current causing 
an increase in the primary current 

If, for example, current at 110 
volts, 500 cycles, flows through 
winding P, the flux will alternate 
through the core 1,000 times per 
second, setting up 1,000 alterna- 
tions of current in winding S. 
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Smce S consists o^ a great number of turns, the voltage of the current induced in 
S will be very much greater than the voltage of the current in winding P. In 
fact. It IS found that the voltage in the secondary winding is almost a direct 
ratio of the primary and secondary turns, e. g., 

E-s T-s 

E-p ""t-p 
where T-p =the current in the primary; 
where T-s =the current in the secondary; 
E-p and E-s = the voltage in the primary and secondary circuits respectively. 
Fig. 38 shows the open core, step-up voltage, constant current transformer employed 
in radio work. C, the core constructed of a bundle of fine iron wires or of sheet 

iron is covered with several layers of 
insulating cloth followed by one or two 
layers of coarse copper wire. An insu- 
lating tube (not shown) is placed over 
the primary. It is made of some mate- 
rial which will withstand the heat and 
possess the requisite insulating qualities. 
Over this tube is placed a secondary 
winding which consists of several 
thousand turns of fine wire wound up in 
the form of pancakes as at S-1, S«2, S-3. 
There is little magnetic reaction of the 
secondary upon the primary in this type 
of transformer owing to the lack of a 
continuous iron path for the fiux and the 
self-induction of the primary therefore 
remains nearly constant. The transform- 
er will draw practically the same current 
when the secondary is on short circuit as when it is open. 

The closed core transformer can be designed to have this operating characteristic when 
fitted with a magnetic leakage gap shown by the dotted line, Fig. 37. Through the leakage 
provided by this gap, the self-inductance of the primary winding remains nearly constant 
under all variations of the secondary load. 

Both the open and closed core transformers are employed in wireless telegraphy to 
generate current at voltages between ten thousand and fifty thousand volts at power inputs 
varymg from J4 K. W. to 500 K. W. 

The ratio of transformation in the open core transformer is not exactly in proportion 
to the turns, due to magnetic leakage. The design is, therefore, altered to meet these 
conditions. Generally the secondary is given more turns than the usual transformer equation 
would require. 

The so-called auto transformer with a step-up ratio of turns is shown in Fig. 39. In 
this type the primary and secondary windings have turns in common, a single coil being 




Fig. 38 — open Core Transformer. 
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used for both circuits. A portion of the current flowing in the secondary winding is in- 
duced by the pa:ssing of the flux through the core from the primary turns, but another 
portion flows into the secondary circuit by direct conduction. 

Although transformers of this type are not employed for the production of high voltages 
(with low frequency currents), they are frequently used as step-down transformers to 

obtain 10 to 30 volts of alternating cur- 
rent from a 110-volt source. Without an 
iron core, auto transformers are used in 
the circuits of radio frequency in both 
the transmitting and receiving apparatus 
of wireless telegraphy. 

The air core transformer in Fig. 40 is 
used principally in radio- frequency cir- 
cuits for transferring oscillations at ex- 
tremely high frequencies from one circuit 
to another, and when used in this man- 
ner It might properly be called a radio- 
frequency transformer. For such a trans- 
former if used in the transmitting ap- 

«.- ^n A . rr r paratus of a radio set, winding P is made 

Fig. 39 — ^Auto Transformer. rr i. r ^ t.^ 

of a few turns of coarse copper tubmg or 

copper strips, the tubing being from J/2 to ^ inch in diameter for the small size sets. Wind- 
ing S may have several turns, a dozen of more of insulated wire or small copper tubing. 
On the other hand, if the auto transformer is used in receiving sets, winding P may consist 
of several hundred turns of No. 24 B. & S! wire, and winding S may have several hundred 
turns of No. 32 B. & S. wire. 

Whether or not the voltage of the sec- 
ondary circuit will be greater or less than in 
the primary, in radio-frequency transforma- 
tion, depends upon the values of capacity 
included in either circuit as well as the ratio 
of the turns. Owing to the phenomenon of 
resonance and the effects of capacity, a step- 
up ratio of turns may be the equivalent of a 
step-down voltage or vice versa. 

When the primary circuit of an open core 
transformer is supplied with interrupted di- 
rect current, it is called an induction coil. 
This coil will be described in detail in Para- ^ 
graph 50. 

44. Electrostatic Capacity. — In or- 
der that certain phenomena involved in 
the flow of alternating current may be 
understood, it will be necessary to con- 
sider another quality of an electric cir- 
cuit known as electrostatic capacity. We have mentioned two qualities of an 
electric circuit, i. e., resistance and inductance. The third quality, capacity, is of 
particular importance in wireless telegraph apparatus and will now be defined. 

Further on, we shall show how 
these three qualities govern the flow 
of an alternating current. 

Capacity may be defined as that 
property of a conductor or circuit 
by which energy can be stored up in 
electrostatic form. The electrostatic 
capacity of a conductor is measured 
by the quantity of electricity in 
coulombs with which it must be 
charged to raise its potential to oni: 
volt. 
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A device for storing up energ:y in the form of an electrostatic field is known as a 
condenser. When two copper sheets or other conducting material are separated by a 
small air space as in Fig. 42, and a source of direct or alternating current connected to 

the two plates, the intervening space, fills 
up with electrostatic lines of force. * If 
the charging source be disconnected, and 
the terminals of the condenser be recon- 
nected to a galvanometer, the latter will 
give a momentary deflection indicating 
the passage of an electric current. This 
experiment proves that the electrostatic 
field within a condenser will, ^hen re- 
leased, set up a fiow of an electric current. 

The unit for expressing the ca- 
pacity of a condenser is the farad 
which is a condenser of such dimen- 
T sions that one volt of electricity will 
Fig. 42— Simple Condenser. store up in it a charge ' of One 

coulomb. The farad is too large for practical measurements, hence the micro- 

1 

farad is in general use. One (1) microfarad = farad. 

1,000,000 

The quantity of electricity that can be placed in a condenser is directly proportional to 
its capacity and the difference of potential between its plates, or Q = C >< E. Hence, a 
condenser of .000002 farad capacity, charged to a potential of 10,000 volts would have 
stored up in it 10,000 X .000002 = .02 coulomb. 

When current flows into a condenser, its potential diffefrence rises uniformly until the 
E. M. F. of the condenser and that of the charging source are equal. At any instant 

the E. M. F. of the condenser is proportional to — but since the charging process is uniform 

C 
E 
the average E. M. F. = — . 

2 
The work done in joules in placing a quantity of electricity into a condenser = the 
quantity of electricity multiplied by the average E. M. R, hence 

the work in joules = Q X — 

2 
Since Q = E X C 

E C E* 

therefore W = EXCX— = 

2 2 

Where W = the work in joules. 
Now if a condenser is charged N times per second, the power is expressed: 

C E2 

P = X N 

2 
Where N = the number of charges per second ; 

C = the capacity of the condenser in farads ; 
E = the potential difference in volts. 
Hence if a condenser of .002 microfarad capacity were charged to a potential of 30,000 
volts by a 500 cycle alternator, the power expended in watts would be; 

.000000002 X 30,0002 

X 1,000 = 900 watts. 

2 
A condenser of concentrated capacity always consists of: 

(1) Two or more opposing surfaces; 

(2) An insulating medium between the plates which may be air or any of the well- 

known insulating materials, such as glass, micanitc, hard rubber, waxed paper, 
etc. 
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This medium is known as the dielectric. The capacity of a condenser is found to vary: 

(1) Directly as the area of the opposed surface and the ability of the dielectric to 

conduct electrostatic lines of force; 

(2) Inversely as the separation of the plates* 

This may be written: 

KXAX2248 



T X 10i<> 
Where C = the capacity of the condenser in microfarads ; 

A = the area of the opposed surfaces in squares inches ; 

K = a certain constant ; 

T = the separation of the opposed surfaces, or the thickness of the di-electric. 

It can be proven that different di-electric mediums conduct static lines of force 
with more or less ease depending upon their nature. Air is taken as unity and 
aU other insulating mediums are compared to it. Certain grades of glass are 
said to have a dielectric constant of 9, meaning that a condenser with a plate of 
glass between conducting surfaces will permit 9 times the quantity of electricity 
to be stored up as with air at ordinary pressure. In the same way, the dielectric 
constant of micanite is said to be 5, parsiffin paper 2, etc. (Note complete table in 
the Appendix). 

Condensers of large capacity are made by taking a number of sheets of tin or brass 
foil and separating them with thin sheets of waxed paper or other insulating material, 
alternate sheets of foil being connected together on either side, so there is no direct con- 
nection between them. This constitutes a condenser of concentrated capacity which may 
store up temporarily considerable amounts of energy in electrostatic form. 

Condensers may be classified with respect to their dielectric strength which may be 
defined as the ability of the dielectric to resist puncture when subjected to electric pressure. 
Condensers which will withstand high voltages without rupture of the dielectric are termed 
hi^h potential condensers and conversely those which will withstand low voltages only are 
called low potential condensers. High voltage condensers are used in circuits of several 
thousand volts pressure. Low voltage condensers are employed in circuits of less than 
500 volts pressure. 

We have mentioned that a condenser when first connected to a charging 
source, has zero potential, and as the current flows, the potential diflference rises 
until the voltage of the condenser is equal to voltage of the charging circuit ; the 
flow of current then stops. If the applied potential is decreased, the condenser 
will start to discharge and current will flow out in the opposite direction to 
which it was charged. The voltage of the condenser is thus seen to set up a 
back pressure^ which tends to drive the charging current back. 

We have already seen how inductance tends to prolong the flow of current in 
a circuit and we now see that the condenser tends to extinguish it or drive it 
back. Thus the back pressure of the condenser opposes that set up by an in- 
ductance coil. We shall now see how these counter E. M. F.'s govern the flow of 
alternating current. 

The effects of self-inductance will first be noted. 

45. Reactance and Impedance. — When a coil of wire is connected to a 
source of direct and then to a source of alternating current of the same voltage, 
the flow of current (in amperes) will be considerably greater with the former 
connection than with the latter. This is due to the fact that the counter E. M. F. 
of self-induction in a direct current circuit is only momentary, the effects being 
observed when the current is turned on and off, whereas in a circuit carrying 
alternating current, the effects of self-induction are continuous and the back 
pressure resulting therefrom must always be considered to determine the strength 
of current. 

The flow of a direct current through a given circuit is opposed only by the 
ohmic resistance, but the flow of alternating current is impeded by the counter 
electromotive force of self-induction as well as by the ordinary resistance. The 
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extra resistance of self-induction is termed reactance, and is expressed in equiva- 
lent ohms. The combined opposition of reactance and resistance in any circuit is 
termed impedance, and accordingly the flow of current through a circuit carrying 
alternating current is governed by the impedance and not alone by the ohmic 
resistance. It should be understood that the counter E. M. F. of self-induction 
entails no loss of energy in an electric circuit as does resistance (where the 
energy is lost in the form of heat), but a higher voltage is required in that 
circuit to force a given value of current through it. 

The flow of alternating current is nearly always controlled by coils of high 
self-induction which are termed reactance coils or ** choking' coils. 

The reactive pressure occasioned by a circuit loaded with inductance is termed in- 
ductance reactance. It is expressed: 

Reactance = 6.28 X N X L 
Where N =the frequency in cycles per second. 
L =the inductance in henries. 

If the coil L of Fig. 43 has inductance 
of .055 henry, and it is connected to a 60- 
cycle alternator, the inductive reactance 
=f 6.28 X 60 X .055 = 20 ohms. If the 
frequency be increased, the reactance (in 
ohms) increases in the direct ratio; thus 
if N = 100,000 cycles, the frequency of 
60 CYCLES I A ^ ^ a radio-frequency alternator, then the 

AC I ^'^ft ^""y reactance of coil L = 34,540 ohms. 









The flow of current through L is 
governed both by the reactance and the 

Fig. 43— Alternating Current Circuit with Concentrated resistance, and the impedance of SUCh a 

Inductance. . . , « r n 

Circuit IS expressed as follows: 



Impedance = V R2-|-X* 
Where R = the resistance of the coil in ohms; 
X = the reactance of the coil in ohms. 

Then if the coil L of Fig. 43 had inductance of .055 henry, resistance of 10 ohms and 
reactance of 20 ohms, then 

Impedance == V 202 + 10^ = 22.3 ohms approximately. 

E 
For direct or continuous current, Ohm's law is expressed I = — , but for alternating 

R 
E 
current the formula is modified to, I = — . If the pressure of the alternator is 110 volts, 

Z 
110 

then there will flow through L, = 4.9 amperes nearly. 

22.3 

46. Capacity Reactance. — We have shown how a condenser connected in 
series with an alternating current circuit acts as an effective resistance and exerts 
a back pressure on the charging E. M. F., and also that this back pressure opposes 
that set up by inductance. To distinguish these counter E. M. F.'s, the reactance 
occasioned by inductance is expressed as positive reactance and that by a con- 
denser as negative reactance. 

The capacity Veactance of a condenser is determined as follows: 

1 

Capacity reactance = 

6.28 X N X C 
Where N :=the frequency of the current in cycles per second; 
C = the capacity of the condenser in farads. 
The important point to be noted from this formula is that a large condenser will have 
a small value of reactance and conversely a small condenser will have a large value of 
reactance. 
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If the condenser C connected in series with the 60 cycle alternator of Fig. 44 has capacity 
of .00013 farads, and the frequency of the alternator is 60 cycles, then 

1 
Capacity Reactance = = 20 ohms approximately. 



6.28 X 60 X .00013 
If the frequency of the alternator is 100,000 cycles, then, 

1 
Capacity Reactance = 



= .012 ohms. 



6.28 X 100,000 X .00013 
It is clear that by proper selection of capacity and inductance values in the alternator circuit 
of Fig. 45, the counter electromotive forces can be made to balance and the reactance therc- 

1 
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fore reduces to zero, or 2ir N, L = 

2^ N,C 
The circuit then acts as if neither induct- 
ance or capacity were present and the 
flow of current is governed solely by the 
ohmic resistance of the circuit. 

If capacity reactance overbalances in- 
ductance reactance, then the resultant 
value takes the notation of the predom- 
inating figure, e. g., if the capacity react- 

Fig. 44— Alternating Current Circuit with Condenser in ance exceeds the inductance reactance, the 

difference between the two will be ex- 
pressed in ohms, and the circuit said to have so many ohms capacity reactance. In case 
inductance reactance predominates^ the opposite statement applies. We see from all this 
that a much greater current can be made to flow through the circuit from the alternator 
by the use of a condenser and a coil than if but one of these were used. 

Reviewing the foregoing, it is clear that the reactance of a given coil for frequencies 
in excess of 100,000 cycles per second (as compared to lower frequencies) may attain a 
rather large value. It is therefore nec- 
essary in such circuits to insert a cer- II C 
tain amount of concentrated capacity to 
build up the current In the radio- 
frequency circuits of wireless telegraph 
apparatus, current flows at frequencies 
between 20,000 and 1,000,000 cycles per 
second and if this current is to be trans- 
ferred by magnetic induction from one 
circuit to another, the second circuit 
must contain a certain amount of in- 
ductance and capacity of such values 
that inductance reactance and capacity 
reactance neutralize one another. The 
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Fig. 45 — Showing ITow Resonance Is Obtained in Alter- 
nating Current Circuits. 



second circuit is then said to be resonant to the impressed frequency and the flow of current is 
governed solely by its resistance. 

Straight wires possess both capacity and inductance, which are said to be dis- 
tributed rather than concentrated as in the case of a condenser or a coil of wire. 
The laws of electrical resonance, in general, apply to such circuits as well as those 
having concentrated capacity and inductance. 

47. Lag and Lead of Alternating Current. — A certain phenomenon, in- 
volved in the flow of alternating current throughout a given circuit, is termed 
phase displacement. Given a circuit in which inductance reactance predominates, 
it is found that when a given alternating electromotive force is applied thereto, the 
pressure and current do not reach their maximum values simultaneously. The 
current lags behind the impressed voltage by a certain degree dependent upon the 
self-induction of the circuit and such a circuit is said to have a lagging phase. 

As it is convenient to express a complete cycle of current in terms of the degrees of a 
circle, J4 cycle being equivalent to 90', J^ cycle to 180', and so on, we express the lag of 
the current in terms of the degrees of the circle. Hence, a certain circuit is said to have 
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an angle of lag of SS*" or some other degree dependent upon the constants of the circuit. 
(All this is explained in any strictly theoretical text book on alternating current). 

In a circuit wherein capacity reactance predominates, the opposite condition is obtained, 
e. g., the current leads the voltage reaching its maximum value before the impressed 
E. M. F. A circuit of this type is said to have a leading phase. 

The point to be brought out here is that in circuits having either lead or lag, the actual 
power consumption in watts cannot be determined from the reading of a voltmeter or 
ammeter. To illustrate: When a voltmeter or ammeter are connected in the primary wind- 
ing of a high voltage transformer of the type used in wireless telegraph transmitters, the 
voltmeter may indicate 110 volts and the ammeter current strength of 14 amperes. Apply- 
ing the power formula in simple form the apparent reading in watts would be 110 X 14 = 
1,540 watts, but a wattmeter connected in this circuit may indicate a reading of 1,000 watts 
which is the true reading because the wattmeter is constructed to read correctly inde- 
pendently of the degree of phase displacement. The result obtained by multiplying the 
pressure by the current is only an apparent reading of watts; but the true reading is 
always obtained by the meter. The ratio of the true watts to the apparent watts is ex- 
pressed by the term, the power factor. In the circuit taken as an example, the power 
1000 

factor = , or approximately 65%. 

1540 

R 

The power factor can also be obtained from the ratio of — , that is if the impedance 

Z 
and resistance are known, and the value of the former is divided by the latter, the power 
factor of the circuit is obtained. 

The formula for power in direct current circuits, W = I X E is changed in the case 
of an alternating current circuit wherein the current lags behind the voltage to read: 
W = I X E X Cos. 0. 

The cosine is the power factor expressed as a function of ai^ angle of a circle and 

R 
as mentioned, is equal to — . Hence if the total resistance of a given circuit is known, also 

Z 
the total impedance and the reading of current and E. M. F. is obtained by an ammeter and 
voltmeter respectively, we can determine the true power in watts in any circuit without the 
use of a wattmeter. 

48. Effective Value of Alternating E. M. F. and Current.— It is self- 
evident from the alternating current curve of Fig. 41 that the current constantly changes 
in value as well as reversing its direction. Hence, to express the effectiveness of a given 
electromotive force in such circuits, we must employ some value other than the maximum 
E. M. F, or maximum current per alternation. Take, for example, any given circuit in 
which the maximum current for each alternation amounts to 15 amperes (aS in Fig. 41), 
it is evident that at all points off maximum during the complete cycle, the strength of the 
current is less than 15 amperes. It is clear that we must take some sort of an average 
value in order to determine the effectiveness of an alternating current. Since the heating 
effects of direct current in a given circuit are uniform, the effectiveness of an alternating cur- 
rent is expressed in terms of the strength of a given amount of direct current which would 
produce the same power or heating effect. To illustrate: If 15 amperes of direct current 
pass through a resistance of 2 ohms, the power of the current converted to heat will be 
I2XR = 152X2 = 450 watts. Now if we pass an alternating current through the 
same wire and adjust its strength until 450 watts are consumed in the form of heat, 
we ^ould then have 15 amperes of alternating current flowing. 

This is the so-called effective value of the ajl^ri^ating current which in the case of 
a sine wave curve is found to be .707 of the maximum value per alternation. Suppose, 
the maximum value of current per alternation in the curve of Fig. 41 is 15 amperes, 
then the effective value will be IS X .707 = ^0.5 amperes. That is, the current rises 
and falls uniformly between a value of -}-15 amperes and — 15 amperes producing the 
same heating effect as a direct current of 1,0.5 air^peres. Now an ammeter connected 
in such a circuit would indicate 10.5 amperes because these instruments are constructed 
to indicate the effective value of current and not the maximum value per alternation. 
Similarly, voltmeters indicate the effective voltage in a given circuit. All this means 
that the maximum voltage per cycle of an alternating current supplied from power mains at 
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pressure of 500 volts, is somewhat greater, in fact, is SOO X 1-41 = ?05 volts. Similarly the 
fflaxiinum voltage per alternation in 110 volt alternating current circuits is 155 volts. (This 
it only true when the wave form of the current follows the curve of sines.) 

When speaking of the pressure of the high voltage transformers used in wireless 
telegraphy, the secondary voltage is generally given as the maximum voltage per 
cycle and not the effective value. 

The stiident will see from the foregoing that the problems of alternating current 
circuits are largely different than those of direct current circuits and that the flow of 
current is governed by conditions other than the ohmic resistance. Also the actual 
power consumption in watts depends upon whether or not the pressure and current in a 
given circuit are in exact phase. 

49. Measuring Instruments or Electric Meters. — The principle measuring 
instruments employed in connection with a wireless telegraph transmitter are: 
<1) The voltmeter; 
(2) The ammeter; 
<3) The wattmeter; 
<4) The frequency meter; 
(5) The hot wire ammeter. 
In the circuits of a radio-transmitter, these instruments occupy the positions fol- 
lowing: The voltmeter is joined across the terminals of the alternator; the ammeter 
is connected in series with the primary winding of the transformer; the wattmeter is 
connected tn the circuit from the alternator to the transformer; the frequency meter 
is shunted across the terminals of the alternator; the hot wire ammeter is used prin- 
cipally in circuits of radio- frequency, and to some extent, in circuits of lower frequency. 
Before entering into a description of these meters, we shall explain the workings 
of the cur rent- detecting instrument know 
the galvanometer. This instrument may 
take one of several forms, but the type 
shown in Fig. 46 is the least difficult to 
understand. A rectangular coil of sev- 
eral turns of copper wire D is suspended 
between the poles of a horse shoe 
permanent magnet, P, P. Between the 
poles is the stationary iron core C* The 
coil is suspended from the screw F and the 
current to be measured enters at the wire 
A and leaves by the wire B. When 
current is passed through the coil B, it 
tends to turn so as to include the greatest 
number of lines of force but is resisted by 
the torsion of the suspending wires. If a 
pointer and suitable scale are attached to 
this coil, comparative readings of the 
strength of current may be made. In- 
struments of this construction are sen- 
sitive and will easily measure a current 
of .000001 of an ampere. It is an impor- 
tant instrument to demonstrate the ele- 
mentary principles of electromagnetic 
induction, and should be a part of*all 
students' equipment. 

Fin- 46_Slrapl. C.Iv„o™etcr. ^^^ jj ^^^ ^.^j, p j^^^j g^^^j.^, 

thousand ohms resistance, the galvanometer might be calibrated in volts and em- 
ployed as a voltmeter. If, on the other hand, coil D were wound with a few turns 
of relatively coarse wire, it might be calibrated in amperes and would, therefore, 
be known as an ammeter. As an ammeter it would be connected in series with the 
circuit under measurement. 

- The Core C inteniffia Uie field icrou tlw air CBp P to P 
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(a) The voltmeter may be constructed along^ the lines of galvanometer. A 

simple drawing of the Weston voltmeter appears in Fig, 47. 

A rectangular coil of fine wire, A, B, 
is mounted on the metal bobbin G. It b 
supported by jewelled bearings and held 
in (he zero position of the scale by the 
spiral springs, S-1 and S-2, through 
which the circuit of the coil is com- 
pleted. When the pointer is in zero po- 
sition, the coil rests at a slight angle to 
(he pole pieces of a permanent magnet. 
N, S. When current is flowing through 
the coil, the normal field from N to S is 
"lengthened" out and in trying to "shorten" 
(hemselves, the lines of force actually 
"twist" or turn the coil. When the tension 
of the spring is equal to the pull of the 
magnetic field, the pointer comes to rest- 
and the reading of the instrument may then 
he observed. An external resistance coil. 
R, is connected in series with the winding 
of the bobbin to reduce the flow of cur- 
rent to a minimum value. This coil mav 
have resistance of 100,000 ohms and ma> 
be provided with two taps making the 
meter a double scale instrument. 

There is essentially no diflerence in 
rig. 47-.M«hamsm rf voiime.«. jj^^^ construction of the ammeter and 

the voltmeter except the resistance of the windings and the calibration. The coils 

of the ammeter have relatively low resistance whereas the voltmeter as already 

mentioned, has high resistance. 
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may be propor(^oned to carry a small amount i 
measure very large values by connecting its 
Fig. 48. 
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The windings of a 
but the meter can be used to i 
across an external shunt as in 
This shunt consists of a number 
strips of comparatively low 
stretched between two large copper 
lugs, A potential difference exists across 
the terminals of the shunt which ( 
a certain amount of the current to sub- 
divide and flow through the meter. An 
increase of current through the shunt 
will increase the flow of current through 
the instrument, and the meter, therefore, 
may be calibrated to read very large 
values of current, although but small values pass through the instrument itself. Such 
instruments are generally supplied with a certain length of connecting leads between 
the shunt and the instrument. The length of these leads must not be altered or the 
calibratioik of the instrument will be interfered with. In electrical diagrams, both the 
voltmeter and the ammeter may be designated by the symbol of Fig. 49. 

One type of meter for use in alternatinft current circuits is shown in Fig. SO. Coil 
W is a spool of wire with several layers like the winding of an electromagnet. The 
shaft carrying the pointer P has the semi-cylinder of iron A surrounded by the brass 
cylinder B. Outside B is another semi-cylinder of iron C. When current is flow- 
ing through the coil W, the semi-cylinder A tends to move into the unfilled space of 
C, but is resisted by the spiral springs S. 

If coil W is wound with fine wire and has a coil of high resistance connected in series. 

it is a voltmeter, but if W has a coarse wire winding, the instrument becomes an ammeter. 

(A) The wattmeter is a positive necessity for determining the power flowing 
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Ft«. 49 — Symbol for HeMurinf Inttcn- 



in an alternating current circuit because, as already explained, the product of the 

volts multiplied by the amperes does not give the true reading of watts. Due to 

the self-inauction of the circuit, the E. M, F. and current do not reach their maxi- 
mum values simultaneously. The current in fact, 
lags behind the impressed E. M. F., and there- 
fore the product of volts multiplied by amperes 
gives what is known as an apparent reading of 
watts. This lagging of the current behind thi. 
E. M. F. is known as phase displacement. 

Wattmeters are constructed to be independent 
of phase dis|)lacement and they will give true ' 
readings of power consumption over the range 
■ for which they are designed. The student zvill 
always recognize ike wattmeter by it having four 
binding posts; two very large binding posts which 
are connected in series -anth the apparatus under 
^eiisurement and two small bindmg posts which 
are connected in shunt to the terminals of th'.s 
apparatus. 

'The general design for this instrument U shown in 
"°"'' Fi8^ 51. . Coil A, called the eurrmt coil, is connected 

in series with the load; coil B, called the voltage eoil, is connected in shunt to Che load 

but a large resistance R is connected in series. The position of the coil A is fixed, bui 

coil B is mounted on bearings and fitted with a pointer P which is held in the zero 

position by a spiral spring S. When current is passed through these two coils, two 

magnetic fields are set up, which act mutually to pull the movable coil B parallel to the coil A. 
The current in the pressure coil will vary as the potential difference between its 

terminals and the current through the series coil will vary as the current in the circuit 

in which it is inserted. The force acting 

upon the movable coil will be proportional 

to the product ot the current and potential 

difference. That is, the defiection of the 

coil is proportional to the power of the 

current flowing in the circuit, and the 

scale of the instrument may be calibrated 

directly in watts. In the diagrftm binding , 

posts C, C, are for the current coil, and 

posts L, L, are for the pressure coil. 

(c) Frequency meters are not ex- 
tensively supplied to commercial wire- 
less tcl^:raph sets, but one of these in- 
struments is always a part of the radio 
inspector's testing equipment. The 
Hartmann & Braun meter is shown in 

Fig. 52. It has much the appearance "«■ 50-ii^h«i.sm .f Altcmwing Cur«nt Amm««. 
of a voltmeter, and, like that instrument, it is connected in shunt to the terminals 
of the alternator. 

In this diagram the single elongated magnet winding M has joined in series with 
it the coil R ; the two terminals £, E are shunted across the circuit under measurement. 

The soft iron piece, P, P, completes the magnetic circuit for the poles of the horse- 
shoe magnet, N, S, N, S, etc. A number of small vibrating reeds are placed directly 
in the path of the flux between the soft iron piece and the poles of the magnet. Each 
of these reeds have a different period of mechanical vibration and, consequently, are 
only set into vibration by the flux of the magnet when it alternates at such rates as to 
correspond to the natural mechanical period of the reed. 

Four permanent horse-shoe magnets. N. S, N. S, etc., keep the core in a constant 
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state of magnetization, but when alternating current flows through winding M, the 
reed having a natural period corresponding to the particular frequency ©f the Current 
llowing will be set into violent oscillation. The scale reading corresponding to this 
particular reed is the frequency of the cir> 
cuit under measurement. The instrument 
will perhaps be better understood from 
the side elevation, Fig. 52. Frequency 
meters of this type are very accurate, 
(d) The mechanism of one type 
of hot tvire ammeter is shown in Fig, 
53. Meters of .this construction are 
particularly suitable for measurement 
of the current at radio-frequencies. It 
should be self-evident that nieasnre- 
ment instruments having bolibins or 
coils of wires are totally unsuited to 
this work, first, because the current 
of high voltage and high frequency 
would bum out the coil, and, second, 
the length of the windings would 
seriously affect the oscillating prop- 
erties of the circuit. The self-induc- 
tion of the hot wire in a hot wire 
meter is practically zero, and there- 
fore there is no danger of burn-out 
or short circuit. 

In the diagram, Fig. 53, a steel plate 

^^^^ P is made to pull against "the wire C, D, 

'""" Fie. SI— Mtthaninn of WattnKier. ^V ^^^ spring S-1. One end of the wire 

C, D is attached to the plate P, passed 

about the pulley K, and again attached to F at point R where it is insulated. The pulley K 

carries the arm S with two prongs between which is stretched a silk thread T wound 

around the shaft X. X carries the pointer P', which moves over the scale. 

The current to be measured enters the wire at point A and leaves at the shaft K; 
as the current flows, the temperature of the wire rises, causing it to expand, but owing 
to the tension of 5-1, the slack is taken 
up at the side and equilibrium can be re- 
Stored only when the pulley K rotates 
sufliciently to equalize the pull on the 
spring. The rotation of K carries S 
with it, and S in moving causes the silk 
liber to rotate the shaft which carries 
the indicating needle. 

When the hot wire ammeter is used 
to measure large values of current, a 
shunt must be supplied to sub-ilivide the 
current flow, but an inductive shunt, 
even with one-half a turn of wire can- 
not be employed to measure current at 
radio-frequencies because the inductance 
of the shunt would vary with each 
change of frequency. Consequently, hot 

wire meters are constructed after the de- -.,-.,...- 

sign of Fig. 54, where several resistance ^"^ S2-«««t^™ <^ Ff"i""=7 Meter, 

wires are stretched in parallel between two large copper blocks, B, B". All of these 
wires are ol small diameter, sudi as No. 36 or No. 40 B. & S. gauge, hence they ofter 
practically the same resistance to current of radio -frequency as to a direct current; 
that is, irrespective of the frequency of the current, the reading in amperes will be 
te. One of the wires, C, D, is selected to work the indicating mechanism in the 
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following manner: A wire, E, F, is attached to the center of C, D, and a silk thread 
attached to it at K, which is wound about the shaft in such a way as to work against 
the tension of the spring S which, normally, would cause the pointer to move to the 
full scale position. However, by means of the thread, it is drawn to the zero position 
of the scale. When current is flowing through C, D, the expansion of the wire releases 

the pull of the thread which allows the 
pointer to move across the scale ac- 
cording to the degree of expansion and 
the tension of the spring. 

The fundamental principle of another 
instrument for measuring radio-frequency 
currents, used by the Marconi Company, 
is shown in Fig. 55. The complete details 
for construction are not opened for pub- 
lication, but briefly, the operation is as 
follows: The current of radio-frequency 
flows through several wires stretched be- 
tween blocks B and B\ A thermo- 
couple mounted on one of these wires 
as indicated at C, D, is heated by the 
current of radio-frequency flowing be- 
tween the copper blocks. As is well 
known, this junction sets up a direct 
current which flows through the 
meter A. The latter is a sensitive di- 
rect current instrument with magnetic 
windings and is calibrated directly in 
amperes. 
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Fig:. 53— Mechanism of Hot Wire Ammeter. 



The production of E. M. F. by a thermo-couple may be better understood from Fig. 
56. If a piece of bismuth B and antimony A be soldered or welded together and 
their ends connected to a galvanometer, then if the temperature of the junction is 
raised higher than the remainder of this circuit, a current flows in the external circuit 
from antimony to bismuth. If the junction is cooled below temperature of the rest 
of the circuit, current will flow in the opposite direction. There are a number of 
other metals which when joined and heated will produce a direct E. M. F. undei 
change of temperature, notably copper and iron, which are frequently used as a thermo- 
j unction. 

50. Induction Coil. — ^We have shown how an alternating current can be 
raised to a pressure of several 
thousand volts by means of the alter- 
nating current transformer. In a 
somewhat similar manner, a direct 
current of low voltage can be changed 
to an alternating current of many 
thousand volts by an apparatus 
known as an induction coil. 

Fig. 57 is a diagrammatic sketch of 
an induction coil. P is the primary 
winding and S the secondary winding. 
B is a piece of spring brass fitted with 
a soft iron button that may be attracted 
by the core C. A is an adjustable thumb 
screw, platinum tipped, which makes 




F!g. 54— Hot Wire Ammeter with Internal Shunt. 



contact at O, closing the circuit of the battery through winding P. In practice sole- 
noid S is wound about C. 

When the battery circuit is closed at K, the core becomes saturated with magnetism 
and attracts the armature B. B being drawn to the end of the iron core, the flow of 
current is broken at O. Since the current is now cut off from P the magnetic field 
disappears and the tension of the spring causes the circuit to be closed again at O. 
This process is repeated continuously, resulting in from 30 to 100 breaks per second. 
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The coil P generally has 1 or 2 layers of coarse insulated copper wire of different 
sizes (the size varying with the current) which are thoroughly insulated from 

the core C. Winding P is covered with an , 

insulating tube which supports winding S. 
The secondary winding may have many 
thousand turns of very tine wire which 
are wound in the form of pancakes and 
connected in series. Thus the electromo- 
tive force at the terminals of winding S 
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with ThccmCMCouple. 

core with lines of force than 



may be as great as 150.000 volts when 
the pressure of the current through P is 
20 to 30 volts. 

T(ie student should note that, al- 
thouflh the interrupted direct current in 

., winding P induces an alternating current 
in the winding S, the induced pressure 
(in winding S) is considerably more in- 
tense at the "break" of the primary cur- 
rent than at the "make." This is due 
to the more rapid change of tlux thread- 
ing through the wnding S when the lines 
of force collapse than when they rise; in 
other words, it requires a longer period 

o empty it. The wave form of the induced 
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(a) Interrupters. In addition to the magnetic interrupter shown In Fig. 59 
there are several types of interrupters for induction coils, but since they are seldom 
used in modem wireless systems, they will not be described. The electrolytic 
interrupter is frequently employed 
but not extensively. A diagram of 
coimections and a sketch is shown 
in Fig. 59. 

A lead plate of convenieal size is 
immersed in a dilute solution of sul- 
phuric acid together with a platinum 
electrode covered with a porcelain 
sleeve. The amount of platinum ex- 
posed to the action of the acid is closely 
, . . _ , regulated according to the conditions 

' of the Circuit. When the interruptor is 

connected in series with the primary winding of the induction coil the action is as follows: 
The current flowing through the solution from platinum point to the lead plate sets up an 
electrochemical action which form a gas bubble on the tip of the platinum electrode. This 
gas bubble insulates the platinum exposed, thereby opening the primary circuit. The cur- 
rent flow having discontinued, there is nothing to sustain the gas bubble, which accordingly 
collapses again, allowing the current to flow through the winding, when the above action 
is repeated. A rather high rate of in- 
terruption is thus secured which in- 
duces a rapidly pulsating current in 
the secondary winding. Interrupters of 
this type frequently give 1,000 breaks 
of the primary current per second of 
time. They will not function well on 
potentials less than 80 volts direct cur- 
rent. Fair results are obtained with 
alternating current 

51. Practical Electric Circuits. 
— With the sole purpose of conveying 
to elementary students an idea of the 
wiring and certain fundamental facts 
surrounding practical electrical circuits, 
a few examples are herewith appended. 
In the circuit of Fig. 60, direct current 
at pressure of 110 volts enters at the 
terminals A, B, flows through the 
fuses F, F, through the switch blades 
D, D, and thence on to the bank of 
lamps assumed to consist of 8 lamps 
connected in parallel or in shunt to the 
terminals of the power line. If the 
lamps have resistance each of 220 ohms, 
one-half ampere will pass through the 
individual lamps; hence, 8 lamps will 
pass 4 amperes. 

Now the voltage of this circuit may 
be measured by the voltmeter V which 
is an instrument of high resistance, 
taking a very small amount of current, 
and the current can be measured by the 
ammeter A which conversely is an instrument of low resistance. In the probJera cited, 
ammeter A should indicate current of 4 amperes, and meter V pressure of 110 volts. The 
power in watts ^ 4 X 110 = 440 watts — 0.44 K, W. 

(a) Fuses. Fuses are required at points F, F, to protect the generator connected to 
terminals A, B, from accidental short circuit or overload. These consist of lead or com- 
position alloy wire which melts when more than a predetermined number of amperes pass 
through them. In order to protect the circuit of Fig. 60, the fuses should have current 
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carrying capacity of 5 or 6 amperes. Then if current in excess of this value is drawn, the 
alloy wire melts, completely cutting off the current. 

In the power circuits of the Marconi wireless system, enclosed fuses are employed ex- 
clusively. These consist of a strip of fusible material of the requisite current capacity, 

stretched between two brass lugs and en- 

V closed within a Hber cylinder. 

A second example of a practical circuit 
is shown in Fig. 61 where the terminals 
connect to a 550 volt direct current 
generator. Assume that only 110- volt 
incandescent lamps were available for light- 
ing purposes; then to prevent the lamps 
being burned out by excessive voltage they 
are connected in series. The complete cir- 
cuit will pass ^ ampere of current at a 
pressure of 550 volts. A voltmeter con- 
nected around any of the lamps would in- 
dicate approximately 110 volts. Should any 

Fig. 60-Simple Power Circuit. ^^^.^j^^^^ ^^^ ^^ ^^^^ ^^ established when a 

new lamp is substituted for the burnt one. Since the potential across the entire bank of 
lamps is 550 volts, and the current ^ ampere, the bank of lamps would ^require J^ X 550 = 275 
watts or a little more than % K. W. 

A third example of a practical circuit is shown in Fig. 62 wherein alternating current 
is transmitted, let us say, from a central power station at 2200 volts pressure, passed 
through the primary winding of the trans- _ 
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former P which is of relatively high re- 
sistance. By electromagnetic induction, a 
current is induced in the secondary wind- 
ing at a pressure of 110 volts with a corre- 
sponding increase of current as compared 
with that flowing in the primary winding. 
This current may be employed convenient- 
ly for lighting a bank of lamps such as 
indicated at L. 

Assume the bank of lamps in this draw- 
ing to consist of 8 lamps connected in 

parallel; they will require 4 amperes of ^ «,._L.„p, fa Serie, on 550 Volu Circuit 
current and the fuses at F-1 should have 

capacity of 5 or 6 amperes. On the other hand, the strength of the current in the primary 
winding P is relatively low and much smaller fuses will be employed to protect this circuit. 
When electrical energy is transferred from the primary winding to the secondary wind- 
ing, certain losses due to resistance, heating of the core and magnetic leakage take 
place, hence, the total power flowing through P exceeds that taken from S. If winding S 
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Fig. 62 — Showing Use of.^tep-Down Transformer. 

and the circuits associated therewith fake 440 watts we may assume a value of 500 watts 
for the circuit P. Since the number of watts in a given circuit = I X E, then (assuming 

W 500.. 

no phase displacement) I = — or for winding P, I = — - =: 0.22 amperes, the approxi- 

E , 2200 

mate value of the current flowing through winding P. A one ampere fuse would therefore 
protect the primary circuit from overload. 
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The installation of all types of a power or radio equipment are made in accordance with 
certain definite rules' or regulations which have been adopted by the National Association 
of Electrical Inspectors. These rules vary slightly in different cities of the United States, 
but are generally in accordance with the national code. The installation of power or 
wireless apparatus should not be undertaken until these rules have been carefully gone over. 
The foregoing explanations and examples explain but partially the problems of ordinary 
electric circuits, but they serve to show certain fundamental facts which should be of sonit 
valae to the elementary student of radio-telegraphy. 




] Power Radio SUtion in the Tro|ric». 



PART IV. 
MOTOR GENERATORS. 

HAND AND AUTOMATIC MOTOR STARTERS. 

52. The Motor Generator. 53. Field Rheostats. 54. 
Dynamotor and Rotary Converter. 55. The Motor 
Starter. 56. Automatic Motor Starters. 57. Protective 
Condensers. 58. Care of the Motor Generator. 59. 
\ How to Remove Motor Generator Armature. 

52. The Motor Generator. — The required high voltage current for the 
operation of a radio-transmitter is obtained from (1) o source of alternating cuf 
rent, (2) an aliemating current step-up transformer; but practically all Vessels 
that have been fitted with radio sets to date have a direct current dynamo making 
it necessary to install a motor generator to obtain an A. C. source of supply. 

A motor generator is simply a tnotor and a dynamo coupled together on a com. 
mon cast iron base, the motor being set into rotation by direct current, the dynamo 
in turn generating an alternating current of the required voltage and frequency. 
Such machines may have two or four bearings, two for the motor armature and 
two for the generator armature or the sliaft may be strengthened at the center and 
have both armatures mounted on it. In this case the shaft has two bearings. 



Fig, 63~Gcncra1 ConstiQction of Motor Generator. 

A general outline of the construction of a motor generator is shown in Fig. 63 where z 
direct current motor is mounted on the left of the cast iron base, the alternating current 
generator on the right. The motor receives direct current at pressure of 110 volts (gen- 
erally) and the dynamo generates alternating current at frequencies from 60 to 500 cycles 
and at voltages varying from 110 to SCO volts according to the design. The student 
should note from Fig. 63 that (1) the generator field windings receive current from the 
iame source as the motor, e. g., in the case of a ship installation, from the ship's dynamo; 
(2) both the motor and generator field windings arc connected across the D. C. power line. 
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For the operation of radio-transmitters, a motor generator is required that will give: 

(1) Constant speed under variable load; 

(2) Constant alternating current voltage under variable load. 

For the quenched spark transmitter, a constant current generator having a falling voltage 
characteristic under a load is preferred. 

When a motor generator is connected to a wireless transmitter, it is subjected 
to an mtermittent load following the closing of the transmitting key, and there- 
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Fig. 64 — Simple Shunt Wound Motor Generator. 



fore, some means must be provided whereby either a uniform alternating current 
frequency or voltage for both can be maintained. In practice the necessary regu- 
lation is obtained by special motor field and generator field windings. Hence, 
motor generators may be classified with respect to their windings. 

' ' Three different types are in commercial use : 

.(1) A shunt wound motor coupled to a -simple alternating current generator; 

(2) A shunt wound motor coupled to an 'alternating current generator, having a 
compound wound field: 

(3) A motor with dififerentially compounded fields cotq>led to a simple alternating 
current generator. 

An example of type (1) is the 2 K. W. 500 cycle Crocker Wheeler motor 
generator used with the Marconi panel transmitters ; of type (2) the 1 K. W. 60 
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cydc Robbins & Meyers motor generator; of type (3) the 2 K. W. 240 cycle 
motor generator. All three types are in use in the radio sets of the American 
Marconi Company. 

The fundamental circuit of type (1) is shown in Fig. 64; of type (2) in Fig. 
65 and of type (3) in Fig. 66. The student should take careful note of the position 
of the generator and motor rheostats in all three diagrams because in addition to 
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Fig. 65 — ^Motor Generator with Compound Generator Field Winding. 

the automatic regulation which these machines are designed to give, initial adjust* 
ments of either voltage or frequency can be made by the rheostats. For example, 
if resistance be added at the motor field rheostat, the motor speeds up and, there- 
fore, increases the frequency of the generator. If resistance be added at the gen- 
erator rheostat, the generator field current reduces and the voltage across the arma- 
ture terminals drops. If more current is admitted to the field coils, the voltage of 
the armature increases. 

Explanations given in Part III will cover the shunt wound motor generator of 
Fig. 64. By proper design, fair regulation of frequency and voltage is secured 
with this type under the conditions imposed by a wireless transmitter. 
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It will be noted from the diagram of Fig. 65, the generator has two field windings, a 
series zvinding connected in series with the motor armature and a shunt winding connected 
directly across the D. C. line. The windings are disposed on each field pole of the gen- 
erator so that the lines of force generated by the series winding and those of the shunt 
winding Aow in the same general direction. When a motor generator of this type is subjected 
to load, there will be a tendency towards a decrease in speed, but there will then be an in- 
crease of current through the series winding (because it is connected in series with the 
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Fiff. 66 — Circuits of Motor Generator with DifTerentisl Motor Field Winding. 
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armature) which has the effect of increasing the strength of the generator field, thereby 
maintaining the voltage of the alternator fairly constant under variable load. The motor 
of this machine has a simple shunt winding with a speed regulating rheostat, connected iii 
series. The voltage of the generator may be increased or decreased by means of the 
generator field rheostat. 

The differential motor of Fig. 66 has been explained In Paragraph 40. The principal 
advantage of the motor generator in Fig. 66 is that it maintains a uniform speed under 
variable load which results in a uniform frequency of current at the terminals of the 
alternator. 

A photograph of the 2 K. W. 500 cycle Crocker Wheeler motor generator ap- 
pears in Fig. 67a wherein the motor generator armatures are clearly shown. The 
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generator has 30 field poles and the motor 2 field poles. The armature revolves at 
2,000 R. P. M., .hence there are 33 1-3 revolutions per second which multiplied 
by 30 (the number of field poles) gives 1,000 alternations of current per second. 
And since t\vo alternations of current- constitute a cycle, the frequency of this 
generator is 500 cycles per second. The motor of this machine takes 29 amperes 
at pressure of 110 volts D. C, but the generator armature delivers alternating 



Kg. 67b— 3 K. W. Crocker-WhMler Motor Generator AuemUed. 
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Fi|. 67c— DcUiU of U K. W. SOO Crde Crocker Wheeler Motor Generator. 

current at pressures varying between 120 and 380 volts with current output of 20.8 
amperes. At normal saturation the generator and the motor fields require about 

29 X 110 

2j4 amperes each. The complete motor, therefore, is rated at = 4.2 

746 
horsepower. 

Fig, 67a shows the gen- 
erator and motor field wmd- 
ings, the end plates and the 
oil gauge of the 2 K. W. 500 
cycle motor generator. The 
machine completely assem- 
bled but with the rotary 
disc dischai^er removed is 
shown in Fig. 67b. 

Details of the yi K, W. 
500 cycle Crocker Wheeler 
motor generator are shown 
in Fig. 67c and the assem- 
bled machine in Fig. 67d. 
It is to be noted that the 
rotor of the generator is 
composed of two toothed 
discs without windings and 
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that both the field and annature windings are stationary. The rotor closes and 
opens the magnetic circuit between the armature and field windings and thereby 
induces current in the armature. 

S3. Field Rheostats. — A type of field rheostat supplied with motor gen- 
erators is shown in Fig. 68. A coil of composition resistance wire baked in a 
heatproof insulating cement is 
mounted in a metal case. The 
wire is tapped at intervals and con- 
nected to brass studs over which a 
sliding contact arm moves. An- 
other type used by the Marconi 
Company has a number of turns of 
bare resistance wire wound on a 
slate base. A sliding contact mov- 
ing over the turns permits very 
close regulation of the flow of cur- 
rent in the field winding. A rheo- 
stat of this type is essential for 
motor generators used with 
quenched spark transmitters which 
require extremely close regulation 
of the generator voltage, 

54. Dynamotor and Rotary 
Converter. — The dynamotor and 
the rotary converter are employed 
occasionally to generate alternat- 
ing current from a D. C. source of 
supply. The distinguishing feature of these machines is the use of a single arma- 
ture for both A. C. and D. C, hence, but two bearings are required and the con- 
stniction of the machine as a whole is simplified. These machines also require 
less space to erect, but they possess the marked disadvantage of not allowing 
full control over the voltage. Also they are not as efficient as the motor 
generator when connected to a radio transmitter. 
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The rotary converter shown in Fig. 69 has a single winding on one armature 
for both alternating and direct current, but the dynamotor of Fig. 70 has two 
distinct windings (on the same armature) one to rotate it as a motor and the 
other for the production of alternating current. 

Explanation of the circuits of the rotary converter of Fig. 69 follows: Direct-current 
from an external source enters the armature coil C, D through brushes A, B, and also 
flows to the shunt field windings (wiring not shown) causing the armature to revolve in 
the usual way. Taps taken from this winding at the commutator segments directly under- 
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neath the brushes are connected to the collector rings on the opposite ends of the shaft 
the circuit continuing through the A. C, external circuit E. The voltoge of the alternating 
current will be maximum when the taps to the collector rings are underneath the brushes 
and minimum when midway between the brushes. It is easily seen that as C, D revolves 
and attains the position opposite to that in Fig. 69, the current taken from the colIecto^ 
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nngs will flow in the opposite direction and therefore as the armature revolves an alter- 
nating current can be taken from the armature, the frequency of which varies with 
the speed. An important point in connection with this machine is that if the D. C. supply 
is HO volts, the effective A. C. E. M. F. cannot exceed 77 volts. If 110 votts Is desired a 
small step -up transformer must be used. 

The A. C. voltage of the converter may t:; increased by increasing the speed of the 
motor, but the frequency of the current increases simultaneously. The converter does not 
permit the nicety of control of the voltage and the frequency as does the motor generator 
and, therefore, it operates at a disadvantage. 

The circuit of the dynamotor is shown in Fig. 70. Here the armature coils for the 
production of alternating current have ro connection with the coils for direct current. 
The two windings are mounted on the same core but in separate slots. The A. C winding 
can be given the correct number o£ turns so that 110 volts A. C. may be obtained when 
the armature is connected to 110 volts D. C 
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used by the Marconi 
very popular abroad. 



A small number of either of thi 
Wireless Telegraph Company of America. The rotary 

55. The Motor Starter. — It has been mentioned in Paragraph 40 that 
the counter E. M. F. of a motor armature is very low upon starting, and if the 
terminals of a motor were connected directly to the source of current, an exces- 
sive current would flow which might injure the commutator or bum out the 
armature windings (unless the circuit is properly fused). A motor starter is, 
therefore, required to reduce the starting current to a safe value. 

A digram of the Cutler Hammer hand starter is shown in Vi%. 71. The prindpal 
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elements of the starter are the resistance coils R-1, the small holding magnet M and the 
handle H. The coils of R-1 are of German silver wire or composition wire tapped at 
certain intervals and connected to the studs 1, 2, 3, 4, 5. The circuit from the negative 
side of the D. C. power line may be traced to the L post of the starter through the handle 
II which when placed on the first point of contact permits the current to flow through the 
cails of R-1 to the terminal A, thence to ihe brush F of the motor armature. The circuit 
continues through the armature coils back to brush E and to the positive side of the line- 
One terminal of the field windings 
F-1 and F-2 receives current at the 
positive side of the line at brush E, 
but the other terminal has the field 
rheostat R-2 connected in series, 
also the holding magnetM; also this 
circuit continues to the first tap on 
the resistance coils R-1. Now as 
the handle is moved slowly across 
the contact studs on the starter 
current is admitted to the motor arm- 
ature by small increments which sets 
it into rotation, the speed gradually 
increasing as the handle moves 
toward the final or full running po- 
sition. When this position is at- 
tained, the magnet M grips the 
handle and holds it in position until 
it is released by opening the main 
D. C. line switch. The diagram 
shows the Cutler-Hammer starter 
connected to a shunt wound motor. 



Fig. 7!a— Cutler-Hammer Hand Malor Slan 



It is important that a motor 
be started neither too rapidly nor 
too slowly. If the former condi- 
tion obtains the fuses in series 
with the line to the motor armature will melt, but if the starting handle is moved 
too slowly across the contact studs, the internal resistance coils will overheat and 
perhaps bum out. The speed of acceleration of the starting handle can usually 
be gauged by observing the speed of the motor armature. It should require no 
more than 15 seconds to start the motors used in connection with wireless tele- 
graph apparatus. 
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The release magnet M, Fig. 71, serves to protect the motor in case the main 
line circHit is disconnected or should by accident the circuit to the motor field 
rvindirtgs be broken. In either event the handle H flies back to the starting posi- 
tion by the. tension of a spring attached to the bearing of the handle, ami thus 
interrupts the circmt to the armature. 
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The General Electric Compan/s hand starter differs slightly from the type just de- 
scribed. A complete diagram is shown in Fig. 72 where the starter is connected to a simpk 
shunt wound motor. It is to be noted in this diagram that the release magnet M is shunted 
across the D. C. line, and has a coil of fixed resistance R-1 connected in series. In ali 
other respects, the wiring is the same as the first type and the starter performs the sam^t 
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Fig. 73--Circuit of Automatic Starter for Marconi 54 K. W. 120 Cycle Set 

functions. If the source of power is cut off, magnet M releases the handle of the starter 
whereupon it returns to the zero position, breaking the circuit to the armature. 

56. Automatic Motor Starters. — It is often essential to install a motor 
generator at a point remote from the wireless cabin in order that the noise 
from its operation may not interfere with the reception of wireless signals: In 
instances of this kind automatic motor starters are employed, which are con- 
trolled from a distant point by pressing a small button or closing a small switch. 
Such starters possess the advantage that the acceleration of the starting handle is 
uniform, and there is, therefore, no danger of burning out the armature or melt- 
ing the fuses during the starting of a motor. 
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Fig. 74.— Circuits of Automatic Motor Starter for Marconi J4 K. W. 500 Cycle Set. (See Fig. 255). 

There are numerous types of automatic starters on the electrical market but 
only those used in modern Marconi sets can be given consideration here. 

The complete circuit of the single step automatic starter is shown in the diagram of 
Fig. 73. It is employed in connection with the J^ K. W. 120 cycle Panel transmitters of 
the Marconi Company. A single resistance unit R-1 is connected in series with the brushes 
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E and F of the armature. The solenoid winding S connected in shunt to the motor arma- 
ture draws up the plunger C which in turn shunts the coil R-1 through the contacts A and 
B. When the maiu D. C. line switch is closed, cufrent flows to the motor arma.ture 
through R-1 and as the counter E. M. F. of the arm-.iure increases, the solenoid winding 
becomes more strongly magnetized, drawing up the plunger, which cuts out the resistance 
coil. Now when the plunger of the solenoid is in the full running position, contacts K and 
L are forcibly opened and the resistance unit R-2 is connected in series with the solenoid 
winding. This is to prevent the magnet winding from overheating and consequent injury. 
The drcuifs of the automatic starter employed in the Yi K. W. SOO cycle transmitting 
sets of the Marconi Company are shown in Fig. 74. When the starting switch 2 is dosed, 
the solenoid 3 is connected in shunt to the D. C. line. The flux from this solenoid attracts 
the lever 4 making contact with points 5, thereby closing circuit from the D. C. line to the 
motor armature through the resistance coil 6. Simultaneously the solenoid 7 is connected 
in shunt to the D. C. line (through the lever 4) which attracts the lever 9 making contact 
with point 10, thus cutting the resistance 6 out of the armature circuit, whereupon the 
motor is connected directly to the main D. C. line. It is apparent that the lever of solenoid 
3 opens and closes the main power circuit while the lever of solenoid 7 cuts out the re- 
sistance in series with the motor armature. The solenoids 3 and 7 have the resistance coils 
14 and 8 respectively, which are connected in series with their respective windings auto- 
.. ,. . ., . .. ^j ^ ^uij g i-jjcsc resist- 
!enoid winding from over- 
heating. 

The automatic starter 
also includes the ele- 
ments of an electrodyna- 
mic brake. When the 
starting switch 2 is open, 
lever 4 drops back, also 
lever 9, followed by con- 
'cen points 11 and 12 con- 
e coil 13 in shunt to the 
the series winding. The 
LS temporarily becomes a 
to the power expended in 
through the resistance 13, 
iction is set up against the 
to a quick stop. The re- 
le motor field rheostat, by 
speed of the motor can be 
n limits. 

ch 2 is usually one of the 
iveniently for the wireless 
to the aerial changeover 
illations the starting circuit 
ugh the latter switch, stop. 
ever the aerial switch is in 
tion. In case it becomes 
he motor generator in the 
; essentia] that the motor 
er the sending period, to 
, ,/v...... ...^ .vi-v .."..1 a distant radio station to 

Kifow'^v"flkS! TVprcom-"r«r''*iiT'^^ be deciphered without interference. 

chrgnous Disc Discharger on Slaft. -phc cifCuitS of the automatic Starter 

supplied vJith the 2 K. W: 500 cycle transmitting sets of the Marconi Company are 
shown in Fig. 7Sa. In addition" to acting as a motor starter it performs the func- 
tions of a main line circuit breaker through the medium of an overload relay 
switch. The starter has three resistance units connected in series with the motor 
armature instead of the single resistance unit described in the two previous types. 
It will be observed from the drawing that the field winding of the motor is connected in 
shunt with the D. C. line through the regulating field rheostat 23. As resistance is increased 
at 23, the speed of the motor increases, and consequently, the frequfncy of the alternator. 
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The generator field winding is connected in shunt to the D. C. line through the low power 
resistance 24 and the voltage regulating rheostat 25. The field circuit continues to the con- 
tacts of the antenna switch 62 and 63 through the control switch 26 and finally to contact 5 
of the automatic starter. By this connedon the circuit to the generator field winding re- 
mains open until the har 6 attached to the plunger A of the automatic svarter has touched 
point 5. When the har of the automatic starter makes contact with point 4, the D. C. arma- 
ture is connected directly to the main D. C. line. 

By increase of resistance at the rheostat 25, the voltage of the A, C. generator drops but 
it may be increased correspondingly by the reduction of resistance. Low values of voltage 
may be secured at the terminals of the alternator by an external fixed resistance 24 con- 
nected in series with the generator rheostat. This is shunted by the switch indicated in the 
drawing. 

The overload relay employed in conjunction with the automatic starter has the magnet 
winding 20, which may be called the tripping magnet, and the second magnet winding 22, 
which may be called the holding magnet. Winding 20 is in series with the D. C. armature on 
the negative side of the line. If more than a predetermined number of amperes flow through 
this winding, the lever 14 is drawn up, breaking the circuit of the solenoid winding 11 
through the contacts 13 and 14. Immediately afterward the circuit throtigh winding 22 is 
closed through contacts 14 and 21. This causes the lever 14 to be held in that position until 
either the main D. C. line switch or the starting switch 17 is opened. 
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Fig. 76— Hand Sterter Connected to Motor Generator with Differential Motor Winding, c/ ')>, \ L 

One terminal of the solenoid winding 11 is connected to the positive pole of the D. C line 
at point 12. The circuit continues through the fixed resistance 9, shunted by the switch 10, 
through the contacts 13 and 14 of the overload relay, through contacts 15 and 16 of the 
antenna switch, to a terminal of the winding 20, which is of negative polarity. Hence it is 
readily observed that the solenoid winding is connected in shunt to the D. C. line when 
either contacts 15 or 16 or the starting switch 17 is closed. 

The switch 10 in shunt to the resistance 9 is automatically opened by the plunger A of 
the automatic starter when it is in the full vertical or running position. 

The resistance coils of the motor starter,, connected in series with the D. C. line to the 
armature, are pt^ogressively cut out of the circuit at contacts 1, 2, 3 and 4 by the bar 6. When 
the circuit to the solenoid 11 is closed, the plunger A with the bar 6 moves in a vertical posi- 
tion, the acceleration being regulated by a piston drawn through a vacuum chamber. When 
contact is made between the bar 6 and point 1, the circuit to the armature includes the entire 
set of resistance coils. 

When the circuit to the winding 11 is interaipted, either at point 17 or at the serial 
switch contacts 15 and 16, the plunger A drops downward and through the medium of con- 
tacts 6 and 7, the resistance coil 8 is connected in shunt with the D. C. armature. At this 
stage of operations the momentum of the armature causes it to become temporarily a D. C. 
generator and current of large value flows for a few moments through the resistance 8. The 
magnetic field thus set up by the armature causes a powerful dragging action on the field 
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poles bringing the armature to a quick stop. Reviewing the foregoing: When the handle 
of the type SH aerial changeover switch (or any other type) is thrown to a transmitting 
position, the motor generator is automatically started, provided the main D. C. line switch 
is closed. It will be brought to a quick stop when the antenna switch is placed in the receiv- 
ing position, provided the switch 17 remains open. If the switch 17 is closed, the motor 
generator can be kept in a continuous state of operation during the receiving period. 

The speed of acceleration of the starter arm can be very closely regulated by means of 
an adjusting screw attached to the bottom of the vacuum chamber. It usually requires 12 
seconds to bring the starter up to the full running position. 

When it becomes necessary to make repairs or adjustments to the generator or the A. C. 
power circuits, the generator field switch 26 should be open. When the motor generator is 
to remain idle for an indeHmte period, the main D. C line switch should be opened to break 
the circuit to the Held winding of the motor. 

In the diagram of Fig. 76 the complete circuit of 

a differentially wound motor coupled to a simple 

alternating current generator is shown, including the 

connection of the field rheostats and the hand starter. 

The student should give this diagram careful con- 

_i-_— jj sideration as ic serves to show the complete funda- 

r rn mental circuit of various types of motor generators 

— I — ' in the Marconi service. T his diagram s hould be 

^ used in answer to the Government examination 

query regarding the fundamental circuits of the 
motor generator. 

57. Protective Condensers. When a wireless 

"^ telegraph transmitter is in operation, a powerful 

Fig. 77— Protective Condensers. electrostatic field is Set up in the region about the 

aerial wires. If the power apparatus is installed in 
such a manner that the low voltage wires leading to the motor generator or other 
apparatus, lie parallel or in proximity to the antenna wires, currents of very high 
potential will be induced in the power wires which may puncture the insulation. 
A path is then afforded for the low voltage current which may cause an arc, com- 
pletely short-circuiting the windings of a motor generator. In other words, this 
induction sets up a diflference of potential between 
the various windings or between the windings and 
the frame of a motor generator which may result 
in a disastrous burnout. The low voltage wires 
can be well protected by installing them in iron con- 
duit, the latter in turn, being thoroughly connected 
to the earth. The induced currents will flow on 
the surface of the pipe and be neutralized by the 
earth connection, and thus do no harm to the power 
wiring. The power wires of commercial radio in- 
stallations are either installed in iron conduit or in 
lead-covered cables, but* in addition to this protec- 
tion, protective devices known as protective con- 
densers or protective resistances are employed. 

Protective condenser units consist of two one-half 
microfarad condensers connected in series mounted on an insulating support as in Fig;, 77. 
The middle connection is extended to the earth and the remaining terminals connected 
across the field or armature windings of a motor generator or between these windings and 
the frame. Differences of potential that may be induced in such windings are thereby 
neutralized and reduced to zero through the earth connection. 

Carbon or graphite rods of high resistance are often employed for protective purposes 
as shown in Fig. 7%, A single graphite rod having resistance of about 5,000 ohms is mounted 
on an insulating support and connected to earth at the middle point. The two remaining 
terminals are connected to the windings of the motor generator to be protected. These rods 
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have suflScient resistance to prevent appreciable leakage of the low voltage current but 
possess suffident conductivity to pass the induced current of high voltage. 

Protective rods or protective condensers are connected: 

(1) In shunt to the motor armature. 

(2) In shunt to the generator armature. 

(3) In shunt to the field windings of the motor. 

(4) In shunt to the field windings of the generator. 

The diagram of Fig. 79 shows how protective condensers are attached to the motor gen- 
erators in modern Marconi sets. Condensers A, B, C and D are of J4 or 1 microfarad ca- 
pacity each. One terminal is connected to a 

binding post and the other terminal to f PRO COND 

the frame of the motor generator. The 
frame of the motor generator is connected 
to the earth at the binding post or at any 
other convenient point. These condensers 
are generally mounted in a containing rack 
on the top of the motor generator and pro- 
tected from injury by a cast iron case. 

In naval radio systems, fuses are con- 
nected in series with the protective con- 
densers to protect the power mains in case 
of puncture of the dielectric. 

58. Care of the Motor Generator. 
— When first coming in contact with a 
motor generator of any type, the stu- 
dent should note particularly how the 
brushes are held in the rocker arm and 
how the connections are attached to 
and between the various brush holders. 
He should also note the connections 
inside the frame from the motor to 
the generator. Particular observance 
should be made of the thrust bearing 
mounted on the end of the shaft to 
take up the ''end play." In the case of 

the 2 K. W. 500 cycle motor generator, ^^** ^^""S*^^"? S?^ Protective Condensers are Con- 

the method of attaching the rotarj; ""''^ '" ""~"' """" °'""""'- 

;5park gap to the end of the generator shaft should be carefully gone over. 

Proper care of the motor generator is assured if the following general rules 
are observed : 

(1) Keep motor brushes clean and free from copper dust. Use sand paper only, 
avoid emery cloth. 

(2) Clean conunutator occasionally with a fine grade of sand paper. 

(3) Oil bearings frequently. Open up petcocks occasionally, to assure that oil 
container has the necessary supply. 

(4) Make sure that all petcock valves are tight so that they will not loosen by 
vibration. 

(5) Wipe o£F frame of motor generator, brush holders, and rocker arm occa- 
sionally to prevent accumtdation of carbon dust and grease. 

(6) Do not overspeed motor. Normal speed can be observed by the reading of 
the frc ':::c:icy meter or by applying a speed indicator to the end of the 
motor generator shaft. Observe either wattmeter or ammeter occasionally 
to insure that the normal load of the generator is not exceeded. 

(7) When removing armature from motor generator, it is generally more con- 
venient to take o£F the generator end plate. 

(8) Be careful not to injure commutator by scraping against the field poles. 

(9) See that protective condensers are at all times properly connected. 

(10) Punctured condensers should be removed or disconnected from the drcnit. 
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(11) In the case of the 2 K. W. 500 cjrcle motor generator, adjust overload 
relay for 35 amperes. 

(12) If a single resistance coil in either the hand starter or the atitomatic starter 
bums out, close the circuit by placing a jumper around the burned out 
portion. 

(13) If field rheostat bums out, close the circuit by a jumper. If burned beyond 
repair, substitute 3 or 4 16 C P. lamps, connected in parallel. 

(14) Tighten up all connections frequently. These ahould be gone over once 
per month. 

59. How to Remove Motor Generator Armature. — In case it becnmes 
necessary to remove the armature of the Marconi 2 K. W. SOO cycle motor generator for the 
purpose of repairs, it is necessary first to remove the casing of the spark gap. Follow tliis by 



Fig. 79a— 1 K. W., fiO^cle Motor-tenerBEor (Two Bearing Unit). 

taking out tl:e wedge-shaped key in the end of the generator shaft. If the rotary disc is given 
a slight ts.p with the hammer, the key will be released and the disc may be removed from the 
shaft. After this, the bearing bracket can be removed from the generator end. The brushes 
should then be removed from the commutator and the collector rings. After these operations 
have been gone through, the armature can be pulled out and a new one inserted, if necessary. 
When the armature is replaced, the oil rings should be held up to permit the shaft to pass 
through the bearings. Care should be taken to' see that the oil rings are working properly 
and that the bearings are thoroughly oiled for the initial test. Before starting the motor 
generator careful inspection should be made to see that all parts are properly secured and in 
working order. 

It should be noted that the mica of the commutator of this, machine is undercut about 1-32 
inch, and before it gets flush with the commutator bars, the mica should be cut out again. 
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60. The Necessity for a Storage Battery in a Radio Instal- 
lation. 61. General Construction and Action, 62. The 
Charging Process. 63. The Fundamental Actions of a 
Storage Cell. 64. The Electrolyte. 65. The Hydro- 
meter. 66. How the Capacity of a Storage Cell Is Rated. 

67. Fundamental Facts Concerning the Storage Cell. 

68. How TO Charge a Storage Cell. 69. How to Determine 
THE Value of the Charging Resistance. 70. Lamp Bank 
Resistance. 71. The Use of the Ammeter and the Under- 
load Circuit Breaker. 72. The Ampere Hour Meter. 
73. Overcharge. 74. How to Charge a Battery When the 
Voltage Exceeds That of the Charging Generator. 
75. How TO Determine the Polarity of the Charging Gene- 
rator. 76. Determination of the State of Charge and 
Discharge of a Battery. 77. Keeping the Level of the 
Electrolyte. 78. Protecting the Cells From Acid Spray. 
79. General Instructions for the Portable Chloride Type 
of Accumulators. 80. General Operating Instructions 
for the Exide Cell. 81. The Edison Storage Battery. 
82. The Charge and Discharge of the Edison Cell. 

60. The Necessity for a Storage Battery in a Radio Installation. — ^The 
International Radio-Telegraphic regulations require that an auxiliary source of 
direct or alternating current be available for operation of the motor generator or 
a low powered emergency transmitter in case of an accident to a vessel at sea 
which might put out of action the ship's generator. 

The United States regulations (Act of August 13, 1912) require that the 
auxiliary radio transmitter be capable of transmitting to a distance of 100 miles. 
A small A. C. or D. C. generator operated by a gasoline or oil engine is permissi- 
ble as a source of current supply under the United States statute, but the general 
custom is to employ a battery of storage cells for direct operation of the motor 
generator or emergency transmitter. 

Two general types of storage cells are used in connection with emergency 
transmitters — the lead plate, sulphuric acid cell such as the "chloride" and "exide'* 
types manufactured by the Electric Storage Battery Company and the Edison 
nickel iron-alkali cell, ^ Certain fundamental facts concerning the charge and dis- 
charge of storage cell's and the standard circuits for their use will now be con- 
sidered, which is to be followed in another chapter (Part X) by a complete de- 
scription of the charging panels employed in commercial marine radio instal- 
lations. 
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61. General Construction, and Action.— It is not really electricity which 
is stored up in a storage cell, but the flow of current from a direct current dynamo 
through the cell from plate to plate performs a certain amount of chemical work. 
Whenever required this stored up chemical energy can be released in the form of 
an electric current which will pass from plate to plate through an external circuit. 
The common type of lead cell comprises a set of prepared lead plates immersed 
in a dilute solution of sulphuric acid, but a certain electrochemical process known 
as ^'char^ing^* must be gone through in order that the cell may deliver a current 
of electricity. i 

There are two general methods by which the lead plates fof a storage cell 
maybe prepared: 

(1) A paste of litharge or oxide of lead mixed with a dilute solution of stdphuric 
iicid may be applied to perforations in a lead grid, and then by means of a 
current of electricity and a suitable electrolyte the surface of some of these 
plates may be coated with peroxide of lead while other plates become simply 
spongy. 

(2) Large lead plates may be immersed in a certain electrolyte and connected 
to the terminals of a dsmamo. By repeated charge and discharge, som« of 
the plates may be coated with peroxide of lead while the others simply be- 
come spongy. 

Reviewing the development of the storage battery, we find: 

(1) That the earlier types of storage cells comprised two lead plates immersed 
in a dilute solution of sulphuric acid. The terminals of the plates were con- 
nected to a direct current djmamo for a period of several weeks. By repeated 
chargea and discharges, the surface of the plates received a coating of 
so-called ^active materiaL** 

(9 Later it was determined that the formation of the plates could be hastened 
by chemical means previous to the charging process and the manufacture 
of the plates was accordingly cheapened, 

(3) In certain tirpes of present day cells, for instance, the exide lead cell, the 
active material is applied to the plates mechanically, in the form of a paste. 

62. The Charging Process. — In general the charging process of a storage 
cell is as follows: 

When two ordinary lead plates or sets of plates are placed in a dilute solution of sulphuric 
add of the correct proportion and a direct current of electricity from a dynamo passed from 
one plate through the solution to the other, the resulting chemical decomposition deposits a 
coating of peroxide of lead on one plate while the other plate becomes gray and spongy or 
porous. When one set of plates is fairly well coated with lead peroxide and the other det 
becomes spongy, the cell is said to be "charged." If the terminals of these plates are now 
joined together by a conductor (the charging generator having been disconnected),* a cur- 
rent of electricity will flow from plate to plate. 

The plate coated with lead peroxide is known as the positive plate of the storage cell and 
the other, the negative plate. When joined together by a copper conductor, current flows in 
'• the external circuit from the positive to the negative plate and the resultant chemical change 
undoes the work of charging, e. g., part of the peroxide of lead of the posidve plate and the 
active material on the negative plate is converted to lead sulphate which covers the surface. 
When the plates are fairly well coated with sulphate, the cell is said to be discharged. In 
order that current may be drawn from the cell again, the plates must be connected to a 
source of direct current and the charging process repeated. 

The processes involved in the charge and, discharge of storage cells may be 
better understood from the explanation given by the Electric Storage Battery 
Company in the following paragraph. 

63. The Fundamental Actions of a Storage Cell. — ^When a lead storage 
cell is put on discharge, the current is produced by the acid of the soludon going into and 
combining with the porous part of the plate called "active material/* In the positive plate, as 
stated before, the active material is lead peroxide and in the negative plate it is mettUUc lead 
in a spongy form. 
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When the sulphuric add in the solution combines with the lead in the active material, a 
compound known as "lead sulphate" is formed. 

As the discharge progresses, the solution becomes weaker by the amount of the acid used 
in the plate, which incidentally produces the compound of acid and lead called "lead sulphate." 
This sulphate continues to increase in quantity and ^ulk, thereby filling the pores of the plate. 
As the pores of the plate become filled with sulphate, the free circulation of acid in the plate 
is retarded, and since the acid cannot then get into the plate fast enough to maintain the 
normal action, the battery becomes less active, as is indicated by a rapid drop in voltage. 

During the charging period direct current must pass through the cells in the direction 
opposite to that of discharge. This current will reverse the action which took place in the 
cells during discharge. It will b« remembered that during discharge the acid of the solution 
went in and combined with the active material, filling its pores with sulphate and causing the 
solution to become weaker. Reversing the current through the sulphate in the plate restores 
the active material to its original condition and returns the acid to the solution. Thus, dur- 
ing charge, the solution gradually becomes stronger as the sulphate in the plate decreases, 
until no more sulphate remains and all the acid has been returned to the solution, when it 
will be of the same strength as before the discharge and the same acid will be ready to be 
used over again during the next discharge. Since there is no loss of acid by this process, 
none should ever be added to the solution. 

The whole object of charging therefore is to drive from th^ plates the acid 
which is now absorbed by them during discharge. 

64. The Electrolyte. — ^The liquid in a storage cell is known as the elec- 
trolyte which in the case of the lead cell is a 20 per cent, 
solution of sulphuric acid. It. is important to have the 
electrolyte of the right strength or the cell will^ot func- 
tion properly. The strength of the electrol)rte or the 
proportion of the acid to water is expressed in terms of 
specific gravity. 

The specific gravity of a compounded solution is a 
measure of its density or weight as compared to that of 
chemically pure water. If water be taken as unity (or 1) 
it is found that certain compounded solutions of acid, 
etc., are heavier than water by a certain amount. Thus 
the specific gravity of the electrolyte of one type of lead 
plate storage cell is approximately 1.215, meaning that M 
a cubic centimeter of water weighs one gram, one cubic 
centimeter of the electrolyte weighs 1.215 grams. It is, 
therefore, evident that the greater the proportion of the 
acid in the electrolyte of a storage cell, the higher will be 
the reading of the specific gravity. 

65. The Hydrometer. — The gravity of the solu- 
tion of a storage cell is measured by an instrument known as a 
hydrometer, a sketch of which is shown in Fig. 80. The long 
glass rod A-B has the bulb at one end loaded with shot or mer- 
cury. When dropped into a solution of acid it sinks to a certain 
depth, depending on the weight of the liquid. If placed in chem- 
ically pure water, the hydrometer would sink to the bottom or at 
least below the level of the liquid, but if it is placed in a dilute 
solution of sulphuric acid, a part of the tube protrudes above the 
surface. The reading of the hydrometer scale at the surface of 
the solution is a measure of the specific gravity. The specific 
gravity of the chloride portable storage cell varies between 1.205 
and 1.215 and for the various exide cells between 1.280 and 1.300. F»8r. 80-The Hydrometer. 

66. How the Capacity of a Storage Cell Is Rated. — The capacity of a 
storagje cell is rated in amperehours. The amperehour is the unit employed 
to express the equivalent quantity of current represented by current of one 
ampere flowing through a given circuit for an hour of time. The storage 
cells used with commercial radio sets are rated at 60 to 224 ampere hours 
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capacity according to the power of the particular installation. The cells of 
larger capacity are used for auxiliary lighting service as well as for opera:ion 
of the radio-transmitter. 

A clearer interpretation of the practical application of the term amperehour as applied 
to the rating of storage cells may be crbtained from the following explanation. Por ex- 
ample, the chloride type of cell is rated on an 8 hour basis and the exide cell on a 4 hour 
basis. Thus if the chloride cell is rated as having capacity of 60 amperehours, the normal 
discharge rate is determined by simply dividing the rating 60 by 8 or 7j4 amperes, which is 
the normal current in amperes to be taken from the cell during discharge, and in the same 
manner the normal discharge rate of a 60 amperehour exide cell is found to be 15 amperes. 
The normal discharge rate of the chloride lead cells (in use in the Marconi Service) is also 
the normal charging rate, but different charging rates are given for the exide lead cell 
according to the rated capacity of the battery. Generally at the beginning, the batteries are 
charged at a heavy rate, but as the charge progresses the charging current is reduced. 
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Fig. 81 — Simple* Charging Circuit 



67. Fundamental Facts Concerning the Storage Cell. The student should 
bear in njind certain facts concerning the storage cell: 

(1) It has low internal resistance and therefore delivers a very strong current. 

(2) Due to the absence of polarization, as in the primary cell, the current 
output does not decrease as rapidly. 

(3) The "charging" process requires considerable time — a matter of hours to 
convert the surface of the plates to so-called "active material.'* 

(4) During the charging period, a stated number of amperes must pass 
through the cell — the actual value being designated by the maker. 

(5) A normal rate of discharge is given by the manufacturers which must not 
be exceeded except in special types. 

(6) The fully charged voltage of the lead cell averages 2.1 volts on open 
circuit, values as high as 2.5 or 2.6 volts being obtained with the charging 
current flowing. 

(7) The lead cell is said to be discharged when the voltage of the individual 
cell falls to 1.7 or to 1.8 volts provided the reading is taken at normal 
rates of discharge current. 

(8) The fully charged voltage of the Edison cell is 1.2 volts. 

(9) The Edison cell is said to be discharged when the voltage of the cell, at 
normal discharge rates, falls to .9 volts. 

(10) The Edison cell and the lead cell differ both in material, general con- 
struction, and electrolyte. 

68. How to Charge a Storage Cell. — A storage battery is ''charged" 
by connecting the positive terminal of the battery to the positive terminal of a 
direct current dynamo, and the negative terminal of the battery to the negative 
terminal of the dynamo, but a resistance or regulating rheostat must be connected 
in series with the charging circuit, otherwise, an excess of current will flow and 
the battery and perhaps the generator put out of commission. This is due to the 
fact that the storage cell possesses very low internal resistance. 

An elementary charging circuit is shown in Fig. 81 where the brushes of the generator 
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E, F, are connected to the positive and the negative terminals of a 30 volt battery with a 
regulating resistance R connected in series. The resistance of R varies as the normal charg- 
ing rate of the particular battery under charge, from 5 amperes in the smaller types of cells 
to 50 or 100 amperes in the larger types. The resistance coil may be of fixed or variable 
value. It is sometimes fitted with a single blade switch, permitting a portion of the coil to 
be short circuited, to provide two values of charging current. It is made up of a resistance 
wire alloy, constructed to withstand continuous fiow of current at the normal rating of the bat- 
tery without overheating. 

When the circuit from the charging generator is closed, current flows from 
plate to plate through the electrolyte until the surface is converted to "active 
material," the process requiring several hours, according to the degree to which 
the cell has been discharged. In any case the charging should continue until 
there is no further rise in either the specific gravity or the voltage. 
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Fig. 82 — ^Diagram of Simple Charging Circuit Incltiding Lamp Bank Resistance and Untlerload Circuit 

Breaker. 

It should be kept in mind that THE VOLTAGE OF THE CHARGING 
DYNAMO MUST ALWAYS EXCEED THE MAXIMUM VOLTAGE OF 
THE STORAGE BATTERY BECAUSE THE VOLTAGE OF THE BAT- 
TERY EXERTS A BACK PRESSURE OR COUNTER E. M. F. ON THE 
CHARGING SOURCE AND IF THE VOLTAGE OF THE DYNAMO IS 
LESS THAN THAT OF THE BATTERY THE LATTER WILL NOT BE 
CHARGED. 

69. How to Determine the Value of the Charging Resistance. — ^The resist- 
ance of the series charging rheostat for a given battery may be determined by 
Ohm's law. Assume that the battery. Fig. 81, has, when fully charged, a voltage 
of 30 volts, that the normal charging rate as given by the manufacturer is 6 
amperes and the voltage of the generator 110 volts; then the battery exerts a 
back pressure of 30 volts on the generator and the net effective voltage is 110 — 

30 volts or 80 volts. 

For ordinary direct current circuits according to Ohm's law, 

E 
R= — 
I 
but in this case the value of R is determined by 

E-e 

R= 

I 
where E = the voltage of the charging generator, 

e = the fully charged voltage of the battery. 
I = the normal charging current as given by the manufacture. 
Then in the example cited, 

110 — 30 
R= =13.3 ohms. 
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70. Lamp Bank Resistance. — A bank of 16 or 32 C. P. lamps are frequently 
employed to adjust the flow of current through a battery undergoing charge. A circuit of 
this type is indicated in Fig. 82. Since the resistance of the battery is small compared to 
that of the lamps, the flow of current through the cells is governed by resistance of the 
lamps. 

A 16 C. P. incandescent lamp having a carbon filament passes H ampere under an E. M. F. 
of 110 volts hence 15 such lamps connected in parallel will pass 7^ amperes, about the 
correct value for the smaller types of lead cells. The strength bf the charging current can 
be regulated in small steps by turning on or off a certain number of lamps. 

71. The Use of the Ammeter and the Underload Circuit Breaker. — To per- 
mit the charging current to be carefully regulated, the charging circuit should 
include an ammeter as at A, Fig. 82. 

A very important protective mechanism for a storage battery charging circuit is an 

underload circuit breaker. The function 

of this breaker is to open the charging line 

when the voltage of the charging generator 

falls below the voltage of the battery. The 

battery is thus protected from discharge in 

case the charging generator is stopped 

without first disconnecting the batteries. A 

very simple type of underload breaker used 

on the small panel sets of the Marconi 

Company is shown in Fig. 82. A solenoid 

\ winding W is connected in series with the 

charging circuit and carries the full value 

of the charging current, the resulting flux 

acting upon the plunger P which carries 

the crossbar and the copper contacts S-1 

^. ,, - , ^ , and S-2. 

Fig. 83 — Motor of Ampere Hour Meter. -iiiri. t j t i. j < -r* 

* When pushed up by hand, plunger P 

closes the circuit from the charging generator to the battery. The winding W is thus magne- 
tized and holds the iron plunger in this position until the charging circuit is actually interrupted 
or the voltage of the generator falls below the battery. In event of either happening, the 
olunger drops downward, breaking the circuit. 

72. The Ampere-Hour Meter. 
A particularly useful instrument 
for denoting the state of "charge" 
or "discharge" of a storage battery 
is the ampere-hour meter, which •in 
essence is a specially constructed 
small motor connected in series 
with the charge and discharge of a 
storage battery. 

The motor is geared to a pointer 
moving over a dial calibrated in 
ampere hours> and therefore per- 





Fig. 84 — Sketch Showing: the Direction of Fluxes in 
Ampere Hour Meter Motor. 



mits a direct reading of the quantity of current flowing during the discharge of a 
storage cell. 

A diagram of the motor of the Sangamo ampere hour meter is given in Fig. 83. 
It consists of a copper disc D, floated in a pan of mercury between the poles of a 
permanent magnet to which current is lead by the contacts C-1, C-2. The current of 
electricity enters the contact C-1, passes through the comparatively high resistance 
mercury H, to the edge of the low resistance copper disc D, across the disc to the 
mercury H, and out at contact C-2. The magnetic flux cuts across the disc on each 
side from N to S, making a complete circuit through M-1 and M-2. The relative 
directions of the magnetic flux and the current of electricity as well as the resulting 
motion are shown in Fig. 84. 

According to the laws of electromagnetic induction, if a current-carrying conductor cuts 
a magnetic field at right angles, a force is exerted upon the CPnductpr tending to push it 
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at right angles to both the current and the flux; hence the disc of the meter revolves at a 
uniform rate. 

When fitted with an eddy current damper or generator which requires a driving force 
directly proportional to the speed of rotation, the mercury motor generator becomes a 
meter. The speed of such a meter is a measure of the current or the rate of flow of the 
electricity through the motor element and each revolution of the motor corresponds to a 
given quantity of electricity. Then by connecting a revolution counter to this motor gen- 
erator we have a means of recording the total quantity of electricity in ampere hours that 
is passed through the meter. 
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During discharge of a storage battery the pointer of the ampere hour meter 
moves from the zero position of the scale in a clockwise direction toward the full 
scale reading, but when the battery is placed on charge the pointer moves in a 
counter-clockwise direction toward the zero division of the scale. When it 
has reached this point, the contacts A and B Fig. 85, are closed and the circuit 
breaker is tripped by the no voltage release magnet M. This cuts off the charg- 
ing current. Current flows through winding M only during the time required 
to throw the breaker, the current being turned off automatically, through a set 
of contacts, by the breaker armature. The circuit for the no-voltage release 
magnet is closed when the circuit breaker proper is set by hand. 

Fig. 85 is a fundamental diagram of the charge and discharge circuit of a storage battery 
installation having a Sangamo ampere hour meter. The meter is connected in the circuit 
in such a way as to indicate the quantity of current taken in by the battery during the 
charging period and that taken out by the motor generator or auxiliary Ughts on discharge. 
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The direction of the eurrem through the ampere hour meter on discharge w opposite to 

that when the battery is on "charge," hence Ike movement of the motor is reversed accord- 
ingly. 

For sake of clearness the necessary switches for placing the battery on charge or dis- 
charge have been omitted. 

The short arrows, Fig. 85, indicate the direction of the charging current while the bat- 
teries are on charge and the long arrows indicate the direction of current during discharge. 
This diagram is not intended to convey a description of the mechanical construction or 
operation of the circuit breaker, but merely serves to show the complete fundamental charg- 
ing circuit, 

73. Overcharge. — Theoretically we should be enabled to draw the same 

quantity of current from a storage 
battery upon discharge as put into 
it on charge, but practically this 
cannot quite be done. The plates 
of the battery must be given an 
occasional overcharge to keep them 
in good working condition, that 
is, there must be put into the bat- 
tery under normal conditions a 
greater quantity of current than is 
taken out of it. Ampere hour 
meters are constructed to take care 
of the required overcharge auto- 
matically by a device known as a 
resistor which cannot be explained 
in detail here. Briefly it causes the 
pointer of the ampere hour meter 
to move to the zero position of the 
scale from a given higher reading. 
Fig. sii— Portable Exidc Storage Cell, Supplied with at a slower fate than that which 
jiarconi EmerBenc/ sm. brought it to the maximum reading 

thus giving the requisite overcharge. But with all this, the readings of the ampere 
hour meter can not quite keep pace with the state of the storage battery, hence, il 
is necessary from time to time to move the pointer of the ampere hour meter from 
the zero position to a reading corresponding to from 20 to 50 ampere hours, 
after which the battery is placed on chaise until the pointer again returns to the 
zero position. 

74. How to Charge a Battery when the Voltage Exceeds that of the Charg- 
ing Generator. — As mentioned in a previous paragraph, the voltage of the 
charging generator must exceed the combined fully charged voltage of the cells. 
Since the auxiliary battery for a radio set consists of 60 cells, and their voltage 
combined is 126 volts, they cannot be charged in series from a 110 volt source of 
direct current. The battery must be split into two units of 30 cells each, which 
are connected in parallel and finally to the terminals of a charging generator, but 
on discharge the cells are connected in series. 

A completely satisfactory diagram of this connection appears in Fig. 86, where the four- 
blade switch, when thrown to the "charge" position, connects battery A and battery B in 
parallel, but in the discharge position reconnects them in series giving approximately 126 
volts for the operation of a standard motor generator. This diagram shows (1) the position 
of the charging resistance and the underload circuit breaker in the charging circuit, (2) 
the voltage of the generator, (3) the voltage of the individual battery units and (4) the 
final discharge voltage of the cells. The charging dynamo in the case of a marine radio 
installation is the ship's generator, which is situated at some point in the ship's engine room. 

It has been mentioned that two values of charging current are employed for the exide 
type of cells, a heavy value for the start of the charge and a lesser value at the completion 
of the charge, but no special appliances are fitted to the Electric Storage Battery Company's 
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ship'i charging panel wherein these two values can be obtained. The flow of charginR 
current is antomatically taken care of by the battery, the counter E. M. F. of which rises 
as the charge progresses. This gradually reduces the charging current without extra 
appliances. 

75. How to Determine the Polarity of the Charging Generator.— We have 
mentioned that during charge the 
positive pole of the storage bat- 
teries must be connected to the 
positive pole of the dynamo. 

The polarity of the charging 
mains may be determined in three 

(1) By a direct current voltmeter of 
the magnetic type; 

(2) By an electrochemical polarity 
indicator; 

(3) By dipping the terminals of the 
dynamo in a glau of plain or 
salt water. 

Direct current voltmeters with 

magnetic mechanism have a (-f-) and 

( — ) mark on the binding posts. If 

connected improperly to a source of 

direct current the pointer instead of 

swinging in the direction of the fuH 

scale position will move to the left of 

the zero positioti, hut when connected 

properly, the pointer moves from left 

_ to right The wire of the dynamo 

Hg. 86s-DetaiI of Exidc 11 U. V. Storw CeU. connected to the {+) binding post 

of the voltmeter is the positive wire and the other, lof course, the negative wire. 

Chemical polarity indicators have a solution of iodide of potassium mixed -with starch 
sealed in a glass tube provided with terminals. When connected to the terminals of a 
charging line, current flows through the liquid and decomposes the solution, turning the 
positive terminal of the tube blue. 

The polarity of the charging source may be ascertained by dipping the terminals of a 
D. C. line in a glass of plain water as in Fig. 87 or 
preferably salt water. Bubbles will appear at the nega- 
tive terminal of the line. The negative wire should Ik 
connected to the negative pole or terminal of the 

76. Determination of the State of Charge 
and Discharge of a Battery. — The following 
instructions apply to the lead plate cell. It is 
not difficult to determine the state of charge and 
discharge of a storage battery if the circuit in- 
cludes an amperehour meter. To illustrate the 
utility of this instrument, assume a 60 ampere- 
hour battery which is being discharged through 

the windings of a motor generator. Fully 

charged, the pointer of the amperehour meter Fie. 87— Method of Determininj tbe 
rests at zero but as the discharge progresses the ^"^"'^ "' ' G«n«.tor. 

pointer gradually moves in a clockwise direction and if it then rests at 40, it is an 
indication that 40 amperehours of current have been taken from the battery 
which, of course, is not completely discharged. In order that the battery may be 
ready always for emergency use, the changeover switch on the charging panel 
should be immediately thrown to the "charge" position, the underload circuit 
breaker closed, whereupon the pointer of the amperehour meter will, as the charge 
progresses, move counter clockwise or towards the zero position of the scale. 
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When this position is reached the charging current is thrown off automatically 
by means of the no voltage release magnet attached to the underload circuit 
breaker.* 

In event the equipment is not fitted with an amperehour meter, the full 
charged condition of the chloride cell may be determined, by charging at normal 
rates for two hours after gassing begins and for the exide cell, one hour after 
gassing begins. 

Each cell should then indicate 2.08 volts oh open circuit and the gravity of the 
solution should have reached a maximum value. 

The operator should understand that a storage cell is cbnsidered to be fully 
charged when during charging there is no further rise in either gravity or voltage; 
and that in any case a maximum value of voltage and gravity should be aimed for 
rather than a final value. 

The state of a storage battery may be obtained in another way by placing it 
on discharge at normal rates and observing the reading of the voltmeter with the 
current flowing. If the reading per cell is less than 1.8 volts, the battery should 
be placed on charge immediately. It should be kept in mind that the specific 
gravity of the electrolyte falls on discharge and rises on charge, hence a hydro- 
meter may be used in place of the amperehour meter for determining the condi- 
tion of a cell but the amperehour meter is the most convenient for the purpose. 

In large isolated battery units, a temperature correction table is given to permit changes 
in temperature to be accounted for when taking readings of the specific gravity, but such 
tables are not furnished for the battery sets employed in marine radio sets. 

77. Keeping the Level of the Electrolyte. — ^There is no loss of electrolvte 
in the charge or discharge of a battery, except the loss due to spraying. The acid does 
not evaporate but the water does. Hence from day to day enough water must be added to 
keep the electrolyte at a level of 54 to ^ inches above the plates. 

Replenishing of the water is more important and must be attended more frequently in 
hot climates than in temperate zones. 

78. Protecting the Cells from Acid Spray. — At the completion of a charge, 
all cells should be thoroughly wiped off first with a damp cloth followed by a dry cloth. 
Surface leakage of the current is thus prevented. 

The cells should also be protected from salt spray, the accumulation of dirt and dust, 
etc. Contacts and connections must be kept scrupulously clean and should be thoroughly 
examined from time to time. 

79. jGreneral Instructions for the Portable Chloride type of Accumulators. 
— ^The following instructions apply to the portable "chloride" accumulator of the 
Electric Storage Battery Company : 

The proper polarity having been obtained, charge the battery at the rate given on the 
name plate until there is no further rise in the voltage of each cell of the battery and, each 
cell has been gassing or bubbling freely for at least two hours and there is not further rise 
in the specific gravity of the electrolyte over the same period. 

If the temperature of the electrolyte rises to 100 deg. Fahrenheit during the charge, the 
current should be reduced or stopped until it lowers. 

The voltage at the end of the charge may be between 2.4 and 2.6 volts per cell, depend- 
ing on their temperature and age. 

The higher voltages are obtained on new batteries with low temperature; on all bat- 
teries at high temperatures, the lower voltJ^ges are obtained. 

It therefore must be understood that in determining the completion of a charge, a fixed 
or definite voltage is not to be considered, but rather a maximum voltage as indicated by 
there being no further rise in the voltage over a period of two hours. It is of the utmost 
imporjtance that the charge be complete. 

Great care must be taken not to bring a naked flame near the openings in. the top of -the 
battery during or immediately following a charge. 

The proper specific gravity of the electrolyte at the end of charge is 1.210, but a varia- 
tion of from 1.205 to 1215 is allowable. 

•Ai already explained the battery must be given a small overcharge occasionally and therefore 
when the pointer has returned to the zero position, it is moved bv hand to point 15 or 20 for possibly higher 
depending upon the capacity of the battery) the battery being asam placed on charge until ue pointer returns 
to the zero position. 
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Do not adjust the specific gravity except when the battery is fully charged. 

In ordinary use» there is no occasion to adjust the electrolyte of the cell oftener than 
once in every three or four years. 

After adjusting, charge for an hour in order to thoroughly mix the liquid just added 
with the electrolyte. 

By all means do not add electrolyte until it is determined that the spedHc graznty can- 
not be brought up to the proper point by charging. 

The sediment which gradually accumulates in the bottom of the jars must not be 
allowed to touch the bottom of the plates as if it does serious injury may result. It is 
best to overhaul the cells and remove the sediment at least once a year. 

If the battery is not to be used for a considerable period, care should be taken that it 
is charged once every two months and that the plates are kept covered by regularly adding 
water. 

If it is not possible to charge at least once every two months, the battery may be taken 
entirely out of service as follows: Fully charge the battery, remove the vent caps, pour 
out the electrolyte by turning the case upside down, fill with fresh, pure water and allow 
to stand 12 or IS hours. Then pour off the water, wipe the case dry, grease the terminals 
and the battery can stand indefinitely. 

80. General Operating Instructions for the Exide Cell. The following 
instructions apply specifically to the Exide cells supplied to marine radio sets, 
particularly the 60 cell M. V. 11 type. (E. S. B. Co.) 

Keep the level of the electrolyte always above the top of the plates by replacing evapora- 
tion with pure, fresh water (never anything else) to a height of one-half inch (not more) 
above top of plates. The best time for adding water is just before a charge. Do not use 
metallic receptacles for holding the water. 

Keep fiames of all kinds (match, candle, lantern, cigar, etc.) away from battery at all 
times. 

Battery is to be "floated" at all times, except when charging or discharging. When 
floating, both lamps on battery switchboard will burn dimly. If either lamp goes out, 
Immediately replace it with another of same rating. 

Twice each month, preferably when in port, charge the battery by opening the 6 pole 
switch, closing the circuit breaker, and again closing the 6 pole switch to the charge side. 
Move the needle of the ampere hour meter back to about 50 and charge until the pilot cell 
gravity and the voltage of each side have remained constant for one hour and all cells 
have been gassing or bubbling freely for the same length of time. This means that, under 
normal floating conditions, the charge will be of about one and one-quarter hours' dura- 
tion. After the charge reset the needle of the ampere hour meter to zero. Raise the cover 
of the battery box during this charge. ^ 

After a discharge of any kind immediately put the battery on charge and continue the 
charging until the needle of the ampere hour meter has returned to zero. 

In order to check the generator polarity and to guard against the battery becoming 
accidentally discharged through the reversal of the generator, read the voltmeter frequently 
with the voltmeter plug in openings marked "Bus." 

If the polarity has changed, throw over the switch marked "Reversing Switch." 

Before the semi-monthly charge, read and record the specific gravity of each cell of the 
battery. 

On the day of the semi-monthly charge, after the charge has been completed, read and 
record the specific gravity of the pilot cells. 

On other days read and record the specific gravity of the pilot cells at the same time 
each day. These readings will indicate the state of charge of the battery and will be a 
check on the "Floating." 

On the semi-monthly charges the vent plugs should be replaced after charges are com- 
pleted. 

If the gravity of any cell shows a marked falling off relative to the rest of the cells, 
promptly investigate the cause and correct it. 

If a jar develops a leak, promptly replace it 

If a cell becomes "dead" from a leaky jar, cut it out of circuit by opening up the con- 
nector and restore the circuit with a jumper. 

When charging, keep the bus voltage at 110 volts, as if it is low the charging rate will 
be reduced and the time required to charge correspondingly increased. 

Keep everything about the battery clean and dry. 
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Keep terniinak and connections tight and free from corrosion. 
Do not allow any impurities to get into a celL 

81. The Edison Storage Battery. — ^The Edison cell differs from the lead 
cell both in the construction of the plates and the electrolyte. The active mate- 
rials of this cell are iron oxide and nickel hydrate. The electrolyte is a 21 per 
cent, solution of potassium hydrate mixed with a small amount of lithium 
hydrate. 

The negative plate consists of a nickel-plated Steel grid, into the pockets of which are 
hydraulically pressed, perforated, corrugated steel pockets which have been filled and 
packed with iron oxide, to which has been added a small amount of metallic mercury. 

The positive plate consists of a nickel-steel grid to which are secured perforated steel 
tubes reinforced by seamless steel springs. These tubes are filled with alternate layers of 
nickel hydrate and very thin plate nickel firmly and carefully packed by a loading machine. 

82. The Charge and Discharge of the Edison Cell.— The process taking 
place in an Edison cell during charge and discharge is as follows : 

The first charging of an Edison cell reduces the iron oxide to a metallic iron, while 
converting the nickel hydrate to a very high oxide, black in color. On discharge, the 
metallic iron goes back to iron oxide and the high nickel oxide goes to a lower oxide, but 
not to its original form of green hydrate. On every cycle thereafter the negative charges 
to metallic Iron and discharges to iron oxide while the positive plate charsea to a high 
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nickel 03tide. Current passing in the direction of charge or discharge, decomposes the 
potassium hydrate of tlie electrolyte and the oxidation and reduction of the electrode are 
brought about by the action of its elements. An amount of potassium hydrate equal to 
that decomposed is always reformed at one of the electrodes by a secondary chemical 
reaction, in consequence there is none of it lost and its density remains constant. 

The final result of charging is, therefore, the transference of oxygen from the iron to 
the nickel electrodes and that of discharging is the transference back again. 

A hydrometer reading of this cell is rot required as the specific gravity of the elec- 
trolyte does not change with the state of charge or discharge and consequently die only 
direct method to measure the state of charge is with an ampere hour meter, the hydrometer 
being of no use. 
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The electric waves for commercial wireless telegraphy. are set into motion by 
alternating currents or electrical oscillations at frequencies varying from 25,000 
to 1,000,000 cycles per second. We shall confine this chapter to an explanation 
of the apparatus for the production of damped electrical oscillations which are 
employed almost universally for wireless ship to shore communication. 

83. Methods of Generating Radio Frequency Current. — In order to distin- 
guish alternating currents of the order of frequency employed in wireless teleg- 
raphy from those of a lower frequency corresponding to audible vibrations. 
Fig. 88— Oscillations of Constant Amplitude. the following arbitrary terms are in 

use; an alternating current of fre- 
quency in excess of 10,000 cycles per 
second is termed a current of radio- 
frequency,' below 10,000 cycles per 
second, it is called a current of 
audio-frequency, 

A current of radio-frequency 
may consist of either continuous or 
discontinuous oscillations. A group 
of oscillations of continuous ampli- 
tude are shown in Fig. 88; a group 
of discontinuous oscillations appear 
in Fig. 89. 

rsooooo*! Continuous oscillations are gen- 

Fig. 89— Oscillations of Decreasing Amplitude. erated : 
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(1) By the radio frequency alKmator; 

(2) By some fonn of tiuo D. C. arc generator; 
<3) By a battery of vacuvm tube bulb. 

Discontinuous oscillations are generated: 

(1) By the charge and discharge of a Leyden jar or battery of condensers. 

Electric waves set into motion by alternating current of constant amplitude 
are called continuous or undamped waves and those set into motion by discon- 
tinuous oscillations occurring in groups are called discontinuous waves. Electrical 
oscillations of decaying amplitude are also called damped oscillations. 

Since damped oscillations are generated by the periodic charge and discharge 
of some form of condenser, certain fundamental facts concerning the condenser 
will now be considered, 

84. The Condenser. — The condenser may be defined as a device to store up 
electrical energy in electrostatic form and the ability of any material to do this, is 
termed its electrostatic capacity or simply capacity. 

The most common form of condenser used in wireless 
systems is the Leyden jar shown in Fig, 90. A glass jar having 
walls about one-eighth of an inch in thickness is coated with 
tin-foil to within two inches ot the lop, both inside and outside, 
connection being made to the inner coating by means of a ch^n 
or copper strip. Modern jars are coated with a deposit of 
silver or copper by an electrolytic process. Another type of 
condenser consists of a flat plate of glass coated with tinfoil 
or copper immersed in oil. 

Condensers tor radio telegraphy may be generally classified 
under two headings: 

(1> High Potential Condensers; 
(2) Low Potential Condensers. 

Those in the Rrst category have an insulating medium be- 
tween opposed conducting surfaces of glass, micanite, ebony, or 
the plates may be sealed in an air-tight chamber pumped to a 
pressure of 250 pounds. 

Those in the second category have an insulating medium of 
paper, thin sheets of hard rubber, or specially impregnated 
cloth. 

High potential condensers are employed in circuits where 

the pressure is several thousand volts, while low potential con- 

Kt '"-^PJJn^'P^'^ ^'"•'' densers are generally used in circuits having less than SOO 

volts, the latter figure being an arbitrary one. 

A number of condenser jars or Leyden jars connected together are termed a battery of 

condensers. 

85. Connections for Condensers. — Condensers may be connected either in 
series or in parallel. If connected in 

parallel as in Fig, 91 the total capacity 
is determined by adding together the 
individual values, or: 

C = C-1 + C-2 + C-3. 

Thus the jars in Fig, 91 have 
combined capacity of .002 -f- -003 + 
.004 or ,009 microfarad. 

A series connection is shown in 
the diagram. Fig. 92, where the outer 
coating of one Jar is connected to the 
outer coating of the next, the inner 

TOating of this jar connected to the pig, 9i— Condoner jan in P»r«li«L 

''infler coating of the next jar and so on. 

If the jars have equal values of capacity, their combined capacity is obtained 
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by merely dividing the capacity of one jar by the number of jars in the cir- 
cuit, but if the jars have unequal values, the formula of reciprocals applies: 

1 

C = 

1 1 1 

- + --I— 
C-1 C-2 C-3 
Therefore the capacity of the jars 
1 

of Fig. 92 =- 



Fig. 92 — Coadeaaer Jar» 



1 

+ - 

.002 .003 
,00092 microfarads. 



- + - 



.004 



86. How to Place a Charge in a Condenser. — The condenser of a radio 
transmitter may be charged from two sources : 
<1) By the step-up voltage inductioR coil; 
(2) By the alternating current step-up transformer. 

The alternating current transformer is almost universally employed in radio sets to 
charge the condenser, because it overcomes the limitations of the magnetic interruptor. 
A transformer can convert a practically unlimited amount of power into high voltage 
current whereas the induction coil with a magnetic interruptor is limited to about 1 K. W. 

A condenser can he given a heavy charge by the apparatus shown in Fig. 93, A high- 
voltage A. C, transformer, 10,000 to 30,000 volts, is connected to the terminals of three 
condenser jars, and when the current is turned on, a violent discharge takes place ftt the 
gap S-1. 




pij. 93. Apparalm (ot Production of Radio Frequency OiciUalioo*. 

In the diagram Fig. 93 P is the primary winding of an aliemaHng current transformer 
taking in current at the pressure of 110 volts, which is transformed in the secondary wind- 
iiV S to a pressure of 20,000 volts. C is a battery of condemers and L a radio-frequency coil 
consisting of a few turns of rather coarse wire or copper tubing (without an iron core). 
S-1 is the spark discharge gap, the usual form being two brass or zinc rods about i4 intti 
or less in diameter. 

When current is flowing through the primary winding P, with correct separation of the 
spark gap electrodes, a violent spark discharge wiU take place following each altematioa 
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of the charging current or at the points, A, B, C, D, E and F shown. The discharge upon 
analysis is found to consist of groups of radio-frequent oscillations which alternate through 
the condenser and inductance at an extremely rapid rate* per second of time. More c^arly, 
if the frequency of the charging current is 500 cycles per second (or 1,000 alternations;, the 
condenser C will be chaVged 1,000 times per second and 1,000 spark discharges will take place 
at the gap S. This will result in the flow of 1,000 groups of radio-frequent oscillations 
through the discharge circuit. 

b c d e 



a 





lummi 






Fig. 94 — Complete Cycle of Events in the Discharge of a Condenser. 

The term spark frequency is employed to designate the number of spark dis- 
charges bridging the gap per second of time. In certain types of radio sets the 
spark frequency equals the alternations of the charging current, but in other 
types the frequency of the sparks may vary in accordance with the general design 
of the apparatus (to be explained in the chapter following). 

87. Analysis of a Spark Discharge. — A spark discharge such as that 
created by the condenser Fig. 94 consists of a series of cycles of alternating cur- 
rent of constantly decreasing amplitude, the frequency of which may be very 
great. These are known as damped oscillations, a single group of which are 
shown in Fig. 89. 

The complete cycle of events in the discharge of a condenser may be summarized as 
follows: Referring to the diagrams, Fig. 94-a-b-c-d-e : Just previous to the first discharge 
the charge in the condenser takes the form of an electrostatic field which is stored up between 
the plates as in Fig. 94a. The strain is such that a spark leaps from the positive electrode to 
the negative electrode of the gap, that is the collapse of the electrostatic field causes a current 
to flow across the spark gap through the inductance L which sets up a magnetic field around 
the coil L and connecting leads as in Fig. 94b. Since all of the electrostatic field is converted 
to current, the magnetic lines of force collapse back upon the coil L (and connecting leads), 
the induced current resulting therefrom recharging the condenser to the opposite polarity as 
in Fig. 94c. Although charged in the opposite sense, a quantity of electricity less than 
that of the initial charge is stored between the plates, some of the energy having been expended 
by the resistance of the circuit and the production of heat, light and sound. The condenser 
now discharges across the spark gap in the direction opposite to that indicated in 94b and the 
coil L once more is surrounded by a field (Fig. 94d), but which is opposite in polarity to that 
of Fig. 94b. These lines of force collapse and recharge the condenser to the polarity indicated 
at the beginning of the cycle in Fig. 94a, but a charge less in quantity is stored between its 
plates than at the beginning of discharge. 

All this may be summed up by saying that when an isolated charge of elec- 
tricity is applied to a condenser, and the plates are connected together by an 
external circuit, their charges do not completely neutralize* at the first instant of 
discharge but, in fact, several alterations of current take place before equilibrium 
is restored. 

This gradual extraction of energy from the oscillations set up by the condenser is termed 
the damping of the oscillations and the decrease in amplitude of the successive cycles can be 
expressed in a logarithmic percentage. 

In the oscillation circuits of a commercial radio-transmitter a number of complete 



* The rtt^dent «hotiM compare the time period of a ainrle cycle in a condenser discharge to that 

of a 500 cycle alternator. A complete cycle takes place in the circuit of the latter in of a second but a 

500 
single cycle in a group of oscillations of a conflenser discharge may take place m various fractions of a 

•eeond raiying from — ^ of a second to of a second. 



25,000 



2,000,000 
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cycles of current may take place, before the charge originally placed in the condenser is com- 
pletely dissipated. 

The frequency of the oscillations in a condenser discharge circuit may be very great, in 

1 

fact, a single cycle may take place in of a secotfid, or, in other words, at the rate of 

1,000,000 
1,000,000 cycles per second, or at even higher frequencies. 

The frequency of the oscillations during the discharge of a condenser varies inversely as 
the square root of the product obtained in multiplying the inductance of the circuit in henries 
by the capacity in farads, or 

1 

N* = 



2irVLC 

If L be converted to centimeters and C to microfarads, the formula becomes : 

5,033,000 



N = 



VLC 



As an example, assume that the condenser C, Fig. 95, has capacity of .001 microfarads and 
the coil L inductance of 25,000 centimeters (or 25 microhenries) then the frequency 

5,033,000 
N = = 1,000,000 cycles per second approximately. 

V 25,000 X .001 

The quotient of this problem does not imply that 1,000,000 cycles of current actually took 
place in one second hut that during the period of oscillation, the condenser discharged through 
the inductance at this rate. It must be remembered that the condenser is being charged by an 
alternating current and in the case of the 500 cycle alternator it will be charged 1,000 times; 
hence in one second there are a number of idle periods during which the condenser receives no 
charge. 

The student should not confuse the actual number of oscillations in a circuit such as shown 
in Fig. 95 with the frequency of the oscillations. As has just been explained the oscillation 

frequency is determined by the dimensions 
Z4000 cms. (inductance and capacity) of the oscillatory 

circuit whereas the number of oscillations 
per single spark is a function of the total 
damping of the circuit. It should be under- 
stood that an oscillation circuit like that of 
Fig. 95 if charged by an alternating current 
always will produce, during discharge, 
oscillations of constantly decreasing ampli- 
.001 MFDt ^^ tude or damped oscillations. 

A circuit like that of Fig. 95 is 
termed a circuit of radio-frequency. 
The complete apparatus may be called 

Fig. 95^iosed Oscillation Circuit. ^^ oscUlatiofi generator and the suc- 

cessive cycles of current are termed 
high frequency or radio-frequency electrical oscillations. When this apparatus 
is employed to generate oscillations of radio-frequency for the production of 
electric waves, the circuit is denoted as the closed oscillatory circuit to distinguish 
it from the open or radiating circuit, 

88. Effect of Resistance on Oscillations. — If in any given oscillation circuit, 




* If the effective resistan ce of R of an oscillatory circuit be taken into account, the formula for 

1/1 R« 
frequency becomes N — Af but in the closed oscillation circuits of a practical radio telegraph 

transmitter, the value of R is rather small and is usually ignored. 
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a certain critical value of resistance is exceeded, the discharge of the condenser will not he 
oscillatory. The relation between the resistance of a circuit and the non-oscillatory condition 

is expressed as follows: ff the resistance R is greater than 2 V j^y the circuit is non-oscilla- 
tory;.if resistance is equal to 2 V — -the circuit is just oscillatory. If the resistance is less 



than 2 



/ 



the circuit will be oscillatory and will be suitable for the production of radio- 



frequency oscillation. 

In this equation R is expressed in ohms, L in henries, and C in farads. The value of 
2 \J -p^-is seen to be the critical resistance to cause a given circuit to be non-oscillatory. 

The elements of a closed oscillation circuit in a radio-transmitter are connected together 
with very heavy stranded copper wire or copper tubing which, excluding the resistance of the 
spark gap and other losses, tends to keep the resistance at a minimum ; in fact, practical oscil- 
lation circuits do not have anywhere near the critical value of resistance. 





Fig. 96 — Circuits for Demonstrating the Phenomenon of Resonance. 

Assuming the resistance of the oscillation circuit of Fig. 95 to be negligible, the frequency 
of the oscillations can he varied over given practical limits hy variation of either the capacity 
or the inductance. If turns are added at the coil L, the current oscillates through the circuit 
at a lower frequency; but if turns are taken out at L, the frequency of the oscillations in- 
creases. In a similar manner, increase of capacity at the condenser C will reduce the fre- 
quency of the oscillations and decrease of capacity will increase the frequency of the oscilla- 
tions. In a radio transmitter the capacity of the condenser C is a fixed quantity, and there- 
fore, the frequency of the oscillations is changed by the variable inductance. 

89. Electrical Resonance. — ^The phenomenon of resonance is very striking 
in circuits of radio-frequency. In order that the energy of the oscillations flow- 
ing in one circuit may be transferred most effectively by electromagnetic induc- 
tion, the two circuits must have the same natural frequency of oscillation. In 
the diagram of Fig. 96 two circuits of radio-frequency, L, C, S and LS C^, A are 
magnetically coupled at the coils L and L^. If circuit L, C, S is set into oscilla- 
tion and the inductance of L^, C^, A carefully adjusted, a point will be^ found 
where the hot wire ammeter gives a maximum deflection. At all other points on 
the inductance L, the hot wire ammeter will show a lower reading. ^ It can be 
shown that the adjustment of the second circuit where the deflection of the 
ammeter is maximum, is such that the two circuits have substantially the same 
period of oscillation or the same natural frequency, and it is. under such adjust- 
ments only that large values of current can be induced in the circuit L*, C^, A. 



86 



PRACTICAL WIRELESS TELEGRAPHY. 



It was shown in paragraphs 45 and 46 that a much greater current will flow in an alternat- 
ing current circuit if it contains inductance and capacity of such value that the reactance of 
capacity and the reactance of inductance are equal and opposite. . This condition exists in 
the circuit L*, C*, A of Fig. 96 when the ammeter gives the maximum deflection, e. g., the 
reactance of the inductance I' equals the reactance of the condenser C* and therefore the flow 
of current in circuit L*, C\ is governed by its frictional resistance. The maximum amount of 
energy will be obtained under these conditions. 

Two or more circuits of radio-frequency are said to be in electrical resonance 
when the product of the inductance multiplied by the capacity gives a like figure 
in each. Or, stated in another way, two circuits are in resonance when t hey have 

the same oscillation constant. This factor is detained from the y/ TL C, Circuits 
having like oscillation constants will have the same discharge frequency when 
set into oscillation, and, therefore, they are in electrical resonance. Applying this 
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Fig. 97a — ^Plain Aerial Excitation. 

Fig, 97b— Showing Position of Short Wave Condenser and Aerial Tuning Inductance. 

Fig. 97c— Illustrating the Effective Capacity of an Aerial. 

to the circuit of Fig. 96 we see that n o matte r ho w larg e or how small the values 

of L and C, L^ and O may be, if V L C = V L^ C^, the circuits are in sub- 
stantial resonance. 



25,000 centimeters; C = .001 micro- 
= .005 microfarads; then L X C = 



As an example: If in Fig. 96, L == 
farads; L^ = 5, 000 c enti meters and O 

U X O (for VL C or \/U~0'= 5). 

90. The Open Circuit Oscillator. — In the closed oscillation circuits of figures 
95 and 96, the capacity of the condenser and the inductance of the coil are said 
to be concentrated, the static field being stored up mainly between the plates of 
the condenser and the magnetic field mainly about the coil. 

An open circuit oscillator*, such as shown in Fig. 97a, may have distributed 
inductance and capacity or both distributed and concentrated vr lues of inductance 
and capacity as in Fig. 97b. 



*The capacity of this vertical wire lies in its ability to store up static lines of force and the 
inductance lies in its ability to store up magnetic lines of foice. 
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In these diagrams a vertical wire* 100 ft. or more m length extends into 
space and is connected to earth at the opposite end. A spark gap is included in 
the circuit at S-1. Although the inductance and capacity of this circuit are dis- 
tributed throughout its length, it remains a circuit of radio-frequency capable 
of being set into oscillation. If the spark gap S-1, Fig. 97a, is connected to a 
source of high voltage S such as the secondary winding of a transformer, an 
electrostatic field will be stored up in the region about the wire and a discharge 
will take place across the spark gap. This discharge will consist of radio- 
frequency oscillations like those of closed oscillation circuits with the exception 
that a certain amount of the energy will be radiated in the form of electro- 
magnetic waves. 

As in the closed circuit, the fre- 
quency of the antenna oscillations can 
be increased or decreased by change 
of inductance or capacity, but since the 
vertical conductor has fixed dimen- 
sions, the oscillation frequency in prac- 
tice is changed by artificial means at 
the base of the aerial. For example, 
in the apparatus of Fig. 97b, the fre- 
quency of the oscillations can be re- 
duced by increase of inductance at L 
or it may be increased by inserting a 
condenser at C. 

In the diagram of Fig. 97c, the 
effective capacity of an antenna is 
represented by a condenser in dotted 
lines. This in no measure illustrates 
the true conditions of affairs in the region about a vertical wire, but it may serve 
to make the oscillating properties of a vertical conductor more or less self-evident. 

An open circuit oscillator in radio-telegraphy is known as an aerial or an 
antenna, and it is said to be a radiator of electromagnetic waves. In commercial 
practice, aerials may have 2, 4 or 6 wires connected in parallel. 

y^ --= F? ? ♦? ="= T* '- =r? 

. ItNCTWOr . . ■ , LENGTH Of , _ 

^"^ — wHl ^* *" mil ^* 



/ / f 



1 



\ \ \ 



•I- + + + 



+ + + + 



Fig. 98 — Electrostatic Field About Aerial Previous to 

Spark Discharge. 



Fig. 99 — Detached Loops of Electrostatic Strain. 

The complete process of radiation of electromagnetic waves is a complex subject which 
will only be treated in a popular manner here. The vertical wire of Fig. 98 and the earth 
may be considered as two sides of a condenser having a certain capacity, and when the spark 
gap is connected to a source of high voltage, electrostatic lines of force will be stored up in 
the space surrounding the aerial and when the maximum charge has been reached, a discharge 
takes place across the spark gap. Immediately the spark discharges, part of the electrostatic 
field is converted into current and the remainder into a wave motion. 

The wave motion consists of an expanding static field (as shown in Fig. 99) which is 
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accompanied by a magnetic field both being radiated at right angles to each other and to the 
direction of propagation. (The magnetic field for a single cycle of current in the oscillator is 

shown in Fig. 100). This wave motion is propagated 
through space at a velocity of 186,000 miles per second 
corresponding to 300,000,000 meters. 
• At a distance from the aerial system and near to the 
earth we may crudely represent the fluxes of this wave 
motion by the circles and arrows of Fig. 101. The 
vertical arrows represent the electrostatic field and the 
small circles the magnetic field. If these two fluxes 
act upon another vertical conductor (or elevated ca- 
pacity) of identical natural frequency of oscillation as 
the transmitter aerial, a feeble current will be induced 

which can be de- 



can 

tected. by several 
methods. If means 
are provided t o 
control the energy 
of the radiating 
station in the form 
of the dots and 
dashes of the tele- 
graph code and if 
appropriate d c - 
vices are supplied 
at the receiving 
station whereby 
the received en- 
ergy can be inter- 
preted pr made 
audible, we then 
have a complete 
system of wireless 
telegraphy. 
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Fig. 100 — Magnetic Field around an 
aerial for three alternations of current. 



Fig. 101— Aerial in Path of Advancing 
Electromagnetic Wave. 



91. The Length of the Electric Wave. — If we were to determine the length 
of a single wave, in a wave motion like that of the diagram Fig. 102, we would 
simply measure the physical distance between two points in the successive waves 
where the disturbance is at a maximum or a minimum, as from A to B or C to D, 
or between any two points of equal disturbance. Similarly the distance between two 

points in two successive electric waves 
^ OHt wwE ^^ where the electrostatic or the elec- 

' ^^^^ ' tromagnetic field is maximum and in 

the same direction would be the 
wave length of the electromagnetic 
wave. The distance from A to B in 
Fig. 99 represents the length of one 
complete wave, which can be ex- 
pressed in feet or in meters. The 
standard wave lengths of commercial 
radio-telegraphy are 3(X), 450 and 600 

meters corresponding approximately to 1,000, 1,500 and 2,000 feet. 

The relation between the velocity of electric waveSy the length of a single wave and the 
number generated per second, can be explained as follows: Assume, for example, that 1,000,- 
000 waves pass a given point in a second of time and that each wave is of 300 meters length ; 
then the distance through which the first wave has travelled in one second will be equal 
to the number of waves multiplied by the length of one wave or 1,000,000 X 300 or 
300,000,000 meters. In other words, the distance travelled by the wave motion in one second 
is the velocity of the wave. This may be written : 




^m. WAVE J . F U-^"- ""'.i:- -J F 

LENGTH "^^^ ^^ LENGTH 

Fig. 102. — Showing Measurement for the Length of a 

Single Wave. 
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Velocity = (Number of waves) X (Length of a single wave), which may also be written: 

the velocity of electric waves 
Length of a single wave = 

the number of waves 

It has been proven by experiment that the velocity of electromagnetic waves is practically 
the same as the velocity of light which may be taken as 186,000 miles per second or the 
equivalent of 300,000,000 meters. Keeping in mind that a single cycle of current in an open 
circuit oscillator sets into motion a single electric wave, the foregoing formula can be written : 

300,000,000 

Length of one wave = 

frequency of the oscillations 

Hence if a vertical conductor oscillates at a frequency of 500,000 cycles per second, the length 

300,000,000 

of one wave in the resultant wave motion will be = 600 meters. 

500,000 

If the wave length is expressed by the symbol \ the velocity of electric waves by V and 
the frequency of the oscillations by N, the formula may be written: 

V 
X= — 

N 
A table of standard wave lengths corresponding to various oscillation frequencies follows : 

Wave Length in Meters. Frequency in Cycles per Second. 

200 1,500,000 

300 1,000,000 

450 666,666 

600 500,000 

1000 300,000 

2000 150.000 

3000 100,000 

6000 50,000 

8000 37,500 

10000 30,000 

92. The Determination of Wave Length from the Inductance and Capacity. 
— The length of the wave radiated from an open circuit oscillator can be calculated 
directly from knowledge of the effective* inductance and the effective capacity 
of the aerial. The formula may be written : 

Wave length = 38 X V"L^ 

where L = the inductance in centimeters ; 
and C = the capacity in microfarads. 

If an inductance coil is introduced at the base of an aerial, the formula must 
be modified to read : 

6.2832 , 

Wave length = X 9.5 X V L C 

K 
where K = a certain correction factor (see appendix, section C). 

The wave length of a straight vertical aerial of the type indicated in Fig. 97a can be 
determined approximately from the physical dimensions. The length of the wave radiated 
from a grounded vertical oscillator is found to be approximately 4.3 to 4.5 times its length. 
Therefore if the vertical wire of Fig. 97a is 100 ft. in length, a single electric wave would have 
length of 4.3 X 100 = 430 ft. and since 1 meter = 3.25 feet, the wave length is approximately 
132 meters. If the aerial consists of several wires connected in multiple, the factor 4.3 does 
not apply owing to the increase in the capacity of the aerial system. However, in the case of 
a 4 wire aerial, the wires being spaced about 2|4 ft. apart, we may assume the factor of 4.4 to 
4.8 which multiplied by the total length of the aerial in feet or meters gives an approximation 
of the fundamental wave length. 

*The effective capacity is the capacity of the aerial as an element pf ap QScillfttlpQ Qircuit, Tbi9 
value varies with each change of X« 
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When we speak of the tvave length of a closed oscillation circuit reference is made to the 
particular frequency at which the circuit oscillates and to the length of a single wave in the 
resultant wave motion if the circuit were radiative. Thus if the frequency of a given closed 
oscillation circuit is 500,000 cycles per second, it would correspond in the case of an open 
circuit oscillator to a wave length of 600 meters. Hence, we would state that the wave length 
of the closed oscillation circuit is 600 meters. 

The wave length of a closed o scillati on circuit may be computed as follows: 

Wave length = 59.6 X VLC 
where L = the inductance of the circuit in centimeters; 
and C = the capacity of the condenser in microfarads. 

We see from this that if a given closed oscillation circuit had inductance of 
10,000 centimeters and capacity of .01 microfarads, the wave length would be 

59.6 X V 100 == 596 meters. 

93. Logarithmic Decrement of the Oscillations. — When electrical oscilla- 
tions are created in an antenna or 
other circuit by means of condensers 
AS discharges, each electric spark dis- 

charge creates a train of oscillations 
which die away. The oscillations are 
- assumed to decay away according to 
the law that the ratio of any oscillation 
to the one preceding is constant. This 
constant ratio is called the damping of 
the oscillation and the Naperian loga- 
rithm of the ratio of one oscillation 

«. *«* TT. ... T. ^ r^ .« . ^^ ^^^ preceding one is called the 

F.g. 103-High!y Damped Osc>iiat,on. logarithmic decrement. 

Thus in the group of oscillations of Fig. 103, the maximum amplitudes of 
successive alternations are represented by A^, A^, A', A*, etc., and 




A^ A» A 



6 



etc. 



A* A* A^' 
In terms of logarithms we may write 

A* 
where c = base of the Naperian system of logarithms ; 

« = a constant termed the logarithmic decrement. 

By transposition 

If we assume that the oscillations in a circuit are extinguished when the ampli- 
tude of the last oscillation is .01 of the initial oscillation, the complete number of 
^oscillations (M) in a spark discharge can be computed as follows: 



.M= 



Ai 

log + 9 

Ax 



d 
Ai 
If we denote die last oscillation by A* then — = i 100, -and. since the Logarithm of 100 == 4605 

A« 
then 

,^ 4.605 H- a 

.M= 
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Hence in a group of oscillations 

Where 9 = 0.1 

4.605 + 0.1 



M = 



0.1 



= 47 complete oscillations. 




The tuning qualities of a train of electric waves from any given transmitting station depend 
greatly upon the decrement of the oscillations and, therefore, the determination of the quantity 

is an important measurement. It is found 
Fig. 104— Feebly Damped Oscillations. by experiment that a transmitter having 

less than 24 complete oscillations in the 
antenna circuit per single spark discharge, 
possesses undesirable tuning qualities and 
will interfere with the operation of other 
radio stations not tuned to the same wave 
length. 

A group of 24 complete oscillations 
corresponds to a decrement of 02 for a 
complete oscillation which is the arbitrary 
figure enforced by U. S. Statutes. This 
means that if the oscillations in a 
given antenna circuit have a decrement 

Ai 
of 02, the logarithm of the ratio of — 

A8 
will be 02, (The number corresponding 
to the logarithm 0.2 is 1.2, hence the ratio 

Ai 
of — must be 12 for a decrement of 0.2.) 

AS 

A group of oscillations of feMe 
damping are shown in Fig. 104; a 
highly damped group in Fig. 105. 
If the conditions of damping de- 
picted in Fig. 104 apply to an open 
circuit oscillator at any given radio station, the energy of the radiated wave is 
largely confined to a single frequency and the effect at the receiving apparatus is 
termed in operators' language ''sharp tuning'' meaning that very careful adjust- 
ment is required at the receiving station to place the receiving apparatus in 
resonance with the distant transmitter, i. e., the transmitting apparatus is said 
to be "sharply tuned." But with the conditions of Fig. 105 the transmitter is 
'''broadly tuned" and the radiated wave said to have "excessive damping^ 

These trade expressions are more or less comparative because the damping of 
the receiver is not taken into account. However, the terms may be applied in a 
practical way. In any given transmitter, oscillations of great amplitude or 
strength but of feeble damping are really desired, but in certain types of ap- 
paratus the conditions favorable to one offset the conditions favorable to the 
other; hence we are required to effect a compromise. 

The exact meaning of the logaritlimic decrement of the oscillations in radio-telegraphy 
may be better understood by considering the oscillating movements of a pendulum in me- 
chanics. Suppose for example a plumb bob is attached to the end of a string and suspended 
freely as in Fig. 105a; drawn to one side and released, the bob will vibrate to and fro until 
the oscillation is completely damped oiJt. If a piece of cardboard, for instance, were attached 
to the string, the oscillations of the pendulum would come to a stop in a much shorter period, 
e. g., they would be said to be highly damped. This corresponds to the damping of the oscil- 
lations in a radio oscillation circuit having considerable resistance. 

Now the time period of one complete oscillation of the pendulum can be obtained by 
counting the oscillations for one minute and dividing their number by 60. Hence if 60 corn- 



Fig. 105 — Oscillations with Excessive Damping. 
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Fig. 105a — Pendulum for Illustrating Damping. 



plete oscillations took place per minute, the time period of one oscillation would be one 
second. This could be easily arranged if the string of the pendulum had a certain length and 
the bob a certain weight. 

Assume that the bob oscillated in front of a scale calibrated in inches as in Fig. 105a and 

that at the beginning of the first oscillation 
it was drawn from the zero position out- 
ward to a distance of 15 inches. On ac- 
count of wind friction, at the end of one- 
half oscillation the bob would not have 
travelled 15 inches from the zero position. 
Under suitable conditions it would move 
outward, let us say, 14.2 inches and in the 
return swing, its movement would be still 
less, say 13.5 inches. That is, the swing of 
the second oscillation would be 1^ inches 
less than the initial oscillation. 

If we observe the length of the succes- 
sive swings and plot the results as in Fig. 
104, we would obtain a group of decaying 
oscillations which would bear the following 
ratio to one another. If the horizontal axis 
A, B is divided into seconds, and the ampli- 
tude of the right and left swings of the 
pendulum shown by the notations on the 
vertical axis, (0 to 15, in either direction) 
then the amplitude at the termination of a 
complete period or at any partial period of 
oscillation will be as follows: at the end 
of the first half period, the amplitude of the oscillation will be 14.2 ; at the end of a complete 
period, 13.5. After the pendulum has been in oscillation for Ij^. seconds, the amplitude will 
be 12.8 and at the end of two seconds, 12.1 and so on. 

It is to be especially noted that the ratio of the amplitude of the successive oscillations is 
constant, e. g., 15/13.5 = 1.11; 13.5/12.1 = 1.11, and so on. This ratio will be constant to the 
end of the swings of the pendulum because it is a law of all mechanical oscillating motions, 
that the oscillations will die away at such rates that the ratio of successive amplitudes remains 
constant. This is the condition assumed to exist in the spark discharge circuits of radio 
transmitters. 

It should now be clear that if the friction to the oscillation of the pendulum were increased 
by attaching a cardboard damper to the pendulum, the swings would die out more rapidly and 
the ratio of the successive amplitudes would take a higher figure. The damping of the 
oscillations would thus be increased. We see from this that slow damping corresponds to 
a great number of swings of the pendulum whereas rapid damping corresponds to a small 
number of swings of the pendulum. 

Now the ratio of the amplitude of two successive oscillations is called the damping factor 
and the logarithm of this ratio is called the logarithtmc decrement. In the problem cited the 
ratio is 1.11 and if reference is made to any table of Naperian logarithms, the logarithm of 
1.11 will be found to be approximately 0.10. Similarly if the ratio were 1.22, the logarithmic 
decrement would be 0.2, the limit allowed by law. 

The decrement of the oscillations flowing in the aerial of a modern radio-transmitter is 

4.605 + .05 

frequently .05 per complete cycle, hence for each spark there will be or 92 complete 

.05 

oscillations. 

It is now apparent that the feebler the decrement, the greater will be the number of 
oscillations per spark and provided their amplitude does not fa,ll too much, the stronger will 
be the current induced in the receiving aerial per spark of the transmitter. This combined 
with the favorable tuning qualities of a feebly damped transmitter brings about very desirable 
conditions. 
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The damping of a circuit of a radio-frequency depends upon the effective capacity, in- 
ductance and resistance of that circuit. These quantities are related in the following manner : 



a=1.57XRiX 



^i 



Where R^ = high frequency resistance in ohms, 
C = capacity in farads, 
L = inductance in henries, 
d = decrement per semi-oscillation. 
C 
The ratio of — changes the values of Ri but we may state generally that increase of L or 

L 
decrease of C will reduce the damping of the oscillations, e. g., decrease the logarithmic 
decrement 

Assume a circuit of .ol microfarads capacity, inductance of 10,000 centimeters and resistance 
of 3 ohms, then 



a = 1.57 X 3 X 



yf- 



.00000001 



= 0.148 



.00001 
Practical measurement of the logarithmic decrement will be described in Part XI. 

94. Methods of Exciting Oscillations in an Aerial. — ^The antenna circuit 
can be set into oscillation in ordinary spark telegraphy in several different ways 
as follows: 

(1) By direct excitation (plain aerial connection) ; 

(2) By inductive coupling to a closed oscillation circuit; 

(3) By conductive coupling to a closed oscillation circuit; 

(4) By capacitive coupling to a closed oscillation circuit; 

Direct excitation of the aerial has been shown in Fig. 97a, where the spark 
gap is connected directly in series with the antenna circuit. The winding S is 
the secondary of an induction coil wherein the pressure of the current is several 
thousand volts. This coil is generally fitted with a magnetic interrupter and 
energized by a 15 to 30 volt storage battery. 

The advantage of this method of excit- 
ing oscillations in the aerial lies in the sim- 
plicity of the connections but there are sev- 
eral objections to its use. The principal 
objection is the fact that the oscillations 
are' rapidly damped out and the waves 
radiated from the aerial will interfere with 
the reception of signals at other stations 
even when not tuned to the frequency of 
this transmitter. The second disadvantage 
is that the insulation of the aerial is sub- 
jected to an abnormal strain caused by the 
high voltage necessary and by the low fre- 
quency current of the induction coil being 
superposed on the radio-frequent oscilla- 
tions. 

The oscillations in the antenna circuit of 
the plain aerial transmitter will be damped 
out less rapidly if fair amounts of induct- 
ance are inserted at the base as at L, Fig. 
97b. Under these conditions, the decrement 
of the oscillations may compare favorably 
with modern methods of excitation. 

Indirect methods of antenna excitation are shown in Figures 106, 107 and 108. The 
principal advantage of these methods of coupling lies in the fact that the closed circuit con- 
denser acts as a reservoir of energy and since the capacity of the condenser in the closed 
oscillation circuit is generally several times that of the capacity of the aerial, it permits the 
closed circuit to use large amounts of power for the same wave length, spark frequency and 







Fig. 106 — Inductively Coupled Transmitter. 
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voltage which results in the production of more powerful oscillation. Then by proper adjust- 
ment of coupling, these oscillations may be transferred to the antenna systems at a certain 
rate and radiated in the form of electro-magnetic waves. 

Inductive coupling of the open and closed oscillation circuits is shown in the 
diagram, Fig. 106. The spark gap S is now placed in the closed oscillation 
circuit, the oscillations generated in the latter are transferred to the antenna 
through the oscillation transformer, L, L-1. 

When the condenser discharges through L, the lines of force cut through I^*, 
setting up in the aerial circuit oscillations of similar frequency provided the aerial 
circuit is carefully tuned to the closed circuit. Winding L is seen to serve the 
double purpose of governing the frequency of the oscillations in the condenser 
circuit and transferring them by magnetic induction to the aerial circuit. 

If L and L^ are closely coupled, the oscillations in the aerial system will be damped out 
rapidly due to a part of the energy being retransferred back to the spark circuit, but if L 
and L^ are loosely coupled (drawn apart) the oscillations in the aerial circuit will be damped 

out less rapidly. We see from this that the 
AERIAL \ I / tuning qualities of the transmitter are 

largely controlled by the coupling of the 
oscillation transformer. It is usual to ad- 
just the coupling to a degree that will give 
oscillations of fairly feeble damping pro- 
vided the flow of the current in the an- 
tenna circuit is not seriously reduced 
thereby. 

Conductive coupling of the closed 
and open oscillation circuits is shown 
in Fig. 107, where an auto transform- 
er is employed to transfer the oscilla- 
tions to the antenna. In this diagram 
the turns from A to B constitute the 
primary winding and the turns from 
C to D, the secondary winding. When 
condensers C-1, C-2, discharge 
through winding P, an alternating 
magnetic field threads through S, 
which follows the primary current. 
Oscillations of radio-frequency are thus induced in the secondary circuits. The 
advantage of this method of coupling lies in the simplicity afforded by the use 
of a single helix for transforming the oscillations. The inductively coupled sys- 
tem, on the other hand, requires a primary and secondary helix with the necessary 
mechanical arrangements for adjust- 
ment of the coupling. There is little 
difference in the degree of efficiency 
obtained by these two methods of 
coupling; but the coupling between 
the closed and open oscillation 
circuits can be more easily adjusted 
by the inductive transformer than 
by the conductive transformer. If 
the earth connection to the helix 
in Fig. 107 is fitted with a contact 
clip, the turns included from C to D 
can be placed at a distance from the 
turns in use between A and B and in 
this manner the coupling between the 



Fig. 107 — Conductively Coupled Transmitter. 
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two circuits can be closely adjusted, but, of course, with greater difficulty than 
in the inductive system. 

In the capacitive coupling shown in Fig. 108, a condenser C-2 is connected 
in series with the aerial system and is also placed between the plates of the 
condenser C-1, which is a part of the closed oscillation circuit Part of the elec- 
trostatic field of C-1 is transferred to C-2 and accordingly oscillations will flow 
in the aerial circuit.* 

The majority of radio stations employ the inductive method of coupling. 
95. The Reaction of Coupled Circuits. — We might expect that when the 
open and closed oscillation circuits of a radio-telegraph transmitter are adjusted 
independently to a frequency corresponding to a wave length of 600 meters and 
afterwards the circuits are coupled for the transference of energy, the radiated 
wave would be of the same length but this may not be the case. Under certain 
conditions of coupling, oscillations of two frequencies occur in the antenna circuit. 

For example, if the closed and open circuits are set for the wave of 600 meters, we may find 
(by means of a wavemeter) two waves being radiated from the aerial, one 630 meters in 
length and the other S70 meters in length, corresponding to two distinct frequencies of oscilla- 
tion. These two frequencies are caused by the reaction of the magnetic field of the open 
circuit upon the closed circuit, and vice versa, that is, the oscillations flowing to and fro 
througr'i the primary circuits induce currents in the secondary circuit and the magnetic field 
of the secondary currents tends to react 

and induce currents in the primary. •■■'■ 

This interchange of energy goes on un- 
til the current in the primary can no 
longer bridge the spark gap when the 
process stops. This interlinkage of the 
lines of force of the two windings causes 
the e£Fective self-induction of the an- 
tenna coil either to increase or decrease 
according to which of the two circuits 
is driving the other, and results in the 
production of two sets of oscillations. 
The resulting oscillations of coupled 
circuits may be shown by the dia- 
gram of Fig. 109, where two groups of 
oscillations in the closed and open cir- 
cuits are represented. It will be noted 
that the oscillations In the closed cir- 
cuit have maximum amplitude when Fig. 109, — Sbowin? Complex OsciliaiiDm In Im- 
those in the open circuit have minimum P^perly Adji.sttJ Transmiiier. 
amplitude, and vice versa. In the sense of a second of time the two sets of oscillations take 
place simultaneously, but in the sense of a fraction of a second they do not reach their 
maximum amplitude simultaneously. 

When the antenna oscillates at two distinct frequencies, two waves of different length are 
set into motion. This is an undesirable condition, (I) because the receiving apparatus gen- 
erally can be tuned only to one of the radiated waves, the energy of the other being lost; 
(2) a needless amount of interference is caused thereby to the operation of other radio 
Itations. 

The true coefficient of coupling between two circuits of this character is determined 
by the following formula: 

M 

where L, and L^ =: self-inductance of the primary and secondary circuits respectively, 

M = coefficient of coupling. 
It is the custom to determine the couplii^ from actual measurement of the radiated 
waves, or 

*TIii> ii cooplini bf electtoitalic inductioD. Direct ox conductlTc clectroauiic Induction at»r 'tio 
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K= 

\'m + X*i 

Where X« = longer wave, 
Xi^ shorter wave. 

Also if X equals the wave length to which the primary and secondary circuits are ad- 

justed independently, then 

X. =X3V 1 + K 

Xi =:X»V 1 — K 

In other words, if the value of the coupling K is known, the two wave lengths can 
be calculated before actual measurement. 

When the primary winding of the oscillation transformer is placed close to the second- 
ary winding, perhaps partially telescoped into it, the set is said to have "tight coupling" or 
'close coupling" but when these two windings are drawn apart the coupling is said to be 
•'loose," 

Now if oscillations of two frequencies flow in an aerial system, and afterward the 
coupling is gradually reduced, the two sets of oscillations gradually merge into oscillations 
of a single frequency and generally with this adjustment, the radiated wave is feebly 
damped or of low decrement ; t. e., it has the damping of the antenna circuit. 

The student should note this carefully: With the plain spark discharger in the closed 
circuit, "close coupling*' of the primary and secondary zmndings generally causes a "broad 
zjuave" to be radiated from the aerial system, while "loose coupling** results in the radiation 
of a "sharp wave" The terms are, of course, merely relative, (See Appendix, Section G.) 
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Fig. 110-^Diagram Showing Changes Necessary to shift from 600 meter to 300 meter Wave. 

96. The Standard Waves of Commercial Wireless Telegraphy.— The rules 
of the International Radio-Telegraphic Convention require the use of two stand- 
ard waves for the dispatch of commercial wireless traffic, namely 300 and 600 
meters. Either of these waves must be employed for calling another station but 
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after communication is established, waves of any length between 300 and 600 
meters may be used. The rules also specify that by special license vessels may 
employ waves in excess of 1600 meters. 

For ordinary marine traffic, naval stations of the United States employ waves 
varying in length from 600 to 1600 meters. High power naval and commercial 
stations use waves varying from 1600 meters to 10,000 meters. The United 
States regulations limit amateur stations to the use oft a 200 meter wave with 
power input of 1 K. W. If the amateur station is located within five miles of a 
naval station their sets are limited to an input of j^ K. W. 

The standard marine radio sets of the Marconi Wireless Telegraph Company 
of America vary in power from % K. W. to 2 K. W. and are designed for three 
waves of 300, 450 and 600 meters length. 

The average ship's aerial in the Marconi service has a fundamental wave length of 325 
meters, capacity of approximately .001 microfarads and inductance of 70,000 centimeters. In 
order that the standard waves of 300 and 600 meters may be radiated, an extra inductance 
must be included at the base for the 600 meter wave and a condenser must be connected in 
series for the 300 meter wave. This coil and condenser are called: (1) the aerial tuning 
inductance ; (2) the short wave condenser. The aerial tuning inductance varies from 
20,000 to 80,000 centimeters inductance and the short wave condenser usually is of fixed 
capacity, approximately .0005 microfarads. The position occupied by these devices in the 
antenna circuit is shown in Fig. 110. The condenser is shunted by a switch S-1 which is 
closed for the 600 meter wave. The tuning inductance L-3 is fitted with a plug contact 
permitting one turn or a fraction of a turn to be inserted in the circuit at A\ 

The method of shifting from one standard wave to the other in a commercial 
set is shown in Fig, 110. Assume the open and closed circuits to be set for the 
600 meter wave: Then if the circuits are to be adjusted for 300 meters, the 
following procedure is involved: 

(1) The variable contact T-1 at the primary winding of the oscillation trans- 
former is set at a lesser value of inductance (as indicated by the dotted 
lines) ; 

(2) Similarly the variable contact of the aerial tuning inductance L-3 ; 

(3) The switch S-1 shunting the short wave condenser is opened. 

If the condenser of the closed circuit exceeds .015 microfarads capacity, its capacity must 
be reduced for the 300 meter wave, to say, .006 microfarads. 

When a condenser is connected in series with an open circuit oscillator, the total 
capacity is affected just as it is when two ordinary condensers are connected in series, 
i. e.. the capacity is reduced and the resulting value will be less than the capacity of the 
smallest condenser in the circuit. We have already shown that the wave length of an 

open circuit oscillator = 38 V LC; hence a decrease of the value of C will decrease the 
length of the radiated wave. 

The equation for the wave length of the open or antenna circuit then becomes: 

59.6 

X = VLC 

K 

Where K = a correction factor the ratio of the capacity of the short wave condenser to that of the 

aerial or 

The table for this ratio — value of K — appears in Section C of the appendix. This section also includes 

Li 
the values of K for the ratio of 

L, ; 

Where Li =: the distributed inductance of the aerial; 

and Lfl = the inductance of the loading coil at the base. (See Par. 92). 

If very large values of concentrated inductance are inserted at the base of the aerial, 
the correction factor may for all practical purposes be ignored. 

97. Fundamental Circuit of a Complete Radio Transmitter. — We have 
shown how alternating current can he obtained from a generator and how it can 
be raised to a pressure of several thousand volts by a step-up transformer. It 
has been explained that this current of high pressure can be stored up temporarily 
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in a condenser and discharged through the closed circuit in the form of radio- 
frequent oscillations, and that these oscillations can be transferred to an aerial 
circuit, where a part of their energy is radiated in the form of an electromagnetic 
wave. We see, then, that the principal parts of a radio-transmitter are: 

(1) The alternating current generator; 

(2) The alternating current step-up transformer; 

(3) The condenser; 

(4) The oscillation transformer; 

(5) The aerial or antenna; 

(6) The short wave condenser; 

(7) The aerial tuning inductance; 

(8) The transmitting key. 

(9) The spark gap. 

The student should now focus his attention on the diagram of Fig. Ill where 
direct current enters the motor at the left of the drawing but eventually at the 
extreme right, an alternating current of radio-frequency flows in the antenna 
circuit. 

A complete transmitting set consists of the following apparatus: 

. (1) A motor generator to convert direct current to alternating current. 

(2) A starting box to regulate the flow of current through the motor armature 
during the starting period. 

(3) Field rheostats to regulate the frequency and the voltage of the generator. 

(4) A step-up transformer to raise the voltage of the alternating current to a 
value in excess of 10,000 volts. 

(5) An ammeter to measure the current flowing through the transformer. 

(6) A voltmeter to measure the voltage at the terminals of the alternator. 

(7) A wattmeter to measure the power input to the transformer. 

(8) A reactance regulator to regulate the flow of current through the primary 
winding of the transformer. 

(9) A telegraph key to permit the current to be interrupted in the form of the 
\ dots and dashes of the Morse code. 

(10) A biattery of condensers for the production of radio-frequent oscillations. 

(11) A spark discharge gap to discharge the energy stored up in the condenser. 

(12) An oscillation transformer to transfer current at radio frequencies from the 
condenser circuit to the aerial circuit. 

(13) An aerial ammeter to determine conditions of resonance between the con- 
denser circuit and the aerial circuit. 

(14) A short wave condenser to decrease the time period of oscillation of the 
antenna circuit 

(15) An aerial tuning inductance to* increase the time period of oscillation of 
the antenna circuit. 

(16) An aerial change-over switch to shift the aerial alternately from the trans- 
mitting apparatus to the receiving apparatus. 

(17) An aerial to radiate energy in the form of electromagnetic waves. 

98. Simple Explanation of the Circuits. — ^A simple explanation of the 
functioning of this apparatus follows: Direct current, at pressure of 110 volts, 
enters the motor armature through the starting box and sets it into rotation. The 
alternator in turn generates alternating current at pressures varying from 110 to 
500 volts according to the design of the machine. 

When the telegraph key is closed, current flows from the generator armature 
through the primary winding of the transformer setting up magnetic lines of 
force which intersect or cut through the secondary winding inducing therein a 
current at pressures varying from 10,000 volts to 25,000 volts. 

Now the voltage and the frequency of the alternating current can be adjusted 
by the generator field rheostat and the motor field rheostat. For example, if re- 
sistance be added at the motor field rheostat, the motor will increase its speed and, 
accordingly, the frequency of the generator will be increased. This will also tend 
to increase the voltage of the generator. If resistance be added at the generator 
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field rheostat, the voltage of the generator armature will be reduced and con- 
versely if the resistance of this rheostat is decreased, the voltage of the generator 
will increase. 

The terminals of the secondary winding of the high voltage transformer are 
connected to the terminals of a battery of condensers where the energy is stored 
up temporarily in the form of electrostatic lines of force. When the limit of 
charge for each alternation of charging current has been reached, the condenser 
will discharge across the spark gap through the primary winding of the oscillation 
transformer, the discharge consisting of a number of radio-frequent oscillations. 
The frequency of the oscillations will decrease if inductance is added at the 
primary winding or increase if the inductance be reduced. An increase or de- 
crease of the capacity of the condenser affects the frequency In the same manner, 
e. g., a reduction of capacity will increase the frequency of the oscillations while 
an increase of capacity will reduce the frequency of the oscillations. 

The oscillations flowing in the closed circuit are transferred to the aerial cir- 
cuit through the oscillation transformer and a portion of the energy is radiated 
from the antenna in the form of electromagnetic waves. In a simple single wire 
aerial system, the wave length of this wave motion will be approximately 4.3 
times the length of the oscillator. The length of the radiated wave in 
fact varies inversely as the frequency of the oscillation. The higher frequencies 
such as 500,000 and 1,000,000 cycles per second correspond to the shorter waves 
600 meters and 300 meters respectively, while lower frequencies of oscil- 
lation from 30,000 to 100,000, for example, correspond to the longer waves from 
10,000 meters down to 3,000 meters. 

If a receiving aerial be erected at a distant station and its natural time period 
of oscillation adjusted to the frequency of the oscillations flowing in the trans- 
mitter aerial, feeble currents will be induced in it which by appropriate devices 
may be heard in the receiving telephone. More clearly, the fluxes of the advancing 
wave will induce currents in the receiving aerial having substantially the fre- 
quency of the oscillations in the transmitting aerial. By appropriate devices 
within the station, these currents can be translated into the language of the sender. 

99. Numerical Values for a Standard Radio Set.— In order to familiarize 
students with the power consumption, the capacity and inductance of the various elements 
in a Marconi transmitting set, the following data is presented. The motor of the 
2 K. W. 500 cycle panel transmitting set takes 4.3 H. P., the generator delivers 2 IC W. 
Current enters the motor armature at 110 volts D. C, but the voltage developed at the 
generator armature is approximgitely 380 volts on open circuit and approximately 120 
volts when the transmitting key is depressed. The frequency of the generator is 500 
cycles (this frequency is now standard). 

The transformer is of the closed core type; the secondary potential is 14,500 volts. 
The capacity of the condenser for the 450 and 600 meter waves is .012 microfarads, but for 
the 300 meter wave it is reduced to .006 microfarads. 

The primary winding of the oscillation transformer has maximum inductance of ap- 
proximately 10,000 centimeters correspondingly lesser values being used for the shorter 
waves. The secondary winding has approximately 30,000 centimeters while the two aerial 
tuning inductance coils have combined inductance of about 80,000 centimeters. The aerial 
ammeter has range 0-25 amperes, the wattmeter, 0-3 kilowatts. 

For the standard J/^ K. "WL set the motor is rated at 1 H. P., the generator at fi K. W, 
The voltage at the transformer is about 15,000 volts and the capacity of the closed circuit 
condenser . .004 microfarads. The inductance of the primary at the wave of 600 meters is 
approximately 25,000 centimeters. Lesser values are, of course, employed for the 300 and 
450 meter waves. The secondary inductance would, of course, be the same as with the 
2 K. W. set 
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100. In General. — ^Although the apparatus of the radio transmitter has 
been described and discussed in a fundamental way, certain important parts of 
the complete set will require more detailed treatment. Principal among these 
are the various types of spark gaps, condensers, oscillation transformers, sig- 
nalling keys, etc., each of which may take one of several designs or may differ 
in their mode of functioning, 

101. Spark Dischargers for Radio-Telegraphy.— The functions of the spark 

gap in a radio-transmitter are: (1) to keep the closed oscillation circuit idle until the con- 
denser is fully charged; (2) to discharge the energy stored up in the condenser in the form 

of radio-frequent oscillations; (3) to 
quench the spark, i, e., to restore the gap 
to its non-conducting state, when the 
energy has once been transferred to the 
antenna. 

The ideal gap would be one of in- 
finite resistance during the charging 
period of the condenser but of zero 
resistance during discharge — a con- 
dition partially realized in the rotary gap but not completely fulfilled. 

The transmitting sets of the Marconi Company employ four general types of 
spark dischargers as listed below: 

(1) Plain spark discharger; 

(2) Non-synchronous rotary discharger; 

(3) Synchronous rotary discharger; 

(4) Quenched spark or multiple plate discharger. 

(a) In its most common form the plain spark discharger is composed of two 
brass^ zinc, or copper rods about J4 or ^ inch in diameter slightly rounded at the 
discharge tips and mounted on an insulated base as in Fig. 112, appropriate 
means being supplied whereby the length of the gap may be carefully and closely 
regulated. By careful adjustment of the condenser capacity, the voltage of the 
generator, and the length of the gap, a single spark discharge for each alternation 
of the charging current can frequently be obtained, but it is somewhat difficult to 



Fig. 112 — Simple Spark Discharger. 
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maintain this state of adjustment ; in fact, in the majority of cases, multiple dis- 
charges are found. 

The chief difficulty with the plain gap is the tendency to form an arc with consequent 
impurity of the oscillation. Various methods liave been devised to prevent the gap arcing 
such as the use of several gaps in series, or the applying of an air blast either at right 
angles to the discharger or through hollow electrodes to the center of the spark discharge. 
The latter method is particularly successful for not only is arcing prevented but a very 
clear spark note is obtained as well. Gaps of this construction are generally used in 
transmitting sets employing 60 cycle current transformers or induction coils as a source 
of high voltage current (See Section G, Appendix.) 

(b) The non-synchronous rotary spark discharger generally consists of a 
circular disc of metal or some insulating material fitted with 8 or 10 metal spark- 
ing points equally spaced about the circumference, the disc being mounted on the 
shaft of a direct current motor with a speed controlling rheostat connected in 
series. The disc revolves between two stationary spark electrodes which can be 
* carefully regulated in respect to the 

revolving electrodes. When the two 
stationary electrodes are connected in 
series with the closed oscillation cir- 
cuit of a transmitter, the spark will 
discharge whenever an electrode of 
the disc comes opposite the station- 
ary electrodes and the pitch of the 
note will vary as the speed of the 
motor. 

The non-synchronous rotary dis- 
charger is usually fitted to 60 
cycle alternating current transmitting 
sets, to produce a spark discharge of 
musical pitch, but it may be employed 
with alternating current transmitters 
of any frequency as well. 
The construction of the »on-synchronoi*s gap is shown in the drawing, Fig. 113, where 
an insulated disc D is mounted on the shaft of the motor M. Equally spaced about the 
periphery are the spark electrodes, E, E, which extend through the disc Two stationary 
electrodes, D', D', are mounted on a base 
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; connected to the condenser and 
inductance as shown. At the moment one 
of the electrodes on the disc conies be- 
tween the stationary electrodes, the spark 
will discharge and owing to the equal 
spacing of the spark points, the spark note 
partakes of a musical pitch. Experiments 
with this gap indicate that the most ef- 
fective results are obtained (with 60 cycle 
current) when the disc is driven at a 
speed that will give from 200 to 300 spark 
discharges per second. The discs are fitted 
with the correct number of spark elec- 
trodes to give a spark of this frequency 
when driven by a motor at speeds varying 
from 1,800 to 2,400 revolutions per minute. 
A modified type of the n on -synchron- 
ous gap is shown in Fig. 114 where ten 
stationary sparking points are mounted on 
two brass sectors. A light contact arm, 
A, B. carrying two spark discharge points 
is attached to the shaft of a high speed 
motor. The advantage of this design is 
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that the spark discharge shifts rapidly from one set of stationary electrodes to the other 
thereby preventing the discharge points from overheating. Other modified types of this 
discharger are in use but they operate on the same fundamental principle. 

The principal advantage of. the non-synchronous discharger is that it produces a 
musical spark tone from a source of low frequency alternating current. As will be seen 
from the diagram of Fig. 115, although the condenser is discharged at a uniform rate, suc- 
cessive discharges are not of constant amplitude. In Fig. 115 the successive maximum 
amplitudes of the charging current are indicated at points a, b, c, d, e, f, g, etc., and the 

instant during the cycle at which the 
C t 6^ ^ spark discharges by the mark X. It is 

easily seen that the spark frequency is 
very much greater than the frequency 
of the charging current, but the suc- 
cessive spark discharges are not of 
constant power; but since they are 
timed uniformly, a semi-musical note 
composed of fundamental tones coupled 
with a number of overtones is pro- 
Fig. 115 — Showing how the Spark Discharge is Super- duced, having a pitch far more pleasing 
posedf on Charging Current.^ ^^ ^^e ear than that obtained by the 

plain discharger. By very careful adjustment of the speed of the rotor, a non-synchronous 
gap can be made to discharge the condenser at points of equal amplitude during successive 
alternations of the charging current This results in a more uniform spark note than that 
obtained by ordinary adjustments. 

(c) For several well defined reasons the synchronous rotary spark discharger 
has found almost universal favor. Contrary to the non-synchronous type, the disc 
is mounted on the shaft of the alternating current generator to permit the dis- 
charge of the condenser to be accurately timed with the alternations of the charg- 
ing current. 

The disc of the synchronous discharger may be either of metal or of some 
insulating material that will withstand the peripheral strain but for mechanical 
reasons, the metal disc i^ preferred. This is firmly keyed to the generator shaft 
but not necessarily insulated* therefrom. The disc always will have discharge 
electrodes of the same number as the field poles of the generator, and if the sta- 
tionary electrodes are arranged so that they can be shifted through a small arc, 
then by careful adjustment a high pitched "screeching" spark note will be secured. 
A note of this characteristic is particularly desirable for copying signals through 
the interference of static discharges at the receiver ; particularly if the frequency 
of the charging current is 500 cycles per second. 

In event that the frequency of the charging current is 500 cycles, the condenser 
will be charged and discharged 1,000 times per second, and the resultant spark 
note will have a musical pitch corresponding thereto. 

The construction of the disc discharger supplied with the 2 K. W. 500 cycle sets of the 
Marconi Company is shown in Fig. 116, where a heavy steel disc carrying 30 copper spark 
electrodes is firmly keyed to the motor generator shaft. The disc is enclosed in a steel 
muffling drum which also acts as a support for the two stationary electrodes A, B, which 
are thoroughly insulated therefrom. In addition, this drum is designed so that it can be 
shifted through an arc of approximately 25° by the adjusting rod R. This adjustment 
permits the most favorable sparking point to be located and results in synchronous dis- 
charges, giving a clear, musical spark note. 

Not only must the correct position of the stationary' electrodes be found for 
successful working, but they must be adjusted to give the shortest possible dis- 
charge gap without the electrodes actually touching. In the Marconi gap, the 
stationary electrodes can be lowered .003 of an inch at a time, and the electrodes 
locked in position to prevent actual contact with the revolving disc. 

The muffling drum is thoroughly ventilated by a set of air scuppers cast on the 
disc which supply a uniform blast of air for cooling the quenched gap of the 
Marconi panel sets as well. 

*The disc of the rotaty gap, in tbe 2 K. W. 500 cycle set of the Marconi Company is connected 
to earth. 
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The necessity for mounting the disc discharger on the shaft of the alternator will be 
at once apparent for if the disc were mounted on an independent motor, any variation in the 
line voltage would cause the "coming together of the electrodes" and the alternations of 
the charging current to fall out of step, but when the disc is mounted on the shaft any 
reduction of the frequency of the charging current will be immediately compensated for 
by the simultaneous reduction of the speed of the disc 

In the diagram of Fig. 116, the moving electrodes (mounted on the disc) are shown at 
1, 2, 3, 4, etc. The spark, for example, passes from stationary electrode A to an electrode 
on the disc, through the disc and out at electrode B. The effective length of the rotary 
discharge gap is much greater than the actual distance between the stationary and revolving 
electrodes would indicate; actually the spark discharge begins long before the electrodes 
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Fig. 116 — 2 K. W. Synchronous Disc Discharger of the American Marconi Company. 



are directly opposite. Hence for favorable working the minimum distance between the 
electrodes should be about .005 inch. This will give a clear spark discharge and will not 
subject the condenser to abnormal strain. 

One great advantage of the synchronous discharger is that it permits the 
handling of very large powers. In fact, the Marconi Company have constructed 
and successfully operated such dischargers at 500 K. W. with marked results. 

An additional advantage of this gap is that it prevents the oscillations in the 
aerial circuit being retransf erred to the closed circuit resulting in more efficient 
radiation; in other words the quenching is reliable. 

The one-half kilowatt sets of the American Marconi Company are fitted with 
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synchronous dischargers which are practically a duplicate of the latter size gaps 
such as furnished with the 2 K. W. sets, 

(d) The construction of the quenched spark discharger is shown in Fig, 117 
where a number of heavy copper plates separated by fiber insulating washers 
micanite, or other insulating material, are placed in an iron rack and compressed 
by means of a pressure bolt. The thickness of the washers is chosen so that the 
space between the sparking surfaces of a single set of plates does not exceed .01 
inch. 

A groove is cut in eadh plate over which the inside edge of the washer rests. 
This prevents the spark discharging at the very edge of the washer which would 



Fie. 117 — Modern Quenched Spark Dlackargcr with Motor Blower. 

soon cause a short circuit. The insulating washers are specially treated so that 
the discharge surface is airtight. This not only aids in quenching out the primary 
oscillations, but gives a noiseless discharge as well. 

It will be noted from the photograph, that the gap is cooled by a small motor-driven 
blower mounted on the base which forces a draught of air through the base of the rack 
against the cooling flanges of the plates. 

Since the quenched discharger had been found to be effective with comparatively low 
voltages, the potential of the transformer secondary rarely exceeds 15,000 volts, pressures 
as low as 6,000 volts being frequently employed. Approximately 1,200 volts are required 
for each gap and the number that will be used in any case depends upon the voltage of the 
transformer. 

The great advantage of the quenched gap lies in its atrility to prevent the energy of 
the oscillations induced in the aerial circuit being retransferred to the condenser circuit, 
even when the oscillation transformer is closely coupled. Therefore the antenna oscillates 
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at single fundamental frequency and will radiate a single wave. The ideal spark gap 
is one which permits the closed circuit to oscillate for a period of just sufficient length to 
build up the oscillations in the aerial circuit to their maximum amplitude. Then the 
oscillations in the condenser circuit should cease permitting the antenna to continue in 
oscillation until its energy is dissipated. 

If the coupling between the open and closed circuits is sufficiently loose, quenching of 
the primary oscillations will be obtained with practically any type of gap but the advantage 
of this particular type lies in the fact that quendiing is secured with very close coupling, 
which gives increased values of antenna current The precise action taking place in a 
transmitter employing a quenching gap can be shown as in Fig. 118 where a group of 
oscillations in the open and closed circuits of a transmitter appear. It will be seen that 
the closed circuit oscillates for a very brief period, or until the oscillations in the aerial 
circuit reach their maximum amplitude after which the oscillations in the closed circuit 
win be "quenched" out 

Summarizing the foregoing, it will be seen that the quenched gap offers sev- 
eral advantages, if used in properly designed and tuned circuits: 

(1) It is noiseless in operation; 

(2) Has no moving parts; 

(3) Permits the use of low voltage transformers; 

(4) Gives 83mchronous discharges (when prc^erly adjusted); 

(5) Gives very large values of antenna current because of closer coi4>ling. 
The quenched discharger has not been found satisfactory for very high powers 

and in such installations some form of the Marconi disc discharger is employed. 

102. Adjustment of the Spark Note. — It is highly important that the 

spark gap of any radio transmitter be ad- 
justed to give a uniform discharge, having, 
if possible, a musical pitch. A uniform 
spark discharge not only permits the sig- 
nals to be more easily deciphered at the re- 
ceiving station through atmospheric or 
static discharges, but also permits better 
formation of the characters of the tele- 
graph code on the part of the sending oper- 
ator. In addition, the pitch of the note has 
a marked effect on the response of the re- 
ceiver telephone diaphragm, there being a 
critical spark frequency for maximum re- 
sponse with different types of telephones. 
In the case of the plain spark discharger, 
the pitch of the note while governed 
primarily by the frequency of the alter- 
nator, is also dependent upon other factors 
such as, 

(1) The length of the gap; 

(2) The voltage of the generator; 

(3) The capacity of the condenser; 

(4) The design of the spark electrodes; 

(5) The nature of the surrounding medium 
whether gas or air. 

Now the capacity of the condenser in 
the usual radio set is a fixed quantity, 
hence, the correct note for this gap is found 
by increasing or decreasing the length of 
the discharge gap or by adjustment of the 
transformer voltage. 

Blunt discharge electrodes give an ir- 
regular spark note whereas sharp pointed 
electrodes give a high pitched note, but they 
generally diminish the amplitude of the 
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Fig. IIS—Showing the Oscillations in Oosed and 0p«n 
Circuits of a Properly Adjusted Transmitter. 



oscillation. A compromise between all these conditions is usually effected. 

The correct spark tone for the rotary gap is obtained by adjusting the position of the 
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stationary electrodes until synchronous discharges are obt^ed, and also by resulating the 
length of the gap and the voltage of the transformer. 

The note of the quenched gap is adjusted by variation of the number of gaps or by regu- 
lation of the generator voltage. By proper adjustment, synchronous discharges are readily 
obtained as will be evidenced by the uniformity of the note. (See Appendix, Section G.) 

103. Oscillation Transformers. — The functions performed by the oscilla- 
tion transformer of a radio-transmitter may be simimed up as follows: 

(1) Transfers energy from the closed circuit to the open circuit; 

(2) Permits the wave length of either circuit to be increased or decreased (by 

variation of the self inductance of either coil) ; 

(3) Permits some adjustment of the damping of the oscillationB flowing in the 

aerial system. 
The degree of coupling between the primary and secondary circuits of an 
oscillation transformer can be altered in three ways: 

(1) By drawing the windings apart mechanic^y; 

(2) By variation of the self inductance of either winding; 

(3) By turning one winding at a right angle to the other. 

All three methods are in use. The oscillation transformer used in the 2 K. W. 240 



Fig. 120— Shoving the Effect of Turn- 

■Df Secondarr at RiEht Angle* 

to Pcioafir. 

cycle sets and the 60 cycle sets of the 
Marconi Company is shown in Fig. 
119. The primary winding has eight 
tuins of copper tubing approximately 
15 inches in diameter, spaced 1 inch 
apart, the tubing being about ^ inch 
in diameter. The adjacent turns of 
the primary winding are well insu- 
lated by means of specially designed 
porcelain insulators. The secondary is 
made up of heavy stranded insulated 
copper cable wound on a hard rubber 
spool. Since the inductance of the secondary is fixed, variation of the fre- 
quency of the oscillations is secured by adjustment of the aerial tuning inductance. 
The secondary winding is mounted so that it can be turned at a complete right 
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angle to the pritnary or at any required intermediate position, which pennits close 
regulation of the transformer coupling. The effect of tilting the secondary at a 
right angle to the primary is shown in Fig. 120 where the coupling is practically 
zero. It will be seen that the lines of force of the primary are parallel with the 
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turns of the secondary and therefore no induc- 
tion takes place in the secondary but in the posi- 
tion, Fig. 121, the lines of force cut the secondary 
turns at a right angle and the coupling is maxi- 

In all transmitting sets it is advantage- 
ous to have the inductance of the primary 
or the secondary winding continuously va- 
riable, i. e., the construction must be such that 
the entire inductance can be gone over inch by 
inch with a sliding contact. An oscillation trans- 
former of this type is shown in Fig. 122. The primary and secondary windings 
consist of a spiral of copper ribbon placed edgewise on an insulating disc. The 
handle is fitted with a sliding contact which permits any amount of inductance to 
be inserted in the circuit, inch by inch. The same handle that varies the induct- 
ance is used to draw the primary and 
the secondary windings apart, thus 
varying the coupling. 

In a certain foreign radio system, an 
inductance element known as a variometer 
inductance is employed to change the de- 
gree of coupling between the closed and 
open circuits of radio- frequency. Briefly, 
it consists of the windings A and B, Fig. 
123, comprising two coils which can be 
magnetically opposed to each other. The 
coils are connected in series and when di- 
rectly opposite the inductance is at a mini- 
mum value, but when B is drawn away 
from A the inductance gradually increases, 
maximum inductance being obtained when 
they are drawn completely apart. 

If the variometer is connected in the 
aerial system as in Fig. 124, and its self- 
inductance gradually incressed, the mutual 
induction between the open and closed 

circuits will be increased and therefore the Fie- 123— Showing Fondimentil PHndpIc of the V«rJo- 
coupling. 

To be efficient and to have a minimum resistance, variometers must be wound with 
stranded copper cable made of a great number of small strands each of which is insulated 
from neighborii^ ones. A stranded cable made in this way is called "Litzendraht" which 
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affords a conductor of nuucimum con- 
ductivity for high frequency currents. 

Osdllatioa transformers may have 
fixed values of inductance for both the 
primary and secondary windings OS in 
Fig. 125. In •ne type, the primary has 
a single turn of copper cable wound 
around 6 or 8 turns of smaller cable, 
constituting the secondary winding. 
The coupling is rather loose — about 8 
per cent, for the average aerial. The 
necessary changes of wave length are 
obtained by variation of the capacity of 
the condenser in the closed circuit and 
the inductance of the aerial circuit 

104. Aerial Tunine Inductance. 
— The aerial inductance coil may be 
of the continuously variable type 
having a sliding contact which 
bears on an edgewise copper strip 



as in Fig. 126, or of the round barrel type made of stranded copper cable 




Flj. 12S — Square Coll Type O»eill»aon Tranifotmer. 

as in Fig. 127. The inductance of 
the latter type is altered by means 
of a plug contact. It is, of course, 
essential that adjacent turns be well 
insulated from one another and 
separated so that there will be no 
sparking between them. Also the 
coil must be mounted on an insu- 
lated base or on specially devised 
insulators to prevent the high volt- 
age current leakir^ to nearby con- 
ductors, or conducting material. 

105. The Short Wave Con- 
denser. — One form of this con- 
denser as constructed by the Mar- 
coni Company, has four-glass plates 
15 by 15 inches covered with tinfoil 

12 by 12 inches. Each plate has a y^, 126— CoDtlnuouily VarlaUe AetUl Taoint Inductance. 
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capacity of approximately .002 mfds. and since four are connected in series, the 

resulting value is .0005 mfds. 

A very recent type of short wave condenser manufactured by the Marconi Company ij 
shown in Fig. 128. Four copper plated 
glass jars are mounted on a metal rack 
and connected together as follows: Con- 
nection is made from the binding post £ 
of the left hand inside jar A to the aerial 
system. The outer coating of jar A rests 
on the inside coating of the jar B. The 
outside coating of jar B makes contact 
with the outside coating of the jar D 
through the metal rack. The circuit con- 
tinues on from that point in just the re- 
verse direction, to that cited in the 6rst 
case, finally ending at the binding post of 

^. la7-D™I Type A.riJ Tuolng Ind«ci«.«. j^^ ^■. T^'^^"^ J«" =" *'],"s connected 

m series and have combmed capacity of 
.0005 mfds. The short wave condenser may be connected in series with either the aerial 
wires or the earth lead, 

106, High Potential CondenserB, — The Leyden jar type of condenser has 
been described in paragraph 84. The assembly of the flat plate condenser is 
shown in Fig. 129 where three banks of condenser plates are connected in series. 
The student should note from this diagram how the connecting tabs are brought 
out from the sheets of tinfoil and the manner in which the plates are stacked up. 
It will be seen from the detail that a 

left hand tab plate is stacked up 
against a right hand tab plate and so 
on until the required capacity is ob- 
tained. When one group is com- 
plete, the entire unit is bound with 
canvas tape and immersed in a tank 
of oil. 

The tinfoil is first attached to the 
condenser plates by means of a good 
grade of fish glue after which it is al- 
lowed to dry. The plate is then coated 
with shellac or hot paraffin and after dry- 
ing again is ready for use. 

Owing to the general inconvenient 
of assembling, an oil condenser of this 
type and the bother of replacing a broken 
plate, in case of breakdown, it is grad- 
ually being eliminated from ship sets. In 
case of accident, the copper plated Ley- 
den jar affords a distinct advantage be- Pfe- 128— Short Wive Condenser Americ»n M»«oni 
cause a broken jar can be replaced within Company. 

a few minutes. In event the charging current exceeds 15.000 volts a series parallel connec- 
tion of condenser plates is required. This connection divides the voltage between the two 
banks and thereby reduces the strain on the dielectric. 

Compressed air condensers are in use but the expense of construction does not warrant 
their general adoption. Briefly, the construction is as follows: A number of interleaved 
steel plates are enclosed in a cylindrical tank, one set of plates being insulated from the 
structure. The tank is pumped to pressure of 250 pounds air pressure which has sufficieni 
dielectric strength to withstand potentials of 25,000 volts. The dielectric losses in a con- 
denser of this type are, of course, zero and a permanent rupture of the dielectric medium 
is not possible. The tanks are very cumbersome and some diJficulty is experienced in 
keeping them air tight 

107. High Frequency "Choking" Coils. —During the chaise and discharge 
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^. 129 — Auemblr of the Oil FUle Candduer, 

. of the condenser of the closed circuit, a back pressure is e:terted on the secondary winding 
of the high voltage transformer. Although the impedance of the spark gap circuit is so low 
compared to that of the secondary winding of the transformer that the spark leaps the gap 
in preference, the discharge of the condenser may cause sufficient difference of potential 

between the turns of the 
secondary units of the 
transformer to puncture the 
insulation and short circuit 
adjacent layers. Possible 
punctures from this source 
may be obviated by means 
of "choking" coils of rela- 
tively high self inductance 
connected between the 
transformer and the con- 
denser as shown at N^ and 
N», Fig. 130. These coils 
consist of a few turns of fine 
wire wound in the form of 
a spiral, or in a single layer 
on a porcelain, glass or hard 
rubber tube. They offer but 
little impedance to the low 
frequency current flowing 
from the secondary winding 
- Tit- 129s— Usrcooi GUm Plitc Condeiucr of the transformer, but they 
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grestly impede the radio-frequency osdlladoDs. Hence the secondary windbg is protected 
from injury. 

108. High Voltage Transformers. — The construction of the open and 
closed core types of transformers of the Marconi Company is shown in Figs. 131 
and 132. 

The primary coil of the open core transformer is wound on a core consisting of 
a bundle of fine iron wires bound in circular form. The core is covered with 





. Fig. IJO— High Freqneacr Choklns Colli. 



several laj-ers of insulating tape followed by two or three layers of rather coarse 
copper wire, such as No. 10 or No. 12 S. C. C. The entire primary is then in- 
serted in an insulating tube. The secondary, winding is composed of several sec- 
tions, each consisting of a number of thin pancakes wound with rather fine wire, 
such as No. 26 to No. 32. 

Dry insulation is employed and in the larger sizes a blast of air is blown 
through the primary core to keep the transformer cool. The open core transform- 
ers are designed for primary 
potentials from 110 to 500 
vohs and for frequencies from 
60 to 500 cycles. The sec- 
ondary potential rarely ex- 
ceeds 15,000 volts. 

The transformer shown in 
Fig. 131 is one of the open- 
core type supplied with the 
2 K. W. transmitters of the 
American Marconi Company. 
The primary core and wind- 
ing are inserted in a Micarta 
insulating tube, but the sec- 
ondary turns are split into 
groups, each consisting of 
several small pancakes of fiije 
' ^ire- connected in series. The 
secondary turns are Covered 
by an insulating tube which 
is thoroughly clamped id 
.'place. A safety spark gaf; 
mounted on the", top of ,tR« 
transformer case has a third 
J .electrode, which is connected 
to earth. The primary termi- 
nals are underneath the base 
and the secondary terminals 
ng. in— a s. w. soo q^ ov«» Cmc Tmutoima. are mounted on the top. 
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Fig, 132 shows the construction of the dosed core transformers. The core 
is rectangular and made up of thin sheets of iron which are insulated from one 
another. The primary and secondary windings are mounted one over the other 
on the middle leg. The entire transformer is immersed in a semi-liquid grease, 
which softens at about 115 degrees Fahrenheit. 

The closed core trans- 
former is now supplied with 
all Marconi sets. It has the 
advantage of efficiency, and 
cheapness of construction, 
and requires but a small 
amount of space for erec- 
tion. 

A safety gap is provided 
to protect the secondary 
winding in case, the rotary 
gap is thrown out of 
synchronism with the 
charging current. In event 
of such happening, the 
spark will discharge across 
the gap and also to earth 
through a third electrode 
(the metallic cone-shaped 
projection on the case). 
The transformer case is 
connected to earth. If the 
transformer is to be taken 
Fi*. i32-ShowCn^__o««trnction_of 2 K. w. Oo^d apart to replace the wind- 

ings, in cold climates, the 
case must be heated to melt the grease. 

It is important that some part of the low frequency circuit of a radio-transmitter have a 
certain amount of magnetic leakage when the transmitting key is pressed, for it will be 
self-evident from the foregoing diagrams that when the spark discharges across the spark 
gap, the secondary winding of the transformer is practically on short circuit. The ordinary 
closed core transformer will under these conditions draw an excess of current with conse- 
quent danger of burning It out 11 
the transformer is provided with a mag- 
netic leakage gap such as the air gap 
A in the transformer core. Fig. 133, Ae 
self-inductance of the primary winding 
will remain practically constant. Even 
on direct short circuit of the secondary, 
the transformer fitted with magnetic 
leakage gap will not bum out, and 
hence is particularly suitable for the 
excitation of radio-transmitters. In the 
Marconi sets, the requisite amount of 

magnetic (eakage takes place at the generator, the armature being constructed to have very 
high values of self-inductanoe. 

The 2 K. W. 500 cycle transformers furnished with the Marconi panel trans- 
formers require no external reactance coil except when the set transmits at the 
wave length of 300 metres. To reduce the power for the reduced condenser 
capacity at this wave length, a small fixed reactance coil is connected in series 
with the primary winding. 




Fig. 133— aoMd Con 
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Fig. 134 — ^Primary Reactance Coil. 



If the primary power is to be reduced by steps a reactance regulator i& required 
with any type of set. 

109. Reactance Regulatom. — ^The flow of current through an altematinrg 
current transformer is preferably 

regulated by a "choking" coil of 
high self-inductance rather than by 
a variable resistance. These coils, 
which are termed choking coils or 
reactance regulators, generally con- 
sist of a few turns of heavy insu- 
lated copper wire wound over an 
iron core. 

Two types are shown in Figs. 134 and 
135. When an alternating current 
passes through the coil, the correspond- 
ing magnetic lines of force rise and fall 
with the current, but the collapse of the 
field sets up a counter E. M. F. which 
acts as an effective resistance. The flow 
of current can be varied by a multi- 
point switch as in Fig. 134, or by draw- 
ing the iron core in and out of the windings as in Fig. 135. In the design of Fig. 135 a "U" 
shaped iron core is inserted in two windings connected in series. The self-induction of the 
coil is varied by moving the core in and out the windings. 

Certain types of high potential transformers are designed for direct connection to the 
power mains, and therefore they do not require a reactance regulator. 

110. Aerial Changeover Switch. — ^The object of the aerial switch is to 
connect the aerial alternately from the transmitting to the receiving apparatus. 
Because of the potentials of the transmitting apparatus, the receiving apparatus 

^^^ must be completely disconnected from 

11181 the transmitting aerial by a switch 

™ with a break of at least 6 inches in: 

^_^^^^ length. 

An aerial switch of recent design, the 
tjrpe S. H. switch of the Marconi Company 
is indicated in Fig. 136 with the necessary- 
diagram of connections for a commercial 
radio installation. When the handle of the 
switch is thrown upward, the apparatus is 
connected for receiving, but in the down- 
ward position the transmitting apparatus 

,^. .,.. TT o, , « ^ ., functions. The switch controls several 

Fig. 135-U Shaped RcacUncc Coil. ^^j^^^ important circuits as well as the 

aerial circuit connection. Thus when the switch is thrown to the transmitting position, 

(1) Contacts A, B, close the D. C. circuit to the generator field; 

(2) Contacts C, D, close the circuit to the automatic motor starter or to a motor 

driven blower; 

(3) Contacts E, F, close the circuit to the primary winding of the power trans- 

former; 

(4) The spring contacts R» R, spring together and connect the transmitting 

apparatus to the aerial system. 

(5) The circuit to the primary winding of the receiving tuner is broken between 

G and K; 
(5) Contacts L and M place the detector on short circuit; 
(7) Contacts N and O short circuit the telephones. 

The reverse connections and disconnections, of course, take place when the switch is 
thrown to the receiving position. 
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Rg. 136 — Connectloni of a Modern Aerial ChutgeOTer Switch. 
It will be evident from the fDresoiog that during the sending period at a ^ven statioii, the 
receiving tuner is thoroi^hly disconnected from the antenna and during the receiving 
period the circuit to the field winding of the generator is interrupted because otherwise 
the current flowing to the meters wilt induce interferii^ currents in the receiver which 
may swamp out the radio signals from a far distant statiotL Other types of aerial 
chuige-over switches are described in Part IX, 

UI. Transmitting Keys.— The sig- 
nalling keys for radio telegraphy are 
of heavier construction than those used 
in landline telegraphy because they are 
required to interrupt large values of cur- 
rent. It is found possible to break cur- 
rent up to 35 amperes by a hand 
manipulated key, but for current in ex- 
cess of this value, a magnetically operated 
relay type of key is employed. 

One type manufactured by the Mar- 
coni Company appears in Fig, 137. 
, . Earlier types had platinum points for 

breaking the current, but silver contacts of increased area have proven a satis- 
factory substitute. 

The circuit of an electromagnetic 
key is shown in Fig, 138. A pair of 
magnets M, M* are wound to approxi- 
mately ISO ohms resistance and con- 
nected to 11& volts D. C through a 
small W. U. sending key. Extra large 
contacts A, B are mounted on the arma- 
ture and stationary posts which may 
break 50 or 60 amperes without ardng. 
Another type has a solenoid windii^ 
with a plunger extending into a box of 
oiL The contacts make and break the 
drcuit under oil, reducing arcing to a 



Tig. 137— A HtDil Hinipnlated Telegraph Key. 




In certain high power stations spe- iiOVOUD. 
dally constructed electromagnetic keys TwittfORMW 

interrupt the drcuit from the secondary ^- "»— Clrndta of Hagnetle Ker. 

winding of the transformer instead of the primary. 500 kilowatts can be broken in thia 
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AERIALS OR ANTENNAE 

112. Function of the Aerial. 113. Determination of the 
Wave Length From the Dimensions of an Aerial. 
114. Fundamental Considerations. 115. Various Types of 
Aerials. 116. Directional Aerials. 117. Standard Mar- 
coni Aerial. 118. The Deck Insulator. 119. Installa- 
tion OF the Aerial. 120. Earth Connection. 121. Radia- 
tion. 122. Antenna Decrement. 123. Transmission 
Range. 

1 12. Function of the Aerial.— The function of the aerial or antennae of any 
given radio station is two- fold : 

(1) To radiate energy in the form of electromagnetic waves; 

(2) To absorb part of the energy radiated by the distant transmitter. 

The stations employing two aerials, one for transmitting and one for re- 
ceiving are few in number ; in fact, the great majority of wireless stations employ 
a single antenna for both purposes, which in its simplest form consists of a wire 
of silicon bronze, copper or aluminum supported vertically by an insulator from 
a mast or tower. The aerials for present day ship use consist of 2, 3 or 4 wires 
connected in parallel with adjacent conductors placed from 2^ to 3j^ feet apart. 

Not all aerials, however, are supported vertically; the great majority have a 
Hat top portion which extends horizontally to a distance varying from 40 to 6,000 
feet, the length depending upon the use to which the aerial is to be put or to the 
power of the station. 

Experimentation and reasoning show that the various types of aerials do not 
radiate with equal intensity in all directions. A certain type, for instance, has a 
distinctly directive characteristic and will radiate its energy more strongly in a 
given direction. Still another type confines the greater part of its radiation to 
two opposite directions. Not only does the factor of radiation require to be 
taken into account but added to this are the tuning qualities of the radiated wave, 
which are somewhat affected by the design of the aerial. It is, therefore, well to 
review at once the factors governing the type of aerial adopted in any particular 
case. 

Chief among the controlling factors are : 

(1) The space available for erection; 

(2) The total expense of installation; 

(3) The radiating properties; 

(4) The desired characteristic of the radiated wave (whether "sharp,** ''broad'* 
or "directional").. 

Without regard to the foregoing considerations, the dimensions of an aerial 
are governed : 

(1) By the length of the wave to be radiated; 

(2) By the space available for erection. 

As we have shown, an aerial possesses both distributed capacity and induct- 
ance which combined give it a defined period of oscillation when a charge of 
electricity is applied to it. These oscillations will set up a wave motion the 
length of which is related to the capacity and inductance of the system in the 
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following manner: If the capacity (C) be measured in farads and th e indu ctance 

(L) in henries, the length of the wave will be equal to 4 X V X V LC, where 
V = the velocity of electric waves in ether (300,000,000 meters per second). 

Now the length of the radiated wave can be increased by connecting a coil of 
wire (^aerial tuning inductance) at the base of the aerial, or decreased by con- 
necting a condenser in series at theJ?ase, but there are certain limitations in either 
direction as will be presently explained. Moreover with concentrated inductance 
at the base of the aerial we can no longer use the simple formula above for de- 
termining the length of the wave which must now be modified to read, wave 

2r 

length = — XV X V LC, where K is a certain correction factor the ratio of 

K 
the inductance of the coil to the total inductance of the aerial. 

Experiment indicates that it is not advisable to load an aerial with inductance to radiate a 
wave more than four times the natural wave length, because the insertion of greater amounts 

will reduce the flow 
of current considerably 
and thereby reduce the 
range of the trans- 
mitter. In fact, the 
maximum transmitting 
range is obtained in 
every case, when the 
aerial radiates at a 
wave length near to its 
fundamental wave. The 
use of localized induc- 
tance decreases its de- 
crement, but does not 
add to the energy of the 
oscillations. Hence, 
large amounts of load- 




Fig. 139— Vertical or Fan Aerial. 



ing inductance are, in transmitter aerials, to be avoided. The addition of inductance in the 
antenna circuit up to a certain point is favorable to the tuning qualities of the radiated wave, 
but beyond this point, unless the capacity of the aerial be increased, the flow or current will 
be reduced considerably. 

A small amount of inductance is, of course, inserted at the base of the aerial to act as 
the secondary xvinding of the oscillation transformer, but, generally, it need not exceed 
10,000 to 15,000 centimeters. In all cases, the length of an aerial is governed principally 
by the length of the wave to be radiated, but to permit the insertion of the secondary 
inductance, the dimensions should be such that its natutfil wave length will be less than 
the length of the radiated wave. 

It is easily seen that if the length of the aerial be increased, both the inductance 
and capacity will be increased and the radiated wave accordingly. Hence, if the 
aerial is found after erection to be too long for the required wave, either the 
length of the aerial can be reduced or the length of the wave can be artificially 
reduced by means of a series condenser. Increased flow of antenna current will be 
obtained in any case if an aerial is selected, the dimensions of which will permit 
the required wave to be obtained without the series condenser, but aboard ship an 
aerial of the correct dimensions cannot always be obtained ; in fact, a short wave 
condenser is generally used for the 300 meter wave and a small amount of induct- 
ance for the 600 meter wave, 

113. Determination of the Wave Length from the Dimensions of an Aerial. 

— ^The fundamental or natural wave length of an aerial can be computed directly from the 
dimensions, the most notable contributions to the determination having been made by Prof. 
G. W. Howe* and Dr. L; Cohen; but generally these formulae arc too complicated for the 
practical worker; hence, the following approximate method may be used. First, it may be 

^gTw. Howe, Wireless World, Dec., 1914, Jan., 1915. 
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Fig. 140->UmbrelU Type Aerial. 



mentioned that the natural wave length of a four-wire horitontal aerial witli the wires spaced 
about 254 feet apart will be approximately 4.4 to 4.8 times the total length of the aerial, that is, 

the length from the extreme end down to 
the apparatus at the station house. This 
factor is, of course, extremely approxi- 
mate, for it does not take into account the 
presence of nearby conductors, such as 
chimneys, metal roofs, mast guys, trees, 
etc., some of which have the effect of in- 
creasing the capacity of the system. 

For an aerial system comprising, let us 
say, four wires spaced 2^ feet apart, the 
natural wave length is not much greater 
than that of a two- wire aerial with equiva- 
lent spacing, because although the addition 
of wires increases the capacity slightly, it 
also decreases the total inductance of the 
system, and generally these two factors 
nearly offset each other. Thus, in a given 
instance, a two-wire aerial with wires 
spaced 8 feet apart had a natural wave 
length of 325 meters, and the addition of 
two wires (inserted between) merely in- 
creased the wave length to 345 meters. 
If the wires of an aerial are widely 
spaced apart, the capacity is greatly increased, and the total inductance somewhat increased, 
due to the diminishing of the mutual inductance between adjacent wires. But the increase 
of capacity exceeds the decrease of inductance, and the natural wave length will therefore 
be increased considerably. In practice, it is the custom to space the wires so they will be 
mutually inductive, the distance between adjacent wires not exceeding three feet. 

114. Fundamental Considerations. — In the design of a wireless aerial the 
important points to be considered are: 

(1) The aerial wires must possess great tensile strength and be of good 

conductivity; 
(2)^ There should be several parallel wires; 

(3) Adjacent wires should be spaced 2 to 3 feet; 

(4) The wires must, be thoroughly insulated at all points of support; 

(5) If possible, the aerial should be erected in a clear space and at least a 
half-wave length from all metallic structures. 

The matter of antenna insulation is extremely important ; the antenna insula- 
tors should not only possess^high specific resistance, but they should also be of 
considerable length to prevent the high voltage current discharging over them to 
some nearby metallic conductor. Particular care must be taken to insulate the free 
end of an aerial because, owing to the fact that the voltage and current are not 
uniformly distributed in vertical aerials, a very much greater potential exists at 
the top than at the base. This non-uniform distribution exists to some extent in 
all types of aerials, but is less manifest in the flat top aerials than in vertical types. 
Hence any conductors at the top or the free end of the aerial that would tend to 
start leakage of the high voltage current should be widely separated and thor- 
oughly insulated from the aerial wires. 

115. Various Types of Aerials. — Four general types of aerials are in use: 
(1) The vertical or fan aerial; 
'2) The umbrella aerial; 
3) The inverted 'T." flat top aerial; 

(4) The "T'' aerial. 

fa). The vertical aerial shown in Fig. 139 consists of a fan or harp of copper 
or silicon bronze wires held vertically into space by a wooden mast, a steel tower 
or any convenient structure of sufficient height. The wires of the harp may or 
may not be joined at the top. All wires, however, must converge at the lower end 
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where they enter the station house and are connected to the apparatus. The free 
end of the vertical aerial must be well insulated to prevent direct leakage to the 
supporting halyards or stays, and at the lower end the wires must be stayed to 
take the strain off the station house roof insulator. 

Although the ver- 
tical aerial is ac- 
knowledged to be 
the best radiator 
of electromagnetic 
waves practically 
equal results can be 
obtained from a flat 
top aerial (of 
increased d imen- 
sions) with a less 
expensive supporting 

Fig. 141— Inverted "L" Flat Top Aerial. StrUCtUre. Irrespec- 

. tive of the degree of 

(efficiency obtained, a vertical aerial could not possibly be used aboard vessels on 
account of the derrick booms, mast guys and smoke funnels which take up the 
5pace that would be required for erection. 

(b). The umbrella aerial shown in Fig. 140 receives its name from its general 
:shape and similarity to an umbrella. It will be noted in this diagram that a number 
•of wires spread radially in several directions from a common center at the top of 
the mast, and that a wire extends therefrom to the apparatus in the station house. 
The ribs of the umbrella generally are about two-thirds the length of the mast, but 
the guying out wires must be six to seven times the length of the vertical part. 

Although it has been found to be of some value for portable military sets, the 
umbrella aerial is scarcely employed in commercial working except in certain high 
power stations designed and erected by German engineers. 

(c). The inverted "V flat top aerial of Fig. 141 is almost universally em- 
ployed for ship service. It consists of a number of parallel wires stretched between 
two masts and attached on either end to wooden or metal spreaders, which are 
thoroughly insulated from the supporting halyards. The horizontal wires A to B 
are called the "flat top portion'' and the vertical wires, the ''lead-ins/* 

The lead-in wires, which should have equal conductivity to the wires in the 
flat top, are attached to one end of the horizontal wires, then passed through a deck 
insulator and finally connected to the apparatus within the station. The flat tops 
of the ships under control of the Marconi Wireless Telegraph Company of America 
vary from 75 to 250 feet in length and the lead-ins from 70 to 150 feet. 

If the lead-ins are attached to the center of the flat top, as in Fig. 142, the aerial 
is said to be of the 'T^' type. 

Either "T** or ''L" aerials are almost universally employed on vessels, princi- 
pally because they are more convenient to install. Those in the Marconi service 
have 2, 4 or 6 wires; the majority, however, have four wires spaced from 2}i 
to 3j4 feet. 

The fundamental wave length of the "V aerial is invariably less than that of 
the inverted "TJ* type of the same dimensions. When the lead-ins of a given aerial 
are removed from the end of the flat top and attached to the center, the total in- 
ductance will be less than with the previous connection, and since by this change, 
the capacity of the system remains practically unchanged, the length of the radiated 
wave will be less than in the case of the "L** aerial. This is easily understood if 
viewed in the following manner : Beginning at the point where the lead-ins are at- 
tached, the two ends of the flat top may be considered as two aerials in parallel, 
ind, as is well known, the inductance of two parallel conductors is less than that 
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of either taken separately ; therefore, the total inductance of the antenna will be 
reduced and the radiated wave accordingly. 

To illustrate the point : A four-wire inverted L type of aerial, 100 feet in length, 60 feet 
in height, has capacity of .0004 microfarads, and inductance of 62,000 centimeters. A ''T" 
aerial of the same dimensions has capacity of .0004 microfarads, and inductance of 37,000 

centimeters. Keeping in mind the simple formula (X = 38 x VLC) for computing the wave 
length of a radiative oscillator, the change in wave length brought about by this connection 
is easily determined. The wave length of the "L" aerial will be approximately 188 meters 
and of the "T" aerial, approximately 145 meters. 

Since the standard transmitters of the Marconi Company are designed for the 
use of the 300, 450 and 600 meter wave, the precaution must be taken to select 
an aerial of such dimensions that a moderate degree of efficiency will be obtained 

on the two shorter 
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Fig. 142— *T" Flat Top Aerial. 



waves and the maxi- 
mum degree of effi- 
ciency at the longer 
wave; that is, we 
must provide an aer- 
ial that will give the 
highest possible aer- 
ial current for each 
of the three standard 
waves. An aerial 
having a fundamen- 
tal wave length ap- 
proximating 325 me- 
ters gives good values of antenna current at the 450 meter and 600 meter adjust- 
ment, and a fair value at the 300 meter wave adjustment, but an aerial of correct 
dimensions for this fundamental wave length obviously cannot always be erected. 

On certain large vessels, the distance 
between masts is so great that if the 
wires were suspended the total length 
between them, a series condenser would 
be required for the 600 meter wave. Be- 
cause the wave length of an aerial can 
never be reduced by a series condenser 
to less than one-half its natural length, 
the 300 meter wave could not be obtained 
in a case of this kind, and it would there- 
fore become necessary to cut off a por- 
tion of the horizontal wires, to keep the 
radiated wave within limits. It is usual 
in such cases to stretch the wires from 
mast to mast and insert an insulator 
about 50 to 100 feet from one end or at 
such distance as will permit the required ^ 
length of wave to be obtained. On the 
other hand, the aerials of small vessels, 
such as tugboats, etc., have to be loaded 
with large amounts of inductance to ob- 
tain the 600 meter wave. On such ves- 
sels the aerial is frequently made up of 
eight wires in order to obtain the maxi- 
mum possible capacity. 

With few exceptions, ships* aerials 
in the Marconi Service require a short 
wave series condenser for the 300 meter 

wave, but should the aerial be found upon measurement of its wave length to require a 
series condenser for the 450 meter wave, either the length of the flat top would be reduced 
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or the lead-ins be attached to the center. The general rule adopted by the American Mar- 
coni Company is as follows: If the length of the flat top is less than 125 feet, the inverted 
L aerial is employed, but if it exceeds 125 feet, the lead-ins are attached to the center. This 
permits the use of the three standard waves, gives good values of antenna current and 
affords a very favorable decrement of the oscillations. 

As a matter of general information we may cite examples of actual measurements of 
the wave length of commercial ships' aerials. This data appears in the following table: 

No. of Natural wave Capacity 
wires. 

6 
6 
4 

4 
6 
6 
4 
4 
6 
6 
6 
6 
4 

We see from this table that the capacity of some aerials is rather large, but 
generally this increase is due to the presence of nearby metallic structures of some 
sort, such as mast guys, derrick booms, or steel masts. 

We may sum up the advantages or disadvantages of the various types of aerials briefly, 
as follows: The vertical aerial is a very efficient radiator of electric waves; but if large 
amounts of energy are to be radiated, a large aerial and a very high supporting structure 
are required; the cost of the latter may be prohibitive. The umbrella aerial does not quite 
possess the radiating properties of the vertical aerial and due to the fact that the ribs of 
the umbrella must be guyed out several hundred feet from the base of the supporting 
mast, a large area is required for its erection. But with this disadvantage, the umbrella 
aerial is found to be of some value in portable military stations, where the ribs of the 
aerial act as guy supports as well as radiators of the electric waves. 

The *Ti" and "T" aerials also do not radiate quite as efficiently as the simple vertical aerial 
of the same dimensions, but they have slightly lower natural decrements, and therefore, radiate 
a sharp wave with less localized inductance. Flat top aerials can be erected at much less 
expense than vertical aerials of much less length and they prove to be just as effective 
at less initial' expense. Over all, it must be kept in mind that irrespective of the degree 
of efficiency obtained, the flat top aerial only can be conveniently employed aboard ship. 

Wave Distortion. — Better signals are frequently obtained from a given 
transmitter by the use of a receiver aerial, a part of which is horizontal such as the "L" 
and "T" tjrpes. This may be accounted for in the following way: It has been assumed 
by several investigators that the lower end of the loops of force or ether strain radiated 
by an aerial are retarded in their propagation over dry earth, e. g., the lower part travels 
more slowly than the upper part, which causes the field of the radiated wave, so to speak, 
to be tilted against the direction of movement. 

In any receiver aerial the greatest amount of energy is taken from the passing wave 
when the wires are at right angles to the magnetic field and parallel to the static field. 
It necessarily follows that if the loops of force radiated from the aerial of Fig. 99 do not 
hold their vertical position but are tilted forward, better distances would be covered, in 
fact, more energy would be induced in the receiver aerial, if part of it were vertical and 
part horizontal. 

116. Directional Aerials. — // has been definitely proven by Marconi that a 
horizontal aerial in which the length of the flat top largely exceeds the height will radiate 
more strongly in the direction opposite to the free end. Also the strongest signals will be 
obtained at the receiver by an aerial, the free end of which points in the direction opposite 
to the free end of the transmitting aerial. 

Taking full advantage of the unsymmetrical radiation from such aerials, the high power 
transoceanic stations of the Marconi Company employ directional aerials exclusively. The 
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flat tops of such aerials are from 3,000 to 6,000 feet in length, and from 300 to 450 in 
height The fundamental wave length is close to 10,000 meters. 

The greater part of the energy radiated from a transmitter may be confined to a given 
direction by the use of the Bellini-Tosi aerial shown in Fig. 143. A triangular aerial, 
A, B, C, is supported by a vertical mast. The two sides of the triangle A, Q and B, C. 
make an angle of 30" with the vertical, and the third side is horizontal to the earth with 
the coil L-1 inserted at the center. L-1 is inductively coupled to a spark transmitter and 
tuned to syntony. An aerial of this type will radiate its energy with greatest intensity in 
the direction of its own plane, the radiation in a direction perpendicular to the triangle 
being zero. In any direction making an angle with the plane of the triangle, the intensity 
of the radiation varies as the cosine of the angle 0. The triangular aerial may be used 
for receiving purposes as well, and if the aerial be arranged so that it can be turned on 
its axis the greatest strength of signal will be obtained when the plane of the antenna 
points in the direction of the wave front In modified form these aerials are made use of 
in connection with the Marconi direction finder, which will be described in Part XIII. 

117. Standard Marconi Aerial. — Now that the fundamental design of the 
various aerials has been shown, the construction of a standard Marconi ship's 
aerial (American Marconi Company) will be described in detail. It will be noted 
from the diagram of Fig. 144 that the flat top contains six silicon bronze wires, each 
containing 7 strands, No. 18 wire. The wires are preferably equally spaced and 
are attached to spruce spreaders from 14 to 18 feet in length which in turn are 
attached to the running halyards by a bridle which is made up of strop insulators. 
These insulators consist of ^ inch Russian boat rope which is partly covered by a 
hard rubber tube. The space between the tube and the rope is filled with hot 
sulphur which when cold, hardens and keeps out moisture. Both ends of the bridle 
terminate in a heart-shaped shackle to which a galvanized steel halyard wire for 
raising and lozvering the aerial is attached. 

To prevent the spreaders from swaying, side stays are attached to the ends (of 
the spreader) and fastened to the mast. Twenty-four-inch hard rubber rod insu- 
lators are inserted in 
rtwr T» WIRE the rope to prevent 

leakage of the cur- 
rent in wet weather. 
It will be seen also 
that each wire of the 
aerial is insulated by 
a 2-foot hard rubber 
rod which is at- 
tached to the spread- 
er by an eyebolt. 

The lead-in wires 
are attached to one 
end of the flat top 
and fastened to the 
deck or cabin insu- 
lator. To remove 
the strain from this 
insulator, two hard 
rubber rod insulators are attached to the aerial and fastened to the deck by a wood 
screw as shown in the drawing. Positive connection is made between the lead-ins 
and the flat top by means of a Mclntyre connector shown in the detail of Fig. 144A. 

The general design shown in Fig. 144 is not always duplicated in detail, but 
wherever possible it is adhered to. 

118. The Deck Insulator. — ^The transmitting aerial must be well insulated 
at the point where it enters the radio operating cabin by an insulator that will with- 
stand at least 30,000 volts. One form of deck insulator is shown in Fig. 145. A 
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Fig. 144a — Mclntyre Sleeve Connector. 
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145— Bradfield Type 
Insulator. 



Deck 



long hard rubber tube T about 2 inches .in diameter h^s 
a brass rod extending through it which terminates at 
each end in a zvire connecting lug, W. The tube is 
threaded at the center to take two wooden blocks A, B, 
one of which is placed above the deck, the other under- 
neath. After these blocks are drawn up tightly,' the 
wood screws are inserted. To insure a watertight joint, 
a piece of canvas strip is placed underneath the blocks 
and thoroughly covered with white lead. A metal 
hood, H, fastened to the exposed end of the tube pro- 
tects it from dampness. 

The latest type of deck insulator is shown in Fig. 
146, wherein a large electrose insulator has a heavy 
brass rod moulded securely into it which terminates at 
either end in a connecting lug. The outside of the insu- 
lator is threaded, and after it is inserted in the hole in 
the deck, it is drawn up tight by the collar, R, which is 
threaded on the inside. Other types of deck insulators 
are in use, but those just described are indicative of 
modern practice. 

119. Installation of the Aerial. — ^The aerial of a 
ship should be installed, if possible, in such a way that 
the lead-ins will be free and clear of all mast guys or 
derrick booms. The further removed they are from 
parallel conductors of any kind, the less will be the 
danger of induced currents. 
In measuring off the length of the flat top wires, approximately ten feet must be al- 
lowed at each end for the bridle, the insulators and the reef block; hence 20 feet must 
be subtracted from the distance between masts 
at the start. The distance between masts can 
generally be obtained from the ships' plans 
or by actual measurement from mast to mast 
on the deck. Each wire is accurately meas- 
ured between two points marked off on the 
deck and the wire cut and attached to the 
insulators. Six or eight inches must be al- 
lowed for serving the wire through the eye 
of the antenna insulator. 

All connections are thoroughly made on 
the deck, after which the halyards are passed 
through the reef block and fastened to the 
shackle on the bridle. The aerial is then pulled 
into space, it being freed from all obstructions 
by three or more assistants. 

120. Earth Connection. — ^The con- 
nection from the transmitting apparatus 
to the earth plate should be direct as pos- 
sible and the conductor should be one of 
high conductivity. In marine installa- 
tions the earth wire is simply fastened to 
the metal bulkhead by a bolt, the earth 
connection being thus made through the 
hull. Usually this connection is not more 
than two or three feet in length. 

On wooden vessels connection is made 
to the propeller shaft in the engine room pig. i46-Eiectro8e Moulded insulator. 
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or to the water drip at the smoke funnels. Installations grounded or earthed in 
this manner generally do not transmit as far as those on vessels with steel hulls. 
Occasionally a wooden vessel is placed in drydock and 200 or 300 feet of copper or 
yellow metal nailed on the bottom for an earth capacity. A strip of copper is then 
led from it to the radio cabin. 

The earth plate for the land station is sometimes very elaborate and may consist of a 
great number of copper or zinc plates buried in moist earth to a depth of several feet. In 
addition a number of wires are spread radially from the station in all directions, being laid 
particularly directly underneath the flat top portion of the aerial. If the station is located 
on rock or dry soil, the earth wires are merely laid on the surface of the ground under- 
neath the aerial. All wires are then joined to a common terminal and connected to the 
apparatus in the station. 

The earth plates and connections at the Marconi trans-atlantic stations are very elabo- 
rate and expensive. A number of zinc plates are laid in a circle of lOO^foot radius, the 
transmitting station being situated at the center. About 250 copper cables connect from 
the transmitting apparatus to each of the zinc plates. A number of copper cables stretch 
out radially from the zinc plates, some of which lie directly underneath the aerial. In 
addition, a number of wires may be laid directly underneath the aerial on the surface of 
the ground. 

If the ground is particularly damp or marshy, modified arrangements may be used. 

121. Radiation. — As shown by Fleming and other investigators, the power 
of the waves radiated from an aerial may be expressed as follows : 

h» 

W = 1578 X — X I" 
X= 

where W = energy radiated in watts; 
h = height of aerial in meters ; 
X=:wave length of aerial in meters; 
I = current in amperes at the base of the aerial. 

For example, if an aerial 40 meters (130 feet) in height, radiates at the wave length 
of 600 meters and the aerial current is 10 amperes, the energy thrown off in the form of 

402 

electric waves = 1578 X X 10" = 694 watts. 

6002 

This equation is based on the assumption that the current is uniformly distributed 
throughout the oscillator, which is not strictly true in all types, the distribution varying 
wi4ely according to the form of the antenna. Hence, in order that the power of the 
radiation may be determined with any degree of accuracy, the average value of the current 
must be determined, and this, of course, will be less than the current at the base of the 
aerial. 

2 1 

The average value depends upon the form of the antenna, varying from — to — times 

IT 2 

the current at the base. If we denote the form factor of the aerial by the notation F the above 
formula should be written; 

h« 
W = 1578 — P I" 

X" 

This can be written : y F fi x 

w = 1578 X (nrj 'XI' 

In this equation (F h) is the effective height of the aerial (the form factor multiplied 
by the height) and in the case of the flat top antenna, the value of h is taken as the 
height of the vertical portion only; also the form factor (F) merely takes into account 
the average value of current in the vertical part of the aerial. 

The student will note that if the average value of current in the antenna circuit remains 
constant, the amount of energy radiated from a given aerial system depends directly upon 
the effective height and inversely uppn th^ length of the radiated wfive* 
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The following formula* is applicable for calculation of the form factor of any flat top 
aerial oscillating near its natural period: 

L\ • h 



iF=0.637( 1 + — I Sin | ^90** 

V h/ Vh + L/ 



where L = length of the horizontal part for inverted L aerials and 
equals one-half total length flat top for T aerials, 
h = height of vertical portion. 

For example, if we^ had an aerial 100 feet in length, 60 feet in height, the value of the 
form factor, 

^ lOOv / 60 X 
= 0.6371 1+— I Sinl 190* 

\ 60 / V60+100/ 
= 0.637 X 2.6 X Sin (0.375 X90') 
= 0.92 

Now, if this aerial is worked near to its fundamental wave lengfth, say 320 meters, and 
the current -oscillating in the aerial circuit is 6 amperes, the power thrown off in electric 
waves, 

= 1578 X /' Q'92 X 18.4 \ « x 36 = 150 + watts. 
V 320 y 

122. Antenna Decrement. — The damping of the oscillations flowing- in the 
transmitting aerial is principally due to : 

(1) Energy lost by radiation; 

(2) Energy lost by resistance of conductors and earth plate; 

The energy lost by radiation, is useful energy because it goes to make up the 
wave motion, but the other two losses detract from the efficiency of the set and 
therefore should be reduced to the lowest possible value. The resistance of the 
aerial conductors can be reduced to a minimum by using a number of stranded 
copper wires connected in parallel and in the average case the high frequency re- 
sistance will then not exceed two or tliree ohms. The earth plate resistance is 
reduced by an extended net work of conductors preferably buried in moist earth. 

With an improperly adjusted transmitter there will be an additional source 
of antenna damping due to the re-transference of energy to the spark gap cir- 
cuit. This may be prevented by properly adjusting the spark gap and coupling 
at the oscillation transformer. 

The decrement due to radiation is usually determined by the insertion of 
localized inductance and the amount of inductance recjuired for a given radia- 
tion decrement varies slightly with the construction, i. c, the form factor of 
the antenna. The antenna is so designed that an inductance which will give 
the correct wave len^ will also give the desired decrement when a properly 
adjusted transmitter is employed. 

Since the energy radiated in the form of electric waves causes damping of the oscilla- 
tions in the aerial circuit, the loss of energy by radiation may be expressed as an effective 
resistance or, in short, **radiation resistance/' which, of course, will be expressed in ohms. 
The radiation resistance is the quantity which multiplied by the square of the average cur- 
rent in the aerial enables us to determine the power of the radiated waves. 

The radiation resistance of a flat top aerial is expressed, 



■'=•»» (^)' 



Where ti = resistance in ohms ; 

Fh = effective height of aerial; 
X = wave length in meters. 

Hence an aerial, the effective height of which is 40 meters, operated at the wave length 
of 600 meters, will have radiation resistance of 

*A. S. BUtterman, Oct., 1916, issue <ti the Wireless Age. 
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1578 X =6.9 ohms. 

600^ 

We see from this formula that the radiation resistance of an aerial depends directly 
upon its effective height and inversely as the length of the radiated wave. It is also clear 
that increase of the height will increase the wave length as well, and, therefore, the increase 
of the power of the radiation will not be so large with an increase of height as might be 
expected at first sight 

The radiation resistance (or radiation coefficient) of the vertical or fan aerials is gen- 
erally higher than that of the flat top aerials, but, as mentioned previously, the flat top 
aerials are less expensive to erect, more convenient to install and since the radiation resist- 
ance should in any case be reduced by inductance, they are more desirable. 

IV e want the radiation resistance of an aerial to be as high as possible so long 
as it does not seriously damp out the oscillations and spoil the tuning qualities of 
the wave; on the other hand we want the frictional resistance {including the con- 
ductors and the earth plate) to be as low as possible. 

The oscillations of the antenna circuit will be less feebly damped, if a certain amount 
of inductance is inserted at the base but after a certain critical value is reached, the flow 
of antenna current will be reduced which will reduce the power of the radiated waves. 
The critical value can be determined in any case by noting the reading of the aerial 
ammeter and determining the decrement of the oscillations by a decremeter. If a feeble 
decrement is obtained at the expense of antenna current, the efficiency of the set will be 
reduced. 

If the effective capacity (C), the effective inductance (L) and the effective resistance 
(R) of an aerial are known, the decrement per complete oscillation of tiie antenna circuit 
can be calculated by the formula previously given. 

where C= capacity in farads; 

L = inductance in henries. 

Now L and C can be measured by a wavemeter as will be shown in Part 11 and the 
effective value of R can be determined in the following manner : A closed oscillation circuit 
containing a quenched spark discharger is inductively coupled to the antenna circuit 
with an ammeter connected in series. At any particular value of primary power, the 
reading of the aerial ammeter is observed. A closed oscillation circuit having inductance 
:and capacity of the same value as the aerial is now connected across the secondary winding 
lof the oscillation transformer with the ammeter and a variable resistance in series. The 
closed circuit is set into oscillation and ,the resistance is adjusted until the ammeter gives 
the same reading as when connected in the antenna circuit. Obviously the value of R equals 
the total effective resistance of the aerial. The student having had some experience in radio 
-will recognize this last circuit as the usual "dummy aerial'' which is employed in the 
laboratory to make experimental determinations. 

Assume for example that an aerial has effective capacity of .001 microfarads, effective 
resistance of 7 ohms and effective inductance of 100,000 centimeters, then 

,/.000,000,001 
Decrement = 3.1416 X7xy qooj — = -^^ P^*" complete oscillation. 

A decrement of this magnitude is very favorable to non-interference of radio stations 
and is easily obtained with properly adjusted spark transmitters. 

123. Transmission Range — It has been found that for a given length of 
wave radiated from the transmitter, there are certain heights of sending and receiving 
aerials, which will give the best signals over a given distance. The equation express- 
ing the relationship of these quantities is as follows: 

. _ 635xI.Xh.Xhr -o^OTgxd 
^'■" Xxd CV X 

Where L = current in sending aerial in amperes ; 

I»= current in receiving aerial in milliamperes ; 
ha and hr=: height of sending and receiving aerial in feet; 

X ^ wave length of transmitter and receiver ; 

d = distance between in miles. 



128 PRACTICAL WIRELESS TELEGRAPHY. 

The value of the receiver current I' is that to be obtaiaed when the resistance of the 
receiving aerial is 25 ohms. 

If the resistance is greater or less, the factor 635 will be changed accordingly. The 
factor 0.0762 is the coefficient of absorption which denotes the rapidity with which ether 
waves are absorbed when travelling over sea water. 

If we assume tbat 10 micro-amperes of current in the receiving aerial will create a just 
audible signal and 40 micro-amperes, a readable signal, the required antenna current at the 
sender for a given strength of signal in the receiver is readily obtained if the remaining 
factors in the equation are known. The formula is.still the subject of considerable debate. 
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124. In General. 125. The Problem. 126. Simple 
Receiver. 127. The Inductively Coupled Receiver. 128. 
Other Methods of Coupling. 129. The Carborundum 
Detector and Tuning Circuits. 130. Adjustment of the 
Inductively Coupled Tuner. 131. The Action of the Car- 
borundum Crystal. 132. Adjustment of Crystal Detect- 
ors. 133. Detector Holders. 134. Classification of the 
Receiving Detectors. 135. Fleming Valve Detector and 
Tuning Circuits. 136. Marconi Type 107-a Tuner. 137. 
Marconi Magnetic Detector and the Multiple Tuner 
Circuits (English Marconi Company). 138. The Marconi 
Type 106 Receiving Tuner. 139. Marconi Receiving 
Tuner Type 101 (American Marconi Company). 140. The 
Marconi Universal Receiving Set (English Marconi 
Company). 141. Electrolytic Detector. 142. The Three 
Element Valve Detector. 143. A Repeater Vacuum 
Valve Circuit. 144. The Vacuum Valve Amplifier. 145. 
Amplification of Radio Frequencies. 146. The Effects 
OF Distributed Capacity. 147. The "End Turns'' of a 
Receiving Tuner and End Tui^n Switches. 148. 
The Variation of a Radio Frequency Inductance. 
149. Buzzer Excitation Systems. 150. Receiving Tele- 
phones. 151. Microphonic Relays or Sound Intensifiers. 
152. Brown Amplifying Relay. 153. Atmospheric Elec- 
tricity. 154. The Marconi Balanced Crystal Receiver 
(English Marconi Company). 155. Type I Atrial Change- 
over Switch. 156. Marconi Type 112 Receiving Tuner. 
156A. General Advice for the Manipulation of a Receiv- 
ing Tuner. 

124. In General. — Told in brief, the function of the receiving aerial is 
to absorb a certain amount of energy from the advancing electromagnetic wave 
in the form of radio-frequent oscillations; but more specifically, the wave motion 
induces radio-frequent oscillations in the receiving aerial, and a part of their 
energy is made to operate some sort of signal making instrument within the 
station. 

We have already shown an electromagnetic wave to be composed of an electro-' 
static and an electromagnetic field, the former being radiated (in the case of the 
vertical aerial) perpendicular to the earth and the latter at right angles to the 
transmitting aerial and horizontal to the earth. It appears that the maximum 
induction would be obtained at the receiving station if the aerial were of such 
shape or lay in such position that it would be at right angles to the magnetic field 
and parallel with the static field. But if we take into account that the radiated 
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wave is distorted when propagated over dry earth, for example (base travelHii.g 
slower than top), it is easily seen that an aerial having a part horizontal and a part 
vertical will receive the maximum induction therefrom. 

The necessity for electrical resonance in circuits of radio-frequency in which energy 
is transferred by coupling magnetically one to the other, has been explained 
^ in detail. In fact, for the maximum induction, it is just as essential that 

\^^/ ^'^J^ open circuit oscillators be adjusted to substantial resonance as two 

\ / closed circuit oscillators. Only by tuning the receiver aerial to the natural 

frequency of the transmitter aerial will the oscillations induced in the 
receiver antennae attain their maximum amplitude ; at all other adjustments 
(of the receiver aerial) the strength of the induced current will be less, 
depending upon the amount of detuning at the receiver. 

Now the dimensions of receiver aerials differ widely, and, as 
may be expected, the circuit of the receiver antenna contains appli- 
ances whereby the oscillating period may be artificially increased or 
decreased to conform with the frequency of the advancing wave 
motion. These tuning devices are known as : 

(1) The aerial tuning inductance; 

(2) The short wave condenser. 

By proper adjustment of these tuning elements the receiver 
— -V M aerial can be electrically tuned to the wave radiated by the distant 
y ' ^ / transmitter. The advancing wave will then induce currents at a 
— i / rate tending to build up the amplitude of the receiver current — ^that 
^ J is, each half wave will haye completed its work on the receiver 
aerial before the next half wave acts. But under conditions of 
dissonance between the transmitter and receiver aerials, the react- 
ance of the receiving antenna circuit will not permit the induced cur- 
rent to build up to its maximum strength. 

The position occupied in the antenna circuit by these tuning 
elements is shown in Fig. 147, where the aerial tuning inductance 
is indicated at L-2 and the short wave condenser at- C, The third 
coil in this diagram, L-1, is employed to transfer the oscillations 
induced in the antenna circuit to a local detecting circuit, where they 
are translated into intelligible signals. Just as in the case of the transmitter aerial, 
the aerial tuning inductance increases the fundamental period of oscillation of the 
receiver aerial, but in this case makes it responsive to long waves, while the short 
zvave condenser decreases the fundamental oscillating period, making it respon^ 
sive to waves shorter than the fundamental wave of the receiver aerial. 

Starting at the transmitting apparatus, the entire process involved in the induction of 
oscillating currents in a receiver aerial may be summed up as follows : 

Assume a transmitter at the sending station of the 500-cycle synchronous spark type, 
giving 1,000 sparks per second. Each spark discharge will induce in the transmitter 
aerial a single group of radio-frequent oscillations, and each group will consist of from 
25 to 100 complete oscillations, varying in number as the decrement. These oscillations 
will radiate a part of their energy in the form of a wave motion, and the length of a 
single wave will be equal to their velocity per second, divided by their number. If the 
receiver aerial is adjusted to electrical resonance with the oscillations of the transmitter, 
1 ,000 groups of radio-frequent oscillations will be induced therein per . second, and by 
appropriate devices they can be made to operate some sort of a signal making instrument, 
such as a telephone receiver. 

The coils L-1 and I.-2 and the variable condenser C are often termed the 
frequency determining elements of the receiving system, because they permit the 
natural oscillation frequency of the receiving aerial to be changed over certain 
given limits. In contrast to the coils of the transmitting aerial circuit, the induct- 
ances L-1 and L-2 are made of fine wire rather than copper tubing or heavy 
stranded cable. A t3rpical variable condenser of the type employed in the Marconi 
wavemeter and receiving tuners is shown in Fig. 147a. 



Fig. 147— Di- 
agram Showing 
Apparatus In- 
cluded in the 
Open Circuit ol 
a Receiving Set. 
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125. The Problem. — Thp relationship between the wave length (X) the 
oscillation frequency (N) and the velocity of electric waves (V) has already been 
explained, namely: 

V 

N = — 

A 

300,000,000 

Hence for the 600 meter wave N = = 500,000 cycles per second, 

600 
and accordingly for 300 meter waves N = 1,000,000 cycles per second. Then, to be 
placed in resonance with the transmitter aerial, the receiver aerial must be adjusted 
in a way that if it were transmitting electric waves, the corresponding oscillation 
frequency, in the case of the 600 meter wave, would be 500,000 cycles, and for 
the 300 meter wave, 1,000,000 cycles. 

Assume that the receiver antenna has been adjusted to the frequency of the 
transmitting station by means of the variable elements of Fig. 147, then the prob- 



Fie. 147a— Vsiiable Condenser for Receivei Circuits. 

lem remaining is to make audible the feeble currents induced in the receiver aerial 
or at least to make known their presence by some sort of a current indicator. 

The ordinary magneto telephone receiver is a very sensitive indicator of electric cur- 
rent, but experiment teaches that the maximum response is obtained from this instrument 
when an alternating current or an equivalent fluctuating direct current of a frequency 
varying' between 300 and .SOO cycles per second flows through its windings. In fact, at fre- 
quencies in excess of 10,000 cycles per second the movements of the telephone diaphragm 
are inaudible to tlie human ear which will not respond to vibrations in excess of 20,000 
per second. 

Another factor working in opposition to connecting the telephone in the antenna 
circuit directly, is the fact that the impedance of the telephone winding will not permit 
high frequency currents to pass. Hence we are compelled to either convert the current 
of radio-frequency into a uni-directtonal pulsating current or into an alternating current 
of a frequency Tinthin the range of the human ear. 

Currents of radio-frequency induced in receiver aerUls may be made audible by means 
of a simple rectifier — a device which will permit the preponderance of current to flow 
throuffb a given circuit in one direction only. If a recdtler is placed in series with a circuit 
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in which a current of radio-frequency is flowing, the latter will be converted into a direct 
or pulsating current. Numerous minerals and compounded elements, notably among these 
carborundum, have been found to possess the property of rectification, and hence a group of 
incoming oscillations such as shown in Fig. 148a may have either their positive or negative 
currents cut off as in Fi^^. 148b, and if a head telephone is connected in series with the rectifier, 
pulsating direct current will traverse the windings as shown in Fig. 148c. 

Now, if continuous 
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Fig. 148a, b, c — Showing how Incoming Osci 
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Oscillations are converted to 



oscillations of unvary- 
ing amplitude were in- 
duced in the receiver 
aerial, the rectified 
current would merely 
displace the telephone 
diaphragm and hold 
it in this position until 
the current is turned 
off, but since in the 
damped systems of 
radiotelegraphy, the 
oscillations are dis- 
continuous, or occur 
in groups, the current 
falls to zero at the end 
of each group, and, 
hence, the diaphragm 
of the telephone is re- 
leased, creating a sin- 
gle sound. 

126. Simple Receiver. — The circuits of a simple radio receiver appear in 
the diagram of Fig. 149, wherein a crystal rectifier D, connected in series with the 

antenna A, is shunted by the receiving telephone P. 

The action of this apparatus during the reception of signals may 
be explained as follows: A train of waves radiated by the trans- 
mitter induces an alternating current in the aerial circuit which 
will flow freely through the crystal in one direction, but will be 
opposed in the opposite direction. In one direction, let us say, the 
current passes from the earth upward through the crystal, and thus 
places a charge on the aerial wires, but the return current is op- 
posed; hence the rectified oscillations (for each spark of the trans- 
mitter) accumulate a charge on the antenna wires, which at the 
termination of a wave train leaks to earth through the head tele- 
phone, creating a single sound for each group of incoming 
oscillations. 

Because of its resistance, the crystal impedes the free flow of 
oscillations and, therefore, to some extent, destroys the tuning 
qualities of the aerial circuit. Hence, to enhance the tuning prop- 
erties of the antenna system, the crystal is removed therefrom and 
connected in a second circuit, termed the "local detector^* circuit. 

127. The Inductively Coupled Receiver. — ^The two 
circuit receiver is shown in the diagram of Fig. 150, where- 
in a coil L-1, connected in the antenna circuit, performs the 
double function of adjusting the frequency of the antenna 
system to resonance with the transmitter and transferring 
the induced oscillations to a secondary circuit, consisting of 
the coil L-2 shunted by the variable condenser C-2. More 
clearly, the second circuit is coupled inductively to the first 
circuit. A crystal rectifier, D, and head telephone, P, joined 
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Fig. 149— Circuit of 
Simple Radio Receirer. 
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Fig. 150. — Fundamental Diagram of the Inductively 

Coupled Receiver. 



in series, are connected across the terminals of the secondary condenser. The two 
circuits are distinguished in the following manner : The circuit comprising the aerial 
and the primary winding of the receiving tuner L-1 is called the open oscillation 

circuit, and the circuit comprising the 
secondary coil L-2 and the variable 
condenser C-2, is called the closed 
oscillation circuit. They are also 
termed the primary and secondary cir- 
cuits, respectively. 

The current induced in the receiving 
aerial is made audible in the receiving 
telephone in the following manner: When 
oscillations flow in the receiving aerial, 
an alternating current passes through L-1 
and a corresponding alternating magnetic 
field cuts through the turns of L-2, induc- 
ing therein a current of radio-frequency 
which is built up in amplitude by placing 
the two circuits in , electrical resonance. 
The variable condenser C-2 not only permits the closed circuit to be adjusted to resonance 
with the open circuit, but also permits a closeness of adjustment which the usual secon- 
dary inductance changing switch does not afford. If the coupling between the primary 
and secondary windings is relatively 
"loose," rather large amounts of capacity 
and small amounts of inductance are em- 
ployed in the closed circuit, for the best 
strength of signal, but if the coupling be- 
tween the windings is close, small values 
of capacity and rather large values of in- 
ductance are the factors which contribute 
to the maximum strength of signal. 

The oscillations built up in the sec- 
ondary circuit by adjusting it to reso- 
nance with the antenna circuit, overflow 
to the shunt detector circuit, where part 
of the current is rectified by the crystal 

detector D and stored up in the con- ^. ,^,^^,.. ,^ ,,« . 

denser C-l. The charge accumulated in ^>»- ^^^"^^ Conductively Coupled Receiver. 

the latter during the time of a single train of oscillations, discharges through the head 
telephone P, causing the telephone diaphragm to vibrate at a rate corresponding to the 
spark frequency of the transmitter. 

128. Other Methods of Coupling. — If the open and closed oscillation cir- 

V/^S cuits of a receiver are coupled through 

/(j (^ an auto-transformer as in Fig. 151, the 

' ■" ' ' two circuits are then said to be di- 

rectly or conductively coupled. 

In this system part of the turns of a 
single coil constitute the primary cir- 
cuit and part the secondary circuit; the 
turns between the points A and B may be 
considered as the primary winding of the 
tuner, while those from B to C may be 
said to constitute the secondary winding. 
Now the oscillation frequency of the an- 
tenna circuit can be increased or decreased 
by the variable contact A and similarly 
for the detector circuit by contact C. Fun- 






Fig. 152— The Capacitirely Coupled Receirer. 



damcntally the operation of this apparatus is similar to the inductively coupled receiver 
with the exception that part of the current induced in the antenna circuit flows directly 
through the shunt path afforded by the detector circuit. The disadvantage of this method 
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of coupling is that any change of wave-length adjustment of the open and closed circuits 
changes the coupling, but this can be prevented by connecting an aerial tuning inductance 
in series with the primary winding. The primary and secondary zvindings may be "loosely" 
coupled at any particular wave length adjustment, by adding turns at the aerial tuning 
inductance and taking them out at the primary winding. This will decrease the mutual 
inductance of the two circuits and therefore will reduce the coupling. 

The method termed the capacitive coupling is shown in the diagram of Fig. 152. The 
primary and secondary coils shown at L-1 and L-2 are not in direct inductive relation. 




•A" 



•tf 



Fig. IS 3a, b, c — Complete Circuit for the Carborundum Rectifier and Receiving Tuner. 



They are said to be electrostatically coupled through the condensers C-1 and C-2. In 
practice, the condensers C-1 and C-2 are mounted on a single shaft and their capacity 
varied simultaneously by a single control knob. It is claimed that since a fixed potential 
exists across coil L-1 the energy transferred to the secondary circuit varies as the capacity 
of condensers C-1 and C-2. Now the greater the coupling the greater will be the transfer 
of energy from the antenna to the detector circuit and hence the coupling* between the 



*The author has had practicallv no experience with the capacitive receiver and therefore cannot speak 
authoritatively on the working of this circuit. 
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circuits varies as the capacity of the coupling condensers. It is claimed this circuit 
possesses the advantage that a fixed degree of coupling between the primary and 
secondary windings can be held while the wave length adjustment of the antenna and local 
detector circuits is being varied throughout the range of the tuner. It is probable, however, 
that this statement requires qualification. 

In general the student mill note from the foregoing that in any complete 
wireless telegraph system four circuits must be adjusted to or tuned to the same 
frequency of oscillation in order that communication may be established, as 
follows: At the transmitting station the closed and open oscillation circuits are 
adjusted for resonance. At the receiving station the receiving aerial circuit is 
adjusted to the frequency of the oscillations of the transmitter and the local or 
secondary circuit adjusted to resonatice with the receiving aerial circuit; and 
for maximum response, the receiving detector must be adjusted to its maximum 
state of sensitiveness. 

129. The Carboruadum Detector and Tuning Circuits. — The most widely 
used of all detectors is the carborundum crystal rectifier, the tuning circuits for 
which are shown in Fig. 153a, b, c. These diagrams indicate as well the apparatus 
included in a modern receiving set. In addition two modified circuits showing 
the connection of the potentiometer in various modern tuners, are presented. 
Before proceeding with an explanation of the circuits of Fig. 153a, the function 

of the potentiometer will be explained. 

The application of a weak battery current to the carborundum crystal and head tele- 
phone circuit has been found to have a marked effect on the intensity of the incoming 
signals, but the strength of the current 
must be carefully and closely regulated 
and must be passed through the crystal in 
a definite direction to secure the maximum 
response. Ignoring for the moment an 
explanation of the function of the local 
current in a radio receiver, the reader 
should note the diagram, Fig. 154, showing 
the connections of the potentiometer to a 
local battery. 

A resistance coil A, D, is connected 
to the terminals of a 2 or 4 volt bat- 
tery 5-1. The crystal has the variable 
connection B which is generally a slid- 
ing contact. According to the law of 
divided circuits, the maximum E. M. F. 

is maintained across the crystal when Fifir- 154 — Connections^ of Potentiometer for Crystal 
B is shifted to the end D, but 
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the direction opposite or towards A, the E. M. F. gradually reduces to zero. 

In the circuit originally adopted for the carborundum crystal, the poten- 
tiometer and detectol" were connected as in Fig. 153-a, but the modified circuits 
of Fig. 153-b and Fig. 153-c are also in use. In Fig. lS3-b the telephone and 
potentiometer are shunted across the stopping condenser C-3 but in Fig. lS3-c 
the potentiometer is connected in series with the crystal rectifier. Since the 
resistance of the crystal exceeds that of the potentiometer by several thousand 
ohms, the resistance of the latter has little effect on the strength of the incoming 
signal. Although practically equal results are obtained with either connection, 
the circuit of Fig. 153-b is pointed out by some investigators to be' the one which 
gives the maximum response. 

130. Adjustment of the Inductively Coupled Tuner.— During the reception 
of wireless telegraph signals the inductive receiving tuner may be adjusted to 
resonance with the sending station in the following manner : 

If the secondary circuit is calibrated in wave lengths corresponding to various positions 
of the secondary condenser and inductance switch, and a table of wave lengths supplied. 
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the secondary circuit may he set directly to the wave length of the incoming signal, taking 
care to select large values of inductance and small values of secondary capacity for any 
particular wave. The secondary tuinding should then be placed in partial inductive relation 
to the primary winding, followed by varying the capacity and inductance of the antenna 
circuit until response is obtained. This is to be followed by adjusting the sliding contact 
on the potentiometer and trying new points on the crystal rectifier until the loudest signals 
are obtained iu the head telephone. 

Because the capacity and inductance of ships' aerials differ considerably it is evident 
that a given primary winding will afford different wave length adjustments with different 
aerials, consequently, the primary inductance changing switch cannot be calibrated directly 
in wave lengths previous to installation. But after the receiver is installed, the primary 
and secondary circuits both can be readily calibrated by comparison with a wavemeter 
and the adjustment for any particular wave length quickly duplicated whenever required. 

In event that a receiving tuner is not calibrated, the receiver can be tuned to a given 
transmitter in the following manner: 

(1) Set the secondary circuit approximately to the required wave length using 
large values of inductance and small values of capacity; 

(2) Place the fl«condary inductance in close inductive relation to the primary 
inductance; 

(3) Add inductance in the antenna circuit until response is obtained in the 
head telephones; 

(4) Adjust detector to maximum degree of sensibility by potentiometer; 

(5) Then reduce coupling between primary and secondary windings; 

(6) Try new values of inductance and secondary condenser, also new values in 

the aerial circuit; 
•(7) Adjust in this manner for maximum strength of signals or until interfer- 
ence is eliminated. 

(a) Theory of adjustment. Part of the energy of the oscillations induced in the receiver 
aerial is lost by the resistance of the antenna conductors, part by re-radiation of the energy 
in the form of a wave motion and the remainder through transference to the local detector 
circuit. The energy imparted to the detector circuit is useful energy because it produces the 
response in the head telephone, but the energy extracted in this manner also has a marked 
effect on the tuning qualities of the receiving antenna, which must be taken into account 

This may be explained as follows: If the secondary circuit is coupled loosely to the 
primary circuit, small amounts of energy will be extracted from the antenna oscillations; 
hence, the antenna wilt oscillate with greater persistence and will only respond with free- 
dom to electric waves, the frequency of which coincides with its natural frequency of 
oscillation. On the other hand, if the . primary and secondary circuits are coupled closely, 
a greater amount of energy will be extracted from the incoming oscillations and they will 
therefore be damped out more rapidly than under conditions of loose coupling. The re- 
ceiving aerial will, under these conditions, respond to waves, the frequency of which may 
be somewhat greater or less than the natural frequency of the aerial circuit. 

Thus it is seen that if the two circuits are closely coupled, the receiver circuits will tune 
"broadly" or if coupled loosely, the circuits will tune "sharply," that is to say, when the 
receiving transformer coils are loosely coupled, a small change of inductance or capacity 
will eliminate the signals of a given station, but when the receiver is "tightly" coupled, a 
much larger change of inductance or capacity will be required to eliminate the signals. 
This can be stated in another way by saying that the change of coupling between the 
primary and secondary circuits alters the effective resistance of the antenna and, therefore, 
has direct influence on the damping of the antenna oscillations. 

It has been shown by several investigators that maximum response is obtained in a 
receiving apparatus so adjusted that the resistance of the primary and secondary circuits 
are equal and since the effective resistance of any receiving system varies widely according 
to the design of the aerial, the earth plate resistance and the type of receiving apparatus, 
it is clear that some particular degree of coupling of the tuner will give the maximum 
response in the head telephone. 

The two circuit receiver with inductive coupling permits the receiving operator to 
eliminate the signals from interfering stations; in fact by judicious adjustment (of the 
coupling) signals of the same wave length can be eliminated provided they have different 
decrements. . Generally an advancing wave of feeble decrement permits the primary and 



RECEIVING CIRCUITS, DETECTORS, TUNING APPARATUS. 137 

secondary circuits to be loosely coupled and conversely a highly damped wave requires the 
receiver circuits to be closely coupled. 

The antenna circuit at any receiving station can be made to tune more sharply by 
connecting a variable condenser in series and adding inductance until the wave length 
adjustment for resonance is obtained. This decreases the natural decrement of the re- 
ceiving aerial but generally results in decrease of the strength of signals but the loss of 
signal strength is more than compensated for by the degree of selectivity obtained. 

The sharpest tuning or the highest degree of selectivity is obtained in the local detector 
circuit when the variable condenser in shunt to the secondary winding is worked at small 
values of capacity with correspondingly large values of inductance for a given wave 
length ; but if loose coupling is employed greater values of capacity and lesser values of 
inductance may increase the selectivity. 

As will be seen from the foregoing 
explanations, interference can be prevented 



-0- 



X^^ J ' \^ a' tlic receiving station; (I) by employ- 

"^ ^^J ing loose coupling between the primary 



t. 



\d secondary windings; (2) by inserting 
a condenser in the antenna circuit and 
adding inductance until resonance it se- 
cured for a given wave length. 

Irrespective of the selectivity obtained 
by radio- frequency tuning, spark trans- 
mitters having different spark notes tend 
'"' 'chI7^eMr1l>tlc'ot ."Gi™'c™duc\ar'"''"' '° prevent interference. By skill obtained 
through practice, the receiving operator 
can pidc out a spark note of particular pitch and translate the signals through the inter- 
ference of one or more stations, the more 5o if the spark note of the station dewred has a 
distinctive pitch. Occasionally interfering stations can be tuned out by detuning the closed 
and open circuits, but signals will only be received in this way when the receiving station 
is situated near to the transmitting station. 

131. The Action of the Carborundum Crystal. — Before proceeding with an 

explanation of various detectors and 

the circuit best adapted to their 

operation, we will briefly consider a 

generally accepted explanation of the 

operation of the carborundum de- s 

tector and the function of the local | 

battery current during the reception "" 

of radio signals. 

The student is now aware that if we 

have a circuit such as shown in Fig. ^^^^ 

154a, consisting of a variable source of i z j i j 

direct current B to which is connected a volts 

resistance R and an ammeter A in series ^'^- ISS— Chiracteriitie Curre of Ordinarr He- 

and if the voltage at B is progressively 

'ncreased, the flow of current as indicated by the ammeter, increases in the direct ratio in 

accordance with Ohm's law. Furthermore, if we plot the results of this experiment in the 

form of a graph on cross section paper, as in Fig. 155, we find that a line drawn common to 
all co-ordinate points located in accord- 
ance with the data, will be straight and 
uniform. Let it be noted from this curve 
that if the voltage be doubled, the current 
is doubled and so on. 

Now if we substitute for the resistance R 
a crystal of carborundum D as in Fig. 156, 
we find first, that the current in one direc- 
tion with a given impressed voltage is 
much greater than when passed through 
the crystal in the opposite direction and 
second, that if the current flows in the 
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direction of best conductivity and the voltage again progressively increased, the results do 
not accord with Ohm's law as the curve, Fig. 157, clearly indicates, e. g., the current is not 
proportional to the voltage. It will be seen that in the first part of the curve a progressive 
increase of voltage <ioes not cause much increase in current, but after a certain critical 
voltage is passed the current increases more rapidly. The resistance of the crystal is, 
therefore, not steady. A curve of this type is said to have a rising characteristic* 

We may now assume this curve to apply to the detector circuit of Fig. 153a and that 
signals are being received from a given station. Let the E. M. F. of the battery be three 

volts. From the curve, 

20 Fig. 157, we note that 

the corresponding cur- 
rent is 6 microamperes. 
Now let the alternating 
current of radio-fre- 
quency (the incoming 
signal) have for pur- 
poses of illustration a 
potential of one volt and 
let it be superposed upon 
the battery current flow- 
ing through the crystal. 
Then in one direction 1 
volt will be added to 3 
volts and from the 
curve, the current corre- 
sponding to 4 volts is 
16 microamperes. But 
when the alternating 
current flows in the 
opposite direction it op- 
poses the local battery 
and the resultant E. M. 
F. is 2 volts. Reading 
from the curve we obtain 
a current value of 2.5 
microamperes. 

It will thus be seen 
under the influence of 
the impressed alternat- 
ing E. M. F. that the cur- 
rent in the local battery circuit varies between 2.5 and 16 microamperes, but the sound 
produced by the head telephone, as will be explained, is proportional to the difference between 
the normal current flowing through the crystal and the average value of current flowing 
when an external oscillating voltage is applied. This, perhaps, can be more clearly 
explained by means of the curves shown in Fig. 157a, where the effect of superposing the 
antenna oscillations on the local battery current over the duration of a single train of incom- 
ing oscillations is shown. 

As shown in Fig. 157, the normal current flowing through the head telephone, when no 
oscillating voltage is applied, is 6 microamperes (the voltage of the battery being 3 volts), 
but when an oscillating current of 1 volt is added on that of the local battery, the maximum 
amplitude of the initial oscillation (Fig. 157a) in the wave train is 16 microamperes, and, 
of course, successive maxima will be of lesser amplitude according to the decay of the 
wave train (as shown by the series of decaying maxima). We see also that the suc- 
cessive reductions of the normal battery current (shown below the line A, B) are rela- 
tively small because, as shown in Fig. 157, for all voltages less than 3 volts the flow of 
current (in microamperes) through the local circuit is relatively weak. The result of this 
is seen to be a series of positive maxima of gradually decreasing amplitude to which 
the telephone diaphragm cannot respond individually but which produce an average effect 
in the receiver. The average current in the case of Fig. 157a may be considered for mere 
illustration to be 9 microamperes and the difference between the normal current 6 micro- 
amperes and the average current 9 microamperes (or 3.5 microamperes) is the current 
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Fig. 157 — Characteristic Curve of Carborundum Rectifier. 
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which produces audible sound in the receiving telephone. We may state the foregoing i: 
another way by saying that the added voltage due to the oscillating E. M. F. being in 
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pressed upon the crystal is greater than the sutrtracted voltage and that the final effect of 
this is an increase of current through the head telephone circuit over the duration of one 

From the foregoing explanation 
it is apparent that when an operator 
at a given receiving station adjusts 
the position of the sliding contact 
on the potentiometer for maximum 
signals, he adjusts the flow of cur- 
rent through the crystal and head 
telephone to correspond to the 
critical point an the characteristic 
curdle, or, in other words, to that 
point on the curve where the super- 
position of a slight antenna E. M. 
F, upon the local E. M. F. causes a 
relatively large change in the 
strength of the local battery cur- 
rent. And it also follows that the 
steeper the characteristic curve of 
a given crystal, the greater will be 
the change of current for a given 
impressed alternating voltage. In 
other words, the crystal with a 
steep curve will give the loudest 
signals and is said to be "more sen~ 
sitive^' to incoming oscillations. 

132. Adjustment of Crystal 
Detectors. — No specific rule for lo- 
cating the sensitive spot on a crystal 
rectifier can be laid down ; in fact, the 
pressure and position of the opposing 
contact for maximum signals can only 
be determined by experiment. Car- Tig. iss — Cwborund 

I .- 
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borundum crystals at a whole require greater Pressure at the opposing contact than crystals 
of galena, silicon, etc, although certain crystals under observation have required exceed- 
ingly light contact pressure. IVith all crystals employing a local battery, it is important 
that the local current flow in a certain direction and thai its strength be carefully regulated. 
This means in practice that either the connections to the battery must be reversed, or the 
crystal must be turned about in the holder and left at the position in which the loudest 
signals are obtained from a given sending station. The potentiometer, of course, must be 
adjusted simultaneously. 

The circuit of Fig. 153-b is suitable for the sincite-bomite detector provided a fixed 
resistance of about 2,000 ohms is connected in series with the battery B-1 and the poten- 
RORMrtf 7INC1TF tiometer P-1. Certain crystals of this 

BORHnt ,ZINCITE combination respond better with a local 

battery while others do not require it, 
but with practically any crystal it aids at 
least in obtaining the sensitive adjust- 
ment to employ a local battery, e. g., the 
sensitive spot can be more quickly 
located. 

If the test buzzer to be described 

further on is employed, a crystal can be 

adjusted to sensitiveness whether or not 

Vlt. lS9-Tbe Zlncite Bomile Detector. *}■= distant transmitter is in opera- 

133. Detector Holders. — Two types of crystal holders appear in figs. 158 
and 159. The first is suitable for the carborundum crystal which is mounted in a 
small brass cup with some form of soft metal such as Wood's metal, A small 
point, such as a steel phonograph needle, is mounted on the movable arm 
and makes contact with the crystal. During adjustment this point is "jabbed in" 
at various points on the crystal until a sensitive spot is located. 

A detector holder suitable for the zincite-bornite detector is shown in Fig. 159. The 
large cup is filled with 5 or 6 incite crystals while the opposite cup carries a crystal 
of bomite. The cup is fastened to the end of the arm with the universal joint The 
crystal of bornite may thus be placed in 
contact with the surface of any of the 
zineite crystals being shifted from one to 
the other until the adjustment for maxi- 
itium strength of signals is found. 

A variety of crystals holders have 
been designed tor crystals of galena, sili- 
con, cerusite, etc One type appears in 
Hg. 160, where the crystal is held in a 
small cup by three screws. A light wire 
contact mounted on the movable arm 

bears with slight pressure on the surface ^'«- IW— Detector Holder for Galena and Silicoo 
of the crystal. dystaia. 

134. Classification of the Receiving Detectors. — The receiving detectors 
of wireless telegraphy differ greatly both in point of mechanical construction and 
mode of operation, and, in addition, they possess widely varying degrees of sen- 
sitiveness. Certain types, for instance, are highly sensitive to electrical oscilla- 
tions but are difficult to keep in permanent adjustment; others are less sensitive 
but possess marked degrees of stability. Still others are in the nature of a com- 
promise and may occupy approximately a position midway between the two 
extremes. 

Some receiving detectors rely upon the principal of rectiRcation (as we have 
already shown) and will convert an alternating current of radio-frequency to a 
uni-directional current; others have the property of rectification combined with, 
the ability to vary a local source of battery current in a manner much similar to 
the working of an ordinary telegraph relay. The operation of certain other detec- 
tors is based upon the influence of electrical oscillations upon magnetized iron or 
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upon the ability of these oscillations to cause certain granulated metals to cohere. 

Perhaps the most highly developed of all receiving detectors are the vacuum 
tube rectifiers which are extremely sensitive and possess the important property 
of amplifying the signals when connected in cascade. Certain types of vacuum 
amplifiers will remain in a sensitive state of adjustment over an indefinite period 
or throughout their length of life. 

It should be kept in mind that the most sensitive receiving detector is not always the 
one most convenient or the most practical for commercial use. For instance, extremely 
sensitive amplifying detectors may require intricate apparatus, having so many points of 
adjustment that its manipulation may call for the services of a highly skilled engineer and 
further the circuits may be of such a type that the apparatus cannot be quickly changed 
from one wave length to another. In event of the latter, the tuner would be of little value 
for marine service which requires the receiver to be one capable of quick adjustment 
to land stations operating at various wave lengths. Furthermore, extremely sensitive de- 
tectors bring in a certain amount of interference from far distant stations which would not 
be heard on less sensitive detectors. 

The most practical detector for commercial working is one that combines a fair degree 
of efficiency with ruggedness and stability of adjustment, and so far among the crystal 
detectors none has, in this respect, excelled the carborundum rectifier. The Marconi mag- 
netic detector is universally recognized as being the most stable and "foolproof of all re- 
ceivers but it lacks sensitiveness on the shorter waves. The vacuum valve detectors, on 
the other hand, are considered to be the most sensitive among commercial receivers, but 
they possess the disadvantage of requiring complicated circuits for best results. 

To impress upon the reader's mind the utility of the various types of receiving 
detectors, we may classify them under five general headings. Under the first 
heading we may name the detectors which require no local battery and under tHe 
second heading, those detectors in which the response in the telephone depends 
upon the application of a local battery current as well as upon the current of the 
incoming oscillations.* Certain detectors may be classified under both headings 
because they may function to some extent with or without a local battery. 

In addition we may note under a third heading the detectors considered as 
rectifiers of radio-frequent currents and in a fourth and fifth headings, those 
suitable for response to either damped or undamped oscillations respectively. It 
is to be noted that a few types come under all headings. 

Detector^ Functioning f Galcna-Silicon-Zincitc Bornitc^arbonindum (sat- 
Without Local Battery. ] '^factory for short distance receiving)— Fleming Valve 

(^ (filament battery only). 

Detectors which depend f^, , «. .«.y . ^.^ 

upon the combined effects of J Carborundum— Zmcitc Bomite (sometuncs used with 

received energy and local 1 ^^^^^ battery)— Flemmg Valve (with local battery)- 
battery current. I Three Element Valve— Silicon. 

T\M*m.^4-r.^^ u^^^^ *.u^ n^^^ f Galena — Silicon — Carborundum — Cerusite — ^Zincite- 
.^^^IJ^^^ Bomite-Fleming Valve-Three Element Valve- 

erty of Rectification. 1 Electrolytic. 

r Galena — Silicon — Zincite Bomite — Carborundum 

T>^*^^*-..- ^t T\ ^ ji r\ — Fleming Valve— Three Element Valve — Marconi 

cillations ^^™P«^ Os- J Magnetic-(Tikker, Tone Wheel and Heterodyne sys- 

tern will give some response from spark transmitters, 
L but are not satisfactory for such reception). 

Detectors of Undamped/ Tikker — Tone Wheel — Heterodjmc Receiver — ^Vacuum 
Oscillation. ^ Valve Oscillator. 

135. Fleming Valve Detector and Tuning Circuits. — A receiving detector 
of notable merit is the Fleming oscillation valve the action of which is primarily 

• We should be careful to distinguish between oscillation detectors requiring a "local battery" and 
requiring a local "source of energy." For example, the Tikker, the Tone Wheel and the Marconi Magnetic 
detectors require a local driving force, which in reality take the place of the local battery; also the 
Heterodyne receiver requires a local source of radio-frequent currents upon which the response in the 
receiver depends as well as the current induced in the receiver aerial. 
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based on the emission of electrons from highly heated metals in vacua. In its 
commercial form it consists of a highly exhausted glass bulb, Fig. 161, containing 
a 4 or 12 volt lamp filatnent, F, of carbon, platinum or tungsten surrounded by a 
metal plate or cylinder P-2 of copper, nickel, etc, from which a connection is 
extended to the outside of the bulb. 

When the filament is brought to a state of incandescence by a battery B, negative 
electricity can pass from the filament to the plate, but not in the opposite direction, hence 

when the terminals of the 
closed or secondary cir- 
cuit of a receiving tuner 
are connected to the nega- 
tive side of the filament 
and to the plate of the 
valve, the alternating cur- 
rent of radio-frequency 
flowing in the receiver 
circuits will be converted 
into a uni-directional cur- 
rent which may affect a 
head telephone or other 
recording instrument. 
More clearly, the oscilla- 
tions flowing in the re- 
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Fig. 161— Fleming Oscillation Valve and Tuning Circuits. 



ceivcr circuits during the time of a complete group will be rectified by the valve placing a 
charge in the condenser C-2 (Fig. 161), which afterwards discharges through the head 
telephone, creating a single sound for each group. 

• The adjustment of the Fleming oscillation valve is extremely simple and the stability of 
the device particularly marked, in fact it is only necessary to adjust the incandescence of 
the filament until loud response from a given station is obtained in the head telephones. 
This is accomplished by the rheostat R which normally is of 10 or 15 ohms resistance. 




■=• I 



Fig. 162 — FundamenUl Circuit of Marconi Valve Tuner. 



The Fleming valve gives signals of greatest strength when the secondary 
circuit is designed for a minimum value of shunt capacity and a maximum valut 
of inductance for a given wave length or frequency, hence the secondary con- 
denser is always worked at low values of capacity. 

Many vahres are more sensitive if an added potential is applied between the filament 
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and the plate. like the carborundum deteaor, the Fleming valve has a rising cfiv- 
acteristic and when an K M. F. is applied to the space between the plate and the fila- 
ment the current may be adjusted to the critical point on the characteristic curve so th&t 
the addition of a slight antenna voltage causes a large increase of the local battery current 
flowing through the head telephones. 

A satisfactory diagram appears in Fig, 162 wherein a potentiometer P-1 is 
shunted across the filament battery and a portion of the current Hows through 
the head telephones and the detector. With this arrangement of circuits ad- 
vantage is taken of the particular volt-ampere characteristic of the valve and a 
relay action due to a local source of energy is obtained. For the maximum 
strength of signals with this circuit it is necessary to adjust the position of the 
sliding contact on the potentiometer as well as the incandescence of the filament, 
until the desired results are obtained. 

The diagram. Fig. 162, shows the fundamental circuit of the widely used 
Marconi-Fleming valve receiver. The open circuit comprises: 

(1) The aerial tuning inductance L-'. 

(2) The Bhort wave condenser C-1, 

(3) The primary winding L~2, 

(4) The sbimt impedance R-1, 

<S) The change-over switch S-1, S-Z, S-3. 
The intermediate circuit comprises : 

(1) The winding L-3 in inductive relation to I'-2, 

(2) The winding L-4 in inductive relation to L-5, 

(3) The variable condenser C-2. 
The secondary circuit comprises : 

(1) The secondarjr winding L-S, 
<2) The billi condenser C-3, 

(3) The Fleming valve F, P, 

(4) The battery B (or four volts generally), 

(5) The 10 ohm rheostat R. 

(6) The 400 ohm potentiometer P-1, 
<7) The fixed condenser C-4, 

(8) The head telephone P-2. 
Inductances L-2, L-3, L-4, L-5, L-6 are of fixed value, but L-1 is variable through 
the medium of a multi-point switch. 

When the D. T. three blade switch S-1 is CRYSTAL 

thrown to the right, primary winding L-2 is riTACT 

connected in series with the aerial circuit il^,_ 

which brings the intermediate circuit into use, 
but the switch, thrown in the opposite direc- 
tion, disconnects L-Z and connects L-6 in 
series with the aerial. 1^6 being wound 
tightly about the turns of L-5, the open and 
closed circuits are closely coupled. This *«■ 
creases the damping of the receiving system 
and makes the set responsive to waves of dit- y 

ferent length at one set of adjustments, but, TtNSIO 
of course, does not give the strength of sig- A0JU5' 
nals that can be obtained by resonant adjust- 

The position of the switch corresponding , 

to "close coupling" is marked "Stdbi," an ab- JCKET 

breviation for the word "standby." The switch 
is placed in this position when a particular 
receivii^ station awaits a call from one of 
several sending stations which are not exactly 
tuned to the same wave length, , 

In the opposite position, the changeover 
switch is marked "tune" and with the circuits 
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of this connection, sharp resonant adjustments can be obtained. The wave length of the. 
intermediate circuit is increased or decreased by the variable condenser C-2 only and simi- 
larly the wave length of the secondary or detector circuit, by the condenser C-3. 

The coupling between the inductances of the intermediate circuit and indactively related 
coils is varied simultaneously by means of a shaft (and knob) upon which both coils, L-3 
and L-4, are mounted. / 

The impedance coil R-1 prevents the accumulation of high voltages upon the dielectric 
of the variable condenser, which may be punctured in case the windings of the tuner should 
come in direct contact with the high voltage wires of the transmitting apparatus. 

The American Marconi Company has developed a crystal holder to fit in the 
Fleming valve socket as shown in Fig. 163. The circuit' for the crystal detector 
is practically identical with that of the oscillation valve with the exception that 
the lighting battery is connected to the potentiometer instead of to the lamp 
filament. 
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Fig. 164 — ^Complete Circuits of Type 107a Tuner (American Marconi Company). 

The valve tuner was original designed to be responsive to waves varying be- 
tween 300 and 1 ,650 meters in length, but the circuit has been modified to respond 
to waves up to 2,500 meters, as in Fig. 164. 

136. Marconi T3T)e 107-a Tuner. (American Marconi Company). — ^The 
various connections and arrangements of circuits of the Marconi type 107-a 
tuner are shown in Figs. 165-a, 165-b and 165-c. The principal change over the 
ordinary valve circuit lies in the special six point double throw switch (marked 
**change-07Jer szvitch'') which disconnects the condenser of large capacity (.01 
microfarads) across the intermediate circuit and places it in shunt to the second- 
ary winding and the hilli-condenser (see Fig. 165-a). With the increased capacity 
of this condenser in shunt, the secondary circuit will respond to a wider range 
of wave lengths than the original design of the tuner would permit. 
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For the reception of wave lengths exceeding 1,500 meters, the D. P. D. T. 
switch is thrown to the "standby" position and the intermediate circuit cut out. 
For wave lengths below 1,000 meters, either the "standby or "tune*' circuits can 
be employed at the discretion of the operator. 

It is to be noted, although the 107-a tuner is designed for the carborundum 
detector, an extra set of posts is provided for an additional . crystal such as 




A' 



IT-'— Ht-^aS,. 

, ^ qzj 



Fig. 165a-— "Standby" Long Wave Adjustment of Marconi Type 107a Tuner. 

cerusite. When the latter detector is employed, the potentiometer is out of the 
circuit. Observance next should be made of the binding posts from which wires 
are connected to the receiver circuits and to the contacts of an aerial change-over 
switch. The latter, when open, protect the detector and head telephones from the 
induced potentials of the local transmitter. 




Fig. 16Sb— ••Tune" Circuits of Type 107a Tuner. 

In the diaigTzm, Fig. 165-b, L-1 is the aerial tuning inductance, the value of which is 
altered by me^ns of a multi-point switch mounted on the left hand front of the tuner. 

C-1 is the chort wave variable condenser connected in series with the aerial system. In 
the full scale position it short circuits itself and is thus cut out of the antenna circuit. This 
condenser is mounted on the left hand side on the top of the tuner. 

L-2 is the primary winding of the receiving tuner and has a fixed value of inductance 
(not variable). 



146 



PRACTICAL WIRELESS TELEGRAPHY. 



Coil L-3, condenser C-2, coil L-4 comprise the intermediate circuit. L-3 is of fixed value 
and is in inductive relation to L-2. L-4 has the same dimensions as L-3, but it is in in- 
ductive relation to coil L-5. 

The wave length of this circuit is varied by means of a condenser C-2. 




Fig. J 6Sc— "Standby' 



Coils 1^3 and L-4 are wound on balls or spheres, mounted on a shaft so they can be 
turned at a right angle to L-2 and L-S, simultaneously. This is effected by means of the 
coupling knob mounted on the right hand end of the tuner, and thus the coupling between 
the intermediate circuit and the antenna and detector circuits b varied as required. 



Fig. 166— Tnw UI7s Toner (Modified Vilve Tmicr). 

Coil L-5 and condenser C-3 constitute the secondary circuit. L-5 is of fixed value a 
■i is the well known "biUi" condenser, having a value of about .0001 microfarad. 
C-4 is the telephone condenser of approximately .003 microfarad capacity. 
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R ia a sliding contact potentiometer of 400 ohms, mounted on the left hand side of the 
toning box. 

B is a dry cell battery of 1.5 to 3 volts, while D is the usual carborundum crystal 

The inductance coil, L-7, is an inductive static leak for preventing the accumuIatiDn of 
large static charges upon the plates of the short wave variable condenser to prevent the 
rubber dielectric from puncturing. 

During adjustment of the carborundum crystal, the connection from the battery to the 
potentiometer must be reversed until the best response is obtained. 

The intermediate circuit of either of the foregoing tuners is employed in case of ex- 
cessive interference from nearby stations. Of course it is difficult to distinguish between 
stations operating on the same wave length except as the signals from the desired station 
are very much louder than those from the interfering station ; but transmitters operating on 
the same wave length and having different degrees of damping can often be tuned out or 
in by proper adjustment of the coupling. 

It will be apparent from the preceding diagrams that either the valve or the 107a tuner 
is tuned to resonance with the incoming signal by condensers only, with the exception of 
the aerial tuning inductance which is 
variable in steps through a multipoint 
switch. A photograph of the I07a tuner 
appears in Fig. 166. In adjusting this 
tuner, the following general instructions 
should be observed : 

(a) Operation. With the connection 
("Tune") indicated in Fig. 165b the tun- 
ing is extremely sharp and the circuits 
will not respond to wave lengths in excess 
of 1,000 meters. 

For general work the coupling knob is 
set at 90°. The Irilli condenser is set at 
the zero position on the scale and one or 
two points of the aerial tuning inductance 
connected in the circuit. The setting of 
the intermediate condenser, C-3, is altered 
until response is secured. 

Correct setting for the potentiometer is pj^ i6fe-M«c<.m Di« V«i.bl« C™d««r. 

obtained by means of a buzzer tester or 

by listening to the signals of a distant station. Follow this by reversing the connections 
from the battery to the tuner until the loudest signals are obtained. 

For tuning to waves up to 1,000 meters, three or four points of inductance should be 
added at the aerial tuning inductance, but for the wave lengths shorter than 600 meters, the 
short wave condenser should be used at smaller values of capacity. 

The bllli condenser permits the detector circuit to be tuned to waves from 450 meters to 
1,000 meters in length. 

(b) "Stand-b^' Position. When the double throw knife blade switch is thrown to the 
left — "stand-by" position — the circuits are altered as m F^, 16Sc. With this connection the 
primary winding L-2 is disconnected from the antenna circuit and a second primary wind- 
ing, L-^ connected instead. 

L-6 is an inductance of fixed value wound tightly around the winding I^S, giving a 
close degree of coupling between the aerial and detector circuits. 

From the diagram it will he plain that coil L-4 of the intermediate circuit is still in 
inductive relation to L-S and unless the precaution is taken to turn the coupUng knob to the 
zero position, considerable energy will be absorbed from the detector circuit, thereby re- 
ducing the strength of the incoming signals, particularly if the intermediate drciiit is in 
resonance with the antenna and the detector circuits. 

For tuning to waves up to approximately 1,000 meters with the "Stdbl" cmmection, only 
the billi condenser is employed in shunt to the secondary winding, but for longer wave 
lengths the small six-point, double throw swritch, mounted on the top of the tuner (marked 
change-over switch in Fig. 164), is placed in the "Stdbi long wave" position, whereupon the 
intermediate condenser, C-2, is connected in shunt to the billi condenser C-3. This connec- 
tion permits waves m excess of 3,000 meters to be adjusted to in the secondary circuit. 
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The complete circuit for this connection is indicated in Fig. 165a. Note carefully that 
the intermediate circuit is not employed. It is important to note also that the type 107-a 
tuner is litted with four binding posts (at the rear) from which connections extend to the 
type S aerial changeover switch. When the antenna switch is placed in the transmittin.; 
position, the circuits of the 107-a tuner are interrupted at the points A and B (Fig. 165b j, 
thus breaking the cii'cuit to the detector and the head telephones. The contacts at thi> 
switch must have careful inspection from time to time, for, unless they close properly, the 
apparatus positively will not function. 

Should these contacts be broken, a permanent jumper should be placed across the bind- 
ing posts to keep the circuit closed. 

Type 107-a tunef should be used with the type S or type I aerial changeover switches 
only. 

The complete circuits for the tuner arc shown in detail in Fig. 16Sa and with the fore- 
going explanation, the functions of the various elements should be clear without furtlicr 
instruction. 

(c) General Instructions. For "stand-by" tuning or broad adjustment at wave lengths 
up to 1,000 meters (see Fig. 165c), place the double throw knife switch to the left 

Set the condenser switch on "tune." 
Set the coupling knob at zero. Carefully 
adjust the billi condenser. Connect in a 
few points of the aerial tuning inductance. 
Vary the capacity of the short wave con- 
denser. 

For long wave lengths (in excess of 
1,000 meters) place the condenser switch 
on "stand-by long wave" position. Vary 
carefully the capacity of the intermediate 
condenser. Add inductance at the aerial 
tuning inductance. 

-..-.-,, „.. 11, *. r. * * ^^^ ^^^^P '«»»«ir on the shorter wave 

F,g. 167-Marcom s Magnetic Detector. ^^^^^^ ^^^j^^ 1,000 meters), place the 

double throw knife switch to the "tune" position. Place the condenser switch on the "tune" 
position. Set the coupling knob at from 70** to 90°. Adjust carefully the intermediate con- 
denser. Add two or three points of inductance at the aerial tuning inductance. Follow 
this by variation of the capacity of the short wave condenser. In this position, all tl.c 
variable elements of the complete tuner are in use. 

137. MaFconi Magnetic Detector and the Multiple Tuner Circuits (Eng- 
lish Marconi Company). — The magnetic detector shown diagrammatically i i 
Fig. 167 is an oscillation detector of unvarying stability. A description of the 
detector and an explanation of its functioning follow: 

A continuous band made up of a group of fine iron wires revolves on the ebony 
grooved wheels W which are turned by clockwork in the base of the instrument. Tl.c 
band passes through the glass tube G, which has a small single layer of fine wire comprising 
6 to 10 turns through which the radio- frequent oscillations flow. Directly over this wind- 
ing is placed the small bobbin of wire S which has approximately the resistance of the 
head telephones P-1. Two horseshoe permanent magnets with like poles adjacent are 
mounted immediately above the tube and near to it. Some argument exists concerning tht* 
action of this detector during the reception of signals but it is sufficient to say that when 
the iron band passes underneath the two permanent magnets it undergoes a cyclic change 
in maenetism and is extremely sensitive to an impressed external magnetic field such as 
that generated by a radio-frequent current flowing through the winding G. 

When electrical oscillations inr^nced in a receiver aerial by a distant transmitter p.?- 
through the winding P, one complete group of oscillations sets up an alternating magnetir 
field wbich causes a sintrle movement or a charge in the position of the flux in the it* i 
band. The hohhtn S beinor In the path of the flux, it is acted unon inductively, a curr n 
being induced in the windincrs which flows thron«»h the head telephone creating a sir ' * 
sound for each pronp of incoming oscillations. The note of the transmitter is fait^fl1^^' 
reproduced, because each group of oscillations radiated by the transmitter has a cumnlnM*\e 
effect on the change of flux in the iron band, which causes a single movement of the t \c- 
phone diaphragm. Although the magnetic detector lacks the sensitiveness of the crystal 
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detector throughout the shorter range of wave lengths, 
for waves around 2,500 meters, it compares favorably 
rectifiers. 

The magnetic detector may be connected directly 



between 300 and 600 meters, 
ith the most sensitive crystal 



series with the aerial 
system, but it func- 
tions best in the 
circuits of the Mar- 
coni Muhiple Tun- 
er (English Mar- 
coni Company) in 
Figs. 168 and' 169. 
In general, the 
circuits of this 
tuner appear simi- 
lar to that of the 
valve tuner, but the 
secondary winding 
for the magnetic 

Fig. I67a-Marconi Muliipl. Tuner. detectOr has Very 

few turns as compared with the secondary of the valve tuner. The magnetic 
detector has low resistance compared with crystal detectors and, in consequence, 
the stopping condenser of the usual detector circuit becomes an active element of 
the closed oscillation circuit and must therefore be of variable capacity. In iah, 
placing the detector in series with the secondary circuit not only calls for a wind- 
mg of low inductance but one of low resistance as well. Hence the secondary coil 
is usuallv wound with rather coarse wire, such as No. 18 or No. 20 E. and S. 
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A fundamental wiring diagram of the Marconi multiple tuner appears in Fig. 168 and a 
more detailed diagram showing approximately the position of the apparatus in the tuner 
in Fig 169. Like notations are used in both drawings. 

Since this tuner is adjustable to wave lengths between 80 and approximately 3,000 
meters, a specially constructed series of multi-point switches S-1, S-2 and S-3 {Fig. 169) 
control the inductance and capacity of the primary, intermediate and secondary circuits for 
a progressive increase or decrease in wave length. The particular wave length adjustment 
corresponding to any position of the switch is dearly marked on the operating handle. 
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When the small D. P. D. T. switch is placed in the "standby** position, the magnetic 
detector is connected directly in series with the aerial and the necessary tuning adjustments 
are made at inductance L-1 and condenser C-1, but when this switch is thrown to the 
"tune'* position, the aerial circuit continues through the primary winding L-2, the oscilla- 
tions being transferred from thereon to the intermediate coil L-3, built up in amplitude by 
condenser C-2 and finally transferred to L-5 by induction from L-4. 

The function of the switches S-1, S-2 and S-3 will be clear from the drawings and the 
following explanation, describing the connections of the various fixed and variable capaci- 
ties for the complete range of wave lengths. 



ta MAGNETIC DETECTOR 




Fig. 169 — Detailed Wiring Diagram of Multiple Tuner. 



For wave lengths from 80 
to 150 meters. 



f Condensers ' C-4 and C-1 are in series. 
Condensers C-5 and C-2 are in series. 
Condensers C-6 and C-3 are in series. 



T?^^ «r-,«-. i««^<r4.v.o f^^r^ i«A f Condenser C-1 is in series with the antenna. 
MO t s \ Condenser C-2 is in shunt to the intermediate circuit, 

to me er . [^ Condenser C-3 is in series with the magnetic detector. 

r Condenser C-1 may be in or out of the aerial circuit as 
from J required. 

Condenser C-7 is in shunt to condenser C-2. 
Condenser C-8 is in shunt to condenser C-3. 



For wave lengths 
1,600 to 2,000 meters. 

For wave lengths 
2,000 to 2,600 meters. 



from r Condenser C-1 is in or out as required. 

\ Condenser C-9 is in shunt to condenser C-2. 
I Condenser C-10 is in shunt to condenser C-3. 



The switch S-1 in the foregoing drawings selects such values of inductance at L-2 as 
will give the correct degree of coupling at all wave lengths. The protective leak inductance 
R prevents the accumulation of heavy charges in the condenser C-1. The coupling be- 
tween L-2 and L-3, and L-S and L-4, is varied simultaneously by a single knob on the side 
of the box. A protective gap R protects the primary circuit of the tuner should by accident 
the circuits come in contact with the high voltage wires of the transmitter. 

Because of the small secondary winding, this tuner is not suitable in the "tune" position 
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for a crystal detector, but will give some response on the "standby" side in which connec- 
tion the crystal is connected in series with the aerial. 

It has frequently been observed that the m^netic detector gives better response to 500 
cycle transmitters when the iron band revolves at a speed about twice that used in receiving; 
from 60 cycle transmitters. Normally the band travels at a very low speed— a few feet per 
minute. 



FIs. 170— Type 106 Scceivlng Tuner (American HarconI Cotnpanjr). 

138. The Marconi Type 106 Receiving Tuner. (American Marconi Com- 
pany). — A receiving set of particular excellence combining mechanical and 
electrical features of, merit is the type 106 tuner of the^American Marconi Com- 
pany. This set is of the panel type, the necessary controlling switches being 
mounted on the front of the board as shown in photograph 170, the coupler, 
variable condensers, potentiometer, etc., being mounted on the rear as in photo- 
graph 171. The coupling between the primary and secondary windings is varied 
by means of a special rack and pinion adjustment which is in turn controlled by 
a knob on the front of the panel with a scale marked from zero to 10 (marked 
"coupling"). 

The inductance of the primary winding is changed by means of two multi- 
point switches, one of which operating in conjunction with a barrel switch discon- 
nects the unused portions of the primary winding for any particular adjustment 
of wave length. That is, the primary winding is divided into four groups which 
are cut into the circuit as the wave length is progressively increased. The con- 
nections to the separate aerial tuning inductance connected in series with the 
antenna system are included in the "lens" switch of the primary winding. The 
"unit" switch controls 10 single turns of the primary winding permitting any 
number of turns from one to maximum to be included in the circuit (as will be 
explained in paragraph 191). 

The aerial circuit includes a short wave variable condenser which in the 180° 
position short circuits itself automatically by means of special contacts fitted to 
tiie movable and stationary plates. The secondary coil divided into 10 groups 
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is fitted with an end-turn switch which spHts the winding into three complete 
groups. The secondary winding is shunted by a variable condenser which in the 
zero position is completely disconnected from the circuit, thereby cutting oB the 



Fig. 171— Sear View Type 106 Receivinf Tnaer. 

capacity effect between the opposite plates (of the variable condenser) in the 

so-called zero position of capacity. 

A special wire wound potentiometer is supplied, having a resistance of about 

450 ohms, the value of which is adjusted by a rotary multipoint switch. 

The receiving de- 
tector, placed in a ver- 
tical position to the 
front of the panel, 
consists of a contact 
point with spring 
pressure mounted on 
a universal joint 
which may be placed 
in contact with the 
sensitive spot on one 
of several crystals 
mounted in a cup di- 
rectly underneath. 

A fundamental dia- 
gram of the type 106 
tuner is shown m Fig. 
172, which, as will be 
observed, is somewhat 
similar to the connec- 
tions of Fig. lS3b. 
The part of this dia- 

6uzi» TtSTtR jj^^lgp attention is the 

Fiff. 173— FnrdamenUI Circuit Diesram 1D6 Tuner. ' ConnectlOh Of ' thc 
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potentiometer, the head telephones and the fixed condenser C-3, and the group- 
ing of the primary and secondary turns. The buzzer excitation system shown 
w2l be described in detail in paragraph 149. 

The reader should note that the 106 tmier is constructed so that only the used turns o£ 
the primary and secondary windings are in direct inductive relation, that is, the unused 
turns of either winding do not overlap and consequently when the primary and secondary 
are set at low values of inductance, care must he taken to have these two windings in the 
correct inductive relation. For instance, by a little consideration, it will be evident that if 
the secondary winding is placed too far inside the primary coil Che coupling is decreased just 
as it is when the secondary winding is drawn out of the coil. 

The general instructions for the adjustment of the inductive receiving tuner given in 
paragraph 130 are thoroughly applicable to the type 106 Inner. An increase of inductance 
in the antenna circuit for adjustment to a given wave length should be fallowed by an 
increase of the secondary inductance to tnainlain resonance. Also with each change of 
wave length there is a critical degree of coupling which gives the louder signals tfi the 
head telephone. 

Under conditions of loose coupling the secondary variable condenser is of some use 
to reduce interference, but under conditions of dose coupling the condenser is preferaUy 
set near to zero values of capacity. 

The short wave variable condenser is employed to tune the antenna circuit to signals the 
wave length of which is below the natural wave length of the receiving antenna. Response 
to shorter waves is obtained at capacities near to the sero position of the condenser scale. 
With this condenser in circuit, the wave length of the antenna system will be progressively 
increased (that is, the oscillation frequency decreased) as the control handle is moved in the 
direction of maximum capacity. In case of severe interference, the damping of the receiv- 
ing antenna may be decreased in the following manner : For a given wave length set the 
short wave variable condenser at a certain value of capacity and obtain resonance by 
adding inductance at the aetial tuning inductance until maximum response is obtained. 
Care must be taken to select the correct values of inductance and capacity, which, of 
course, vary with each aerial. If excessive values of inductance are added, variation of 
capacity will have little effect on the incoming signals. The fact is that signals would not 
be heard under these conditions unless the transmitting station is near to the receiving 
station. Correct values of inductance and capadty are assured if a slight change in con- 
denser capacity eliminates the signals. 



Fig. 173— Type 101 ReceivioB Tuner {American Matconi Company). , 

We may resume the function of the elements of the tuner as follows : The small push 
button marked "Test" immediately to the right hand side of the receiving tuner closes the 
circuit from the battery to the buzzer which nermits the manipulator to obtain the best 
adjustment of the crystal. When turned to the tight this button is locked in position. The 
twD switches on the front of the Type t06 tuner marked "transformer primary" vary the 
inductance of the primary circuit. The switch marked "Units" cuts in a single turn at a 
time. The switch marked "Tens" varies the primary inductance in groups of ten turns at 
each (wint of contact 
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The primary condenser has minimum capacity in the zero position but if turned to the 
J80* mark it is shunted by a special set of contacts (attached to the movable plates and 
thus cut out of the aerial circuit. All control handles attached to the inductance changing 
sanlches and variable condensers of the primary and secondary circuits should be turned 
counter clockwise for increase of their values. 



Fig. 174— Rear View Type 101 Receiving Tuner (American Marconi Company). 

The switch marked "transformer secondary" and the control handle marked "secondary 
condenser" control the inductance and capacity of the secondary circuit. The wave length 
adjustment of the circuit can be increased by turning the switch or the knob of the con- 
denser counter clockwise. Different values of inductance and capacity can be employed in 
this drcuit while holding the same wave length. This changes the damping of the circuit 
and proper proportioning (of inductance and capacity) mSy give increased strength of 
signals during the reception of signals from certain stations. 

The control handle marked "potentiometer" varies the flow of current through the de- 
tector crystal. Close adjustment of the potentiometer is necessary when the incoming 
signals are comparatively weak. The switch marked "battery" turns the local battery cur- 
rent on and off. 

The terminals marked "battery" connect to four dry cells in a separate box and the 
terminals marked "telephoned' are the binding posts for connection to 2,000 ohm receivers. 

As the transmitter operates at approximately the wave length to which the secondary 
drcuit of the receiver is adjusted, it produces exceedingly strong signals which are liable 
to impair the sensitive condition of the crystal. To obviate this, connections are made with 
the antenna switch so that when the antenna switch is in the transmitting position the 
terminals of the detector and the secondary condenser are short-circuited. Care should be 
taken to see that the antenna switch, with which this receiver is_to be used, is so con- 
structed as to perform the above operations. If this is done, the transmitter has very little 
or no effect on the sensitiveness of the crystal and it will, therefore, be in a sensitive 
condition for receiving immediately after transmission. (See diagrams, Figs. 201, 202 
and 203.) In addition to paragraph 130 the student should read the general instructions 
in pan^raph 156a. 

139. Marconi Receiving Tuner Type 101 (American Marconi Company). — 
The type 101 receiver consists of an inductively coupled transformer with two 
solid rectifier detectors and the necessary accessory apparatus mounted on a hard 
rubber panel and enclosed in a mahogany case. The front elevation of this set 
is shown in photograph, Fig. 173, the rear elevation in Fig. 174, and a funda- 
mental diagram in Fig. 175. 

The aerial is connected to the binding post "antenna" and the earth connection is made 
to the binding post marked "ground." The drcuit between these two points is adjusted to 
resonance with the incoming signal by variation of the two transformer primary switches, 
the primary loading coil switch, the primary condenser, and the primary condenser switch 
which is marked "out" "series" and "shunt." The purpose of this switch is to connect the 
primary condenser in series or in parallel to the aerial or to disconnect the condenser 
entirely. 
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Thus for long wave lengths the condenser is placed in shunt to the primary winding 
and for waves below the fundamental period of the aerial the condenser is thrown in 
series with the primary winding. 

The function of the three other primary switches is to vary the number of turnc of 
inductance in the aerial circuit. 

The secondary circuit contains the transformer secondary coil, the inductance of which 
is varied by the transformer secondary switch, the secondary condenser, the cerusite and 
the carborundum detectors, the switch for connecting either of these two in the circuit, 
the potentiometer, and the switch marked "sent," "receive." 
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Fig. 175 — Fundamental Diagram Type 101 Receiving Tuner. 



The transformer secondary is moved in or out of the transformer primary coil by 
means of the handle marked "coupling." The capacity of the secondary condenser is 
varied by rotation of its handle, and the potential across the carborundum detector is 
varied by the rotation of the potentiometer handle. 

Supplied with this set is a mahogany box containing four dry cells having three binding 
posts, marked 1, 2, and 3. Nos. 1 and 2 connect to the two binding posts on the receiver 
immediately under the word "battery," while No. 3 is connected to the post at the extreme 
right on the same level with "test" switch. This post completes the circuit from the battery 
to the test tuner. 

Since the detectors work better with the battery current flowing in a certain direction, 
it is necessary to determine experimentally which binding post to connect to the carbon 
and which to the zinc electrode. 

The head telephones are connected to the binding post "telephones." The binding posts 
marked "antenna switch A," posts 1 and 2, and "antenna switch B and C," posts 1, 2, and 3, 
are for connection to a specially designed navy type antenna switch. 

When the navy switch is not used, posts Al and A2, B2 and B3, CI and C2, and B3 and 
Bl are short circuited with pieces of thick copper wire. (Not shown in figure 175.) 

The posts marked "extra detector" are for connection with an outside detector. If the 
outside detector requires battery, place the detector switch in the position marked "car- 
borundum," if not place it in position marked "cerusite." 

The test buzzer is mounted within the metal cup directly over the secondary condenser 
and can be adjusted if necessary by removing the two cap screws. 

Since the satisfactory operation of the set depends to a great extent on the switch 
blades making perfect connection with the switch studs, it is necessary to see that there 
is always good firm pressure between them. If for any reason this pressure becomes too 
weak, remove the screw in the handle, take off the handle, and remove the two screws 
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holding the switch blades in place. The blades can then be bent slightly so that when 
replaced they will make positive contact. 

The complete adjustment of this tuner is as follows: Set the primary condenser switch 
to position "Out," place coupling pointer at about 7 on the scale, detector switch to "ceru- 
site," secondary condenser pointer to position "Out," potentiometer to O, "send" and "re- 
ceive" switch to "receive" (if used with navy switch or break system relay, leave in "send" 
position always), turn test switch to "In" position, which starts the buzzer; then adjust 
Cerusite Detector point on crystal surface until loudest response is heard. This crystal 
requires very light pressure for maximum sensitiveness and the point may be screwed up 
or down by turning the hard rubber knob to left or right. 

Having found a sensitive point in the crystal, vary the inductance of the two primary 
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Fig. 176 — Wiring Diagram Marconi Universal Receiver. 



transformer switches until the desired signal is heard, then loosen the coupling by rotating 
coupling handle to the right until the signal is just audible, then try other points of trans- 
former secondary switch and rotate secondary condenser handle to the left until a com- 
bination Is found which gives maximum response. 

The primary should then be readjusted more accurately until the best setting is found 
and the coupling then adjusted until the maximum strength of signal is obtained. The 
longer the w^ve length the greater the number of turns of inductance necessary in primary 
and secondary circuits. If more inductance is necessary for a particular signal and cannot 
be obtained by adjustment of transtormer primary switch, place this in position marked 
"Out" and rotate the primary loading coil switch from its position "Out" until sufficient 
turns are in the circuit. 

If the wave length of the incoming signal is shorter than can be reached with primary 
condenser switch in the "Out" position, place it in the series position, set the ten turn trans- 
former primary switch at zero, the unit turn transformer primary switch at 10 and rotate 
primary condenser handle until maximum response is obtained. 
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FladtiK the primary condenser switch in the "Shunt" position increases the wave 
length of the aerial drcait corresponding to any given setting of the inductance switches. 
Thb may be done at any time instead of increasing the inductance. Generally speaking, the 
method of varying inductance is preferable and gives a louder response, but in exceptional 
cases the reverse is true and in any particular case a trial of the two methods can be made 
to find out which is the better. The best secondary setting for maximum response to any 
particular wave length is that of maximum inductance and minimum capacity, but the 
greatest selectivity will be obtained with smaller inductance and greater capacity. 

When the carborundum detector is in use it will be necessary to adjust the potentiometer 
to a point which gives the greatest sensitiveness. 

It should be noted that when using the Cerusite detector during the reception of very 
weak signals the potentiometer should always be in zero position, but for signals of mod- 
erate intensity it does not matter particularly what position this may happen to be in. In 
order that the operator may be able to measure approximately the wave length of the 
incoming signals, calibrations of the secondary are given with each tuner, it being under- 
stood that these are correct only when the secondary is coupled very loosely to the primary. 
With the lOl receiver are supplied adjustable head telephones which are tuned to the 
group frequency of the transmitter. Also the electrical circuit through the telephones and 
the stopping condenser is tuned to the same group frequency. 

It is advisable occasionally to insert a piece of paper between the spark points of the 
antenna and ground binding posts and telephone binding posts to make sure they are not 
"hort-circuited. 

140. The Marconi Universal Receiving Set (English Marconi Company). — 

The complete circuits 
of the Universal Crys- 
tal Receiver are indi- 
cated in the diagram, 
Fig. 176, and a photo- 
graph of the finished 
instrument in Fig. 
177, the tuner having 
been designed for 
wave lengths between 
300 and 3,000 meters. 
The circuits are ap- 
plicable to all types of 
crystal rectifiers, par- 
ticularly those of car- 
borundum, z i n c i t e. 

Fig. 177— Univeissl try.lal Receiver (Knglish Marconi Company). bofnite, CtC. 

The usual aerial tun- 
ing inductance is represented at L-1, the short wave condenser at C-1, and the primary 
winding of the tutting transformer at L-2. L-2 has three tappings, which are varied by 
means of the switch. The secondary circuit of the receiving tuner is divided into three 
units, the following range of wave lengths being obtained with each: L-5 has the correct 
values for all wave lengths up to 600 meters; L-4 for waves between 600 and 1,600 meters, 
and L-i for waves between 1,000 and 3,000 meters. The necessary change of inductance is 
obtained by the wave length changing switch D, which completely disconnects the unused 
turns from the circuit. 

The functioning of the switch is as follows : In one position the switch blade D is 
connected to the high potential end of winding L-5 through contact point A; but a longer 
wave length adjustment is ohCained by placing the switch on point B, which connects the 
receiving detector to the lugli potential end of L-4, and at the same time the lower right 
land contacts aloncsiile tl'e ."witch spring together, joining the high potential end of L-5 
to ihe low potential cnil of L-4. The same function is performed by switch point C and 
the upper riirht" band set i f contacts. 

Tbe 'ecofidarv cnnHcnser shown at C-3 possesses at maximum very low capacity. The 
potrniiomctcr P-2 is sl'unted ncro^s the battery B-2. A protective choke is indicated at 
P-4 and a safety pap al R. Tl'e telephone condenser C-2 is of fixed capacity. 

,\ novel feature of this tuner is the magnets M-1 and M-2, which are joined to battery 
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B-1, tfae terminals X and X-1 extending to a small switch alongside the transmitting bey. 

Closing this switch energizes the magnets, which draw the contacts on either side of the 

crystal apart, completely disconnecting all attached circuits and thereby protecting the 

detector £-om induction of the transmitter. 

The magnets and the crystal holder arc 

mounted in a metallic box. 

A number of vessels in the trans- 
Atlantic service of the Marconi Com- 
pany are fitted with this apparatus 
which has been found to permit recep- 
tion over very long distances. 

141. Electrolytic Detector.— A 
detector widely used in the early stages 
of wireless telegraph development in 
the United States is the so-called 
"whisker point" electrolytic, which is 
particularly sensitive and uniformly 
stable in operation. Of late, however, ■ 
the electrolytic cell has fallen into 
Fis. 178-showtaK constructioo of Electrolytic almost complete disuse for commercial 
Detector. working, even though its reliability is 

generally admitted. From a commer- 
cial standpoint this may be accounted for by the fact that the initial adjustment 
of the device is rather troublesome. 

The essentials of the detector appear in Fig. 178, where a small glass receptacle R has 
sealed in the base a small piece of platinum P about J^-inch square. About a half-dozen 
drops of a 20 per cent, solution of ttitrie acid or a supersaturated solution of caustic potash 
cover the lower electrode. The upper electrode P-I is an extremely fine platinum wire 
about .0001 inches in diameter. The depth of immersion in the liquid ts carefully regulated 
by a finely threaded screw adjustment. The platinum wire is generally coated with silver, 
which afterward is dissolved by dipping the point of the wire in a strong solution of nitric 
acid, leaving the small platinum tip exposed. 

The silver need not necessarily be taken off the platinum wire by a strong acid solution ; 
the point can be immersed in the usual detector solution of dilute nitric acid and an extra 
strong local current sent through the cell for a few moments until the silver is completely 
dissolved. Afterward the point is adjusted to just touch the solution. 

Kow, if this detector is substituted for the carborundum rectifier tn the circuit of Fig. 
153a, and the positive pole of the local battery connected to the fine wire electrode, the de- 
vice becomes a very sensitive detector of currents of radio frequency, provided the small 
electrode just touches the surface of the acid. 

The fine wire electrode is frequently coated with glass, so that the extreme tip only is 
exposed to the action of the solution, hence the depth of immersion of the entire electrode 
is of little importance and the detector is less difficult to adjust 

Several theories have been advanced to accoynt for the action of the electrolytic de- 
tector, one being that the response in the local head telephone is caused by change in re- 
sistance of the small platinum wire during the passage of radio-frequent currents. 

Another investigator contends that the current of the local battery flowing through the 
electrolytic cell forms gas bubbles which polarize the fine wire electrode, and thereby par- 
tially reduce the flow of current from the local battery. Then when oscillations of radio- 
frequency pass through the cell, the gas bubbles are temporarily destroyed, which permits 
an increase of the strength of the local battery current at rates corresponding to the spark 
frequency of the transmitter. 

The electrolytic detector is adjusted for maximum strength of signals, by carefully regu- 
lating the strength of the local battery current. If the current is too strong, a hissing sound 
is obtained in the head telephone which will prevent the reception of signals. It, on the 
other hand, the local orrent is too weak, the detector will barely respond. Some difference 
of opinion exists regarding fne direction in which the local current must flow through the 
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ceH but it is usual to connect the fine wire electrode to the positive pole of the cell. 
H. Shoemaker has discovered that the large electrode may be of zinc, and if the small 
platinum point and zinc are immersed in a dilute sulphuric acid solution, the cell not only 
acts as a detector of oscillations, but supplies its own local £. M. F. as well In this form 
the detector is termed a primary cell detector. 

142. The Three Element Valve Detector. — A modified type of the two 
element Fleming valve is the three element valve, the circuits for which are shown 
in Fig. 179. From the viewpoint of mechanical construction, it is practically 
identical with the Fleming valve, with the exception that a metallic element known 
as a grid is placed in the path of the electrons flowing from the filament to the 
plate. 

This grid may be made up of a zig-zag shaped platinum wire or a plate per- 
forated with holes, or in certain tjrpes of valves it consists of a spiral of copper. 
The filament may be constructed of tungsten, tantulum or platinum. 

The circuit generally 
adopted for the three 
element valve appears in 
Fig. 179, where the pri- 
mary and secondary cir- 
cuits of a receiving tuner 
are represented by the 
usual notations and the 
grid, plate and filament 
of the valve by G, P, and 
F, respectively. An im- 
portant part of this cir- 
cuit is the so-called grid 
condenser C-1, which 
generally has low capa- 
city, varying between 
.00003 and .0005 micro- 
farads. 

In addition to the 
lighting battery B-1, 
which is generally of 4 
volts, a local battery 
B-2 of 35 to 200 volts 
has Its positive terminal 
connected to the plate P and the negative terminal to the telephones P-1, which are in turn 
attached to the positive end of the battery B-1. The secondary terminals of the receiving 
tu^er are connected to the negative terminal of the filament and to the grid. 

In this form of valve as in that already described, the incandescent filament produces 
electrons which give to the vacuous space conductivity in one direction only. In the two 
element bulb, the plate element serves both to impress the received oscillations on the 
vacuous space and to connect the telephone thereto. In the three element bulb these func- 
tions are separated, the first being assigned to the grid and the second to the plate. A 
gain in fiexibility and ease of manipulation is thereby secured. 

As in the two element valve, the electrons carry the local battery current as well as the 
incoming oscillations and the effect of the latter is to vary the local battery current, pro- 
ducing the so-called relay action. 

According to the explanation advanced by Armstrong, the grid element, if placed in the 
path of the electrons, receives a negative charge which decreases the local battery current, 
i. c., the current flowing between the plate and filament. An external positive charge applied 
to the grid will in a degree neutralize the negative charge and thus increase the local bat- 
tery current, but an external negative charge will cause greater absorption of electrons and 
reduce the battery current to a lower figure. Hence, if an alternating E. M. F. be impressed 
between the grid and filament the positive alternation increases the local battery current 
and the negative alternation decreases it. 

In order to receive the maximum strength of signals from spark stations, the detector 
must be connected in a circuit that will permit an accumulative effect for each group of 
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incoming oscillations. Such a circuit is shown in Fig. 179, which, according to Armstrong, 
functions as follows: The radio-frequent oscillations Induced in the secondary circuit of 
the receiver are rectified by the valve action between the grid and filament, and a negative 
charge is placed in the condenser C-1 which reduces the electron current from F to P. At 
the termination of the wave train this charge leaks off through the grid. The grid then 

returns to normal poten- 
tial and also the local 
current, whereupon the 
process is repeated. If 
the valve is properly con- 
structed, i. e., if a good 
sample is used, it is a 
very sensitive detector, 
much stronger signals 

TOTtHTiALor I _ being obtained than 

6RI0 TO — -^naa ^- — -v/% ^--" with an ordinary crystal 

fiLAMtNT _ ^Ma. .x-^-^^^a ^-^ rectifier. 

Oscillograms of this 
detector taken by the 
same investigator indi- 
cate that the three ele- 
ment valve not only func- 
tions in the manner just 
explained, but that the 
oscillations of radio-fre- 
quency flowing through 
the grid circuit are re- 
peated in the head tele- 
phone circuit and super- 

Fiff. 180— Curve Showing the Process by which the Three Element Valve ""P^sed Upon the local 
^ makes Damped Oscillations Audible. battery current. How- 

ever, the radio-frequent 
oscillations (repeated in the local battery circuit) produce no sound, but the audio frequency 
variation of the continuous current in that circuit does create an audible sound of a pitch 
determined by the spark frequency of the transmitter. 

The process involved in the detection of oscillations induced in the receiver 
by a distant transmitting station can be shown by the curves of Fig. 180, which 
indicate first: the oscillations of the incoming signals; second, the potential of 
the grid circuit unth respect to the filament; third, the decrease of the wing cur- 
rent and the^superposed oscillations of 
radio-frec[uency, and finally, the result- 
ing fluctuation of current in the head 
telephone. 

Either the current of radio- or 
audio-frequency reproduced in the lo- 
cal circuit of the vacuum valve can be 
increased in amplitude by special con- 
nections on the same valve or by con- 
necting a number of valves in cascade. 
In the first method, the current of 
radio- or audio-frequency is repeated 
back to the c^rid circuit by special 
radio- or audio-frequency transform- 
ers, but in the second method, a trans- 





Fig. 181— "Repeater" or "Regenerative" Vacuum 

Valve Circuit. 
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former is connected in the local battery circuit and its secondary terminals con- 
nected to the grid and filament of a second valve by which the incoming radio signal 
is amplified by repetition of the action shown in Fig. 180. 
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The three element vacuum valve connected in a simple tuning circuit for the reception 
of spark signals is adjusted for the maximum strength of signals as follows: (1) The 
incandescence of the lamp filament is carefully adjusted by the filament rheostat; (2) The 
voltage of the local battery is varied until the maximum strength of signals is obtained. 
To protect the filament and assist adjustment, modern sets have a small ammeter connected 
in series with the lamp filament by which the degree of incandescence is definitely fixed. 

143. A Repeater Vacuum Valve Circuit. — A method for repeating the 
current of radio frequency flowing in the telephone circuit back to the grid circuit 
of the same bulb appears in Fig. 181. This system has been found to be particularly 
successful in operation and gives increased strength of signals from a given sta- 
tion! Part of the energy of the oscillations of radio-frequency flowing in the 
telephone circuit is repeated back to the secondary circuit through the coupling 
coils (of radio-frequency) L-1 and L-2, and the amplitude of the grid oscillations 
thereby increased. The amplified grid oscillations then react upon the telephone 
circuit, producing still greater variation of the local current, thus further reinforc- 
ing the oscillations of the system. 




Fig. 182 — Audio-Frequency Repeater Circuit. Fig, 183 — Tuned Regenerative Vacuum Valve Circuit. 



The complete process does not interfere with the action of the valve as a detector, 
which at the same time charges the grid condenser in the usual fashion, but with in- 
creased strength, due to the repeating action of the system. 

To permit the oscillations of radio-frequency to flow across the telephones, the con- 
denser C-3 is connected in shunt. This circuit will function without the condenser C-3, 
the necessary capacity being found in the parallel cords of the telephone. 

The current of audio-frequency flowing in the local telephone circuit may be repeated 
to the grid circuit by the method shown in the diagram of connections, Fig. 182, where 
a coil of audio-frequency (one of large inductance values) L-1 is coupled inductively 
to a similar coil, L-2, which is connected in series with the secondary winding of the 
receiving tuner. C-4 permits the oscillations of radio-frequency to pass to the grid and 
filament and also serves to tune the circuit Lr2, C-4 to the audio-frequent current of the 
local circuit. Although in this case an audio-frequent current is also dealt with, the action 
is identically the same as in repeating back currents of radio- frequency. 

A circuit has been evolved by Armstrong where both the radio- and audio- 
frequent currents can be simultaneously repeated back to the grid circuit and 
although considerable amplification of the incoming signals is thus obtained, the 
system has been found difficult to keep in stable operation. 

Referring again to the circuit diagram, Fig. 181 (where the current of radio- frequency 
in the local telephone circuit is repeated back to the grid circuit), an improvement can 
be eflfected by the connections shown in the diagram. Fig. 183, where the local circuit 
is tuned to resonance with the grid or secondary circuit by the tuning coil L-4. The 
condenser C-3 shunts the head telephone and battery, while the coil L-1 repeats the 
oscillations of radio-frequency back to the grid circuit through the coil L-2. The circuit 
is suitable for the reception of damped or undamped oscillations, and has been found to 
magnify the incoming signal several hundred times. 
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It will be noted from the foregoing diagrams, Figs. 179 to 183, and the explanations given, 
that three principal circuits, which may be termed the primary, secondary and tertiary cir- 
cuits, must be placed in resonance, the tertiary circuit being the local telephone circuit, with 

its tuning coils and condensers. The 
three circuits are not only adjusted (in 
the case of the reception of spark signals) 
to substantial resonance, but in addition 
the coupling of the repeating transformer 
must be carefully adjusted, as well as the 
coupling between the primary and secon- 
dary windings. Correct values of induc- 
tance and capacity must be selected in each 
of the three circuits for any particular 
wave length. Beyond the tuning of the 
third circuit, the general mode of opera- 
tion is practically the same as with the 

,«^ o. . « ^, .. ordinary radio-frequency tuners. 

Fig. 184~Simplc Regenerative Circuit. j^ ^j^^^j^ ^^^ ^^q^.^^ explanation that 

with the amplification of signals obtained by the circuits shown in Figs. 179 to 183 the useful 
range of transmitting apparatus has been considerably increased. 

Another circuit for the ampUHcation of incoming radio signals is shown in the diagram, 
Fig. 184, wherein the principal point to be observed is the connection of the secondary 
terminals of the receiving tuner to the vacuum valve. 

One terminal is connected through the grid condenser to the grid and the opposite ter- 
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Fig. 185— Vacuum Valres Connected in Caaeade. 



minal to the plate of the valve instead of to the filament. The local battery B-2 and the 
head telephone P, are shunted by a condenser C-3, and an additional condenser C-4 is 
connected between the grid and filament of the valve. The mode of operation of this circuit 
probably does not differ from the repeating circuits previously described, because, as will 
be seen, there is a certain amount of electrostatic and magnetic coupling between the second- 
ary and tertiary (local telephone circuit) 

circuits. The system is adjusted in the fol- ||/ valv! ^ valve*! 

lowing manner : The secondary circuit, in- ^^j |/|| 
eluding the secondary condenser, is tuned 
to resonance with the primary circuit and 
the incoming wave. The condenser C-1 is 
set at very low values of capacity, and 
the capacity of C-S varied, also C-4, until 
maximum response in the head telephone 
circuit is obtained. Like ordinary vacuum 
valve circuits, the potential of the 
battery B-2 must be carefully regulated 
and the valve worked below the charac- 
teristic "blue glow" point The vacuum 
valve connected in this manner is suitable for the reception of either damped or undamped 
oscillations. 
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Fig. 186— Cascade Connection of Vacuum Valve with 
One Lighting Battery. 
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144. The Vacuum Valve Amplifier. — ^The incoming signals made audible 
by the simple vacuum valve. circuit shown in Fig. 179, may be amplified consider- 
ably by connecting several oscillation valves in cascade as per the diagram, Fig. 
185. The fluctuations of current in the local circuit are impressed upon the grids 
of a second and third valve where due to the relaying or trigger action of the bulb, 
progressive amplification is obtained. 
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Fig. 187—- Circuit for Cascade Amplification of Radio Frequencies. 



In the diagram, Fig. 185, in which the left-hand part of the circuit starts with the sec- 
ondary winding of the receiving transformer, the telephones are removed from the local 
battery circuit and replaced by an iron core inductively coupled transformer of audio-fre- 
quency dimensions. The primary winding L-1 is connected in series with the battery B-2, 
but the terminals of the secondary winding L-2 are connected to the grid and filament of 
the second vacuum valve. The circuit continues in this manner throughout several bulbs, 
but generally the fluctuations of current in the third or fourth step are strong enough to 
paralyze the valve, particularly if the vacuum is not sufficiently good. Usually this 
system does not function well above the third step. To prevent the accumulations of extra 
high potentials on the grids of the amplifying valves, an extremely high resistance, R (of 
from 500,000 to 1,500,000 ohms resistance) may be connected from the grid to the filament. 
It is, of course, understood that the incandescence of the filament of each vacuum valve will 
be carefully regulated by a small rheostat and the voltage of the local battery regulated until 
the best operating condition for the individual bulb is obtained. 

If the diagram of connections. Fig. 186, are adopted, a single storage battery may be 
employed to light all valve filaments. It will be noted that the secondary circuit of the 
audio-frequency transformer L-2, L-3 is conductively open, and although it is somewhat 
difficult to explain exactly how this transformer functions, good results are reported to be 
obtained by means of it. Either of the foregoing types of amplifiers may be used to step 
up the signals of an ordinary wire telephone as well as the signals of wireless telegraphy. 

145. Amplification of Radio Freauencies. — By means of a cascade connec- 
tion of vacuum valves, we may amplify the oscillations of radio frequency, trans- 
ferring them from one bulb to another until the desired increase of signal is ob- 
tained. A satisfactory diagram of connections appears in Fig. 187. 

The circuits of radio-frequency are similar to those of any receiver, with the exception 
that a small value of potential from a local battery is applied to the filament and grid of 
each vacuum valve, the E. M. F. being adjusted by the potentiometers P-1 and P-2. The in- 
coming oscillations amplified by the first vacuum valve are transferred into the second 
vacuum valve throucrh the radio-frequency transformer L-S. L-6. The circuit of L-S is tuned 
to resonance with the incoming oscillations by the condenser C-S and the secondary circuit 
L-6. C'6 tuned to the same frequency bv means of €-6. By proper adjustment of the volt- 
ampere characteristic of the second bulb (by the potentiometer P-2) the effect of the in- 
coming oscillations is to place a charge in the condenser C-7 in shunt to the head telephones, 
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which in turn discharges through the windings of the telephones, causing a single sound.t 
More in detail, by proper adjustment of the potentiometer in the grid circuit of the last 
valve, the amplitude of the positive half of the radio-frequent current repeated in the 
tertiary or local telephone circuit exceeds the amplitude of the negative half, and, due to 
this fact, more current flows in one direction than in the other; accordingly, the telephone 
condenser C-7 becomes charged over a period corresponding approximately to that of the 
duration of a wave train and then probably discharges in one direction through the head 
telephones at rates corresponding to the spark frequency of the transmitter.* 

146. The Effects of Distributed Capacity. — Every coil of wire possesses a 
certain amount of distributed capacity (sometimes termed self-capacity), e. g., 
energy is stored up between adjacent turns during the flow of oscillations in the 
form of electrostatic lines of force, which produce an effect similar to connecting 
a small condenser in shunt to the coil. 

Thus a tuning coil of given dimensions, having considerable self-capacity, will have a 

defined time period of oscillation and will 
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respond more freely to one impressed 
frequency than to another. Now, it is 
found by experiment that a crystal de- 
tector, such as the carborundum rectifier, 
gives the loudest response in the receiv- 
ing telephone when the maximum possi- 
ble voltage for a given group of incoming 
oscillations is impressed upon it, and gen- 
erally a secondary receiver circuit in 
which inductance predominates gives the 
maximum possible voltage. Then if a 
secondary circuit minus a shunt condenser 
is constructed so that its natural oscilla- 
tion frequency accords with the frequency 
of the oscillations flowing in the trans- 
mitter aerial, maximum response is se- 
cured. All this may be summed up by 
saying that a secondary receiver circuit 
lacking a shunt variable condenser functions similar to one in which it is supplied, the 
necessary capacity being found in the self-capacity of the coil. A primary winding having 
distributed capacity is somewhat objectionable for use in tuning circuits, because an appre- 
ciable amount of current will oscillate through the unused turns, particularly if the fre- 
quency of the incoming signal equals the natural frequency of the coil. Coils made of fine 
wire or those wound irregularly tend to reduce the effects of distributed capacity. 

147. The End Turns of a Receiving Tuner and End Tur^ Switches.— 
In the preceding paragraph the effect of distributed capacity in the windings of a tuning coil 
was discussed, and the fact mentioned that a coil of given dimensions may have a well-defined 
time period of oscillation and may therefore oscillate more freely to an impressed current of 
a particular frequency. 

Assume that such a coil is connected in series with the antenna circuit shown in Fig. 188 
and that for resonant adjustment to the wave length of 600 meters the turns between points 
A and B only are required. The remaining turns from B to C are therefore useless for 
this particular wave length, and should the coil have a natural time period of oscillation 
corresponding to the wave of 600 meters, an appreciable amount of current would oscillate 
backward and forward through the unused or end turns. This in effect amounts to placing 
a secondary circuit in resonance with the antenna circuit and results in the absorption of 
some of the energy of the oscillations. 

If the antenna system were only to be tuned to the maximum wave length of 600 meters, 
the additional turns on the coil B to C would not be required, but inasmuch as the aerial 
system may have to be tuned to various wave lengths up to 3,000 or 4,000 meters, the full 
number of turns are required for the winding. 

If then, for example, the coil A, C, is interrupted at the point D, E, as shown in Fig. 189, 
the unused turns of the winding are conductively disconnected from the used turns and 

t Note also the radio-frequency amplifier described in paragraph 226. Note also diagram Fig. 296. 
• Explanation according to Armstrong. 
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therefore a considerable amount of current which heretofore oscillated tlirough the unused 

turns is now converted to a more useful purpose. 

All this leads to the point that the maximum degree of efficiency and selectivity is 

obtained from a receivii^ tuner having properly located "end turn" switches fitted to the 
primary and secondary coils. It should, 
however, be remembered that merely dis- 
connecting the unused turns does not 
completely prevent the absorption of 
energy by that part of the circuit, but it 
tends to reduce the absorption to a 



An "end-turn" switch may take one of 
several designs but the fundamental con- 
struction of the type used in the latest 
tuners manufactured by the American 
Marconi Company is shown in the dia- 
gram, Fig. 190, where the successive groups 
of a primary or secondary tuning coil are 
represented at 1, 2, 3 and 4, Mounted 
on a hard rubber drum are the copper 
segments S-2, S-3 and S-4, which are 
slightly offset so that the successive 
units of the tuner winding are connected 
in the circuit when the knob is turned 
counter clockwise. The circuit is com- 
pleted by brushes A and B which make 
TAPS FOB STUDS UNDER BLADE 5 . contact with, segments S-2 and brushes C 

Fig. 190— Sketch Showing the Conatruclion oi "End and D which make contact with S-3 and 

iurn Switch. ^^ ^^ j^ addition the switch blade S-1 

makes contact with the taps of a multipoint switch (not shown) which cuts in groups, 10 
turns at a time. For example, when the switch S-1 has been turned, let us say, counter 
clockwise until all the turns of section No. 1 are cut into the circuit then segment S-4 makes 
contact with brushes E and F, connecting section No. 2 in the circuit. The blade of the 
multipoint switch S-1 then progresses across the contacts connected to the turns of section 2 
and when the last stud has been passed, the circuit is completed through the next group by 
brushes C, D, which make contact with segments S-3. The switch blade S-1 then pro- 
gressively cuts in the additional turns of section No. 3 and so on until S-2 cuts in group 
No. 4. 

In the design of a commercial re- 
ceiving tuner, the primary or second- 
ary winding is interrupted at points 
suitable to the standard wave lengths. 
For example, if sections 1, 2, 3 and 4 
are the secondary units of a receiving 
tuner, the winding Is interrupted be- 
tween 1 and 2 at such a point that the 
wave length of the closed circuit 
(with small values of capacity in 
shunt) will be slightly above 6CX) 
meters. The next interruption of the 

circuit will be made at a point where __^ ^ _^^_ _ 

the wave length adjustment is slightly "'Frt^uencVTSnl^'c 

above 1,000 meters, the next for 2,500 °''* 

meters, and so on. The foregoing selections are those agreeable to American 

practice where ships communicate with naval or Marconi ship and shore stations. 

148. The Variation of a Radio Frequency "Inductance. — In the earlier 
types of receiving tuners, the inductance of the radio-frequency coils was varied 
by mounting a sliding contact on a brass rod, the contact passing over successive 
turns of bare wire. It is obvious that such a design is mechanically incorrect be- 
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cause the sliding contact soon cuts through the wire either actually breaking the 
turns or short circuiting adjacent turns. 

By the method shown in the diagram, Fig. 191, the Inductance of a single layered coil 
can be progressively varied from one turn to the maximum number simply through the 
use of two multipoint switches doing away with the sliding contact. 

For purposes of illustration, assume a winding having 110 turns. Then the first 10 single 
turns are connected to the contact points of the switch S-2 and the remaining turns are 
connected in groups of 10 to the contact points of the switch S-1. An odd number of turns 
can be selected in the following manner: 
If 87 turns are required for resonance in 
any particular circuit, switch 5-1 ij set 
at the eightieth contact point and STtntch 
S-2 on contact point 7, malting 87 com- 
plete turns. One turn of inductance, for 
instance, can be selected by setting S-1 
at zero and S-2 at contact point 1. This 
is the method by which the inductance 
of the primary winding of the Marconi 
type 106 receiving is varied. 

It is not usual to vary the inductance 
of the secondary circuit of a receiving 
tuner in this manner. The method gen- 
erally employed is to vary the inductance 
by groups of 10 or 15 turns at a time, 
the necessary closeness of adjustment 
between groups being obtained by the shunt 
variable condenser for sharp tuning.-f' 

Extremely close variation of the 
inductance of a radio-frequency cir- 

PI,. i.!-Th. c...,„..,.. .1 ,1, v.rt..«„. ™" "" •": s^'i""' >( "", ™'r°- 

ment termed the vanotneter, the 
principle of which has already been explained in connection with the transmitter. 

A variometer* suitable for receiving apparatus is shown in F^s. 192 and 193, where a 
stationary coil A has mounted within it a ball winding B which rotates on a metal shaft. 

A knob and pointer is attached to the shaft ._ 

and a suitable scale supplied. The ball 
windings A and B are connected in series 
md if, in one concentric position, they are 
connected so that their magnetic fields op- 
fose the inductance of the variometer will 
be practically zero, but if the inner ball is 
turned on its axis, the inductance will 
gradually increase, maximum inductance 
being obtained, when the inner coil has 
completely changed sides with respect to 
the outer coil. For receiving apparatus, the 
inner and outer balls are generally wound 
with No. 24 B. and S. wire if connected in 
the antenna circuit and with No. 32 B. and 
S. wire, if connected in series with the 
secondary or detector circuit. 

AUhough the variometer is a very 
useful instrument for tuning the re- 
ceiver, it possesses the disadvantage 
of offering considerable resistance to 
the passage of radio-frequent cur- 
rents when used at inductance Values 
near to zero. That is to say, a sim- 

*See paragraph 30; also fig. IS. 
tSee wctian H appendix. 
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pie tuning coil of the same value of inductance, would obviously possess less 
resistance. 

149. Buzzer Excitation Systems.' — If any part of an active vibrating buzzer 
(energized by a battery) is placed in inductive relation to either the open or closed 
circuits of a receiving set, the fluctuations of the battery current act inductively 
on the receiving circuits and set up therein feeble currents which are rectified and 
made audible in the head telephone. 

Maximum response in the head telephone is obtained when the crystal rectifier 
is adjusted for the best degree of rectification, hence the buzzer affords a ready 
means for readjustment of a receiv- 
ing detector of any type. A perfect 
reproduction of the tone of the buzzer 
is obtained in the head telephones, the 
pitch varying in accordance with the 
interruptions of the vibrator. 

In ore method a wire is e^rtended 
from some part of the buzzer circuit, 
preferably the contact points, and is con- 
nected directly to either the earth lead of 
the receiving tuner or to one terminal of 
the secondary circuit, but the better 
mttkod ii to place some part of the cir- 
cuit leading to the btteeer in inductive 
relation to the antenna astern as in the 
diagram. Fig. 194. In this diagram a 
_^^ small coil L-2 of 6 or 7 turns of wire 

"^F (about V/i inches in diameter) connected 

. . in series with the antenna system has 

■Kg. 19<— Buiifr EicicaiioD Syitcm. wound around it, 7 turns comprising the 

coil 1^1. Coil L-1 is in series with the battery and the buzzer, and consequently when the 
buiier is set into action, a change of flux takes place through L-l which sets up a difference 
of potential across L-2 and, therefore, charges the antenna system, causing it to oscillate at 
the particular frequency to which it is adjusted. Then, when the secondary circuit of the 
receiving tuner is adjusted to resonance with the antenna circuit and the crystal detector 
adjusted for the most sensitive operating condition, the louder sound will be obtained in 
the head telephone. 

With supersensitive receiving apparatus it is sometimes necessary to place the buzzer 
excitation circuit several feet from the windings of the receiving tuner to prevent the sound 
in the head telephone from becoming of un- 
bearable intensity. 

Although various means have been devised 
to shield crystalline detectors from the local 
transmitting apparatus al a given station, none 
have as yet afforded the desired protection. 
Hence, it is generally necessary at the close of 
a period of transmission to readjust the re- 
ceiving detector to its maximum degree of 
sensitiveness. If the receiving tuner is- Attid 
■with a test bueeer the detector can be quickly 
readjusted by setting the buiier into action and 
changing the position of the opposing contact 
o» the crystal until the loudest signals are ob- 

The ordinary vibrating buzzer can be — " -^ 

put to a variety of uses in radio telegraph ^ 
systems, such as exciting the circuits of a 
wavemeter or setting up oscillations in an aerial system fi>r radio telegraph meas- 
urements. Such circuits will be described in the chapter following. 

J50. Receiving Telephones.— The flux generated by a given electromagnet 
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IS determined by the product obtained in multiplying the strength of the current 
by the number of turns, e. g., the ampere turns determine the magnetizing flux. 
Hence, if a feeble current only is available, a magnet wound with a large number 
of turns of fine wire will generate the greatest magnetizing flux. 

Now the local circuit of the average telephone receiver, such as shown in Fig. 194a, 
is traversed by feeble currents, and therefore the magnets of the telephones should 
he wound with a great number of turns of rather fine wire such as No. 36 or No. 40 
B. and S. Such a winding necessarily has considerable resistance, but a greater magnetizing 

force will result therefrom than would be ob- 
tained by a winding of a few turns of coarser 
wire. The resistance of the average telephone 
receiver for reception of radio signals is 2,000 
to 3,000 ohms. These receivers are generally 
more sensitive than the type employed in land 
line telephony; but it should be borne in mind 
that it is not alone the magnetizing flux gen- 
erated that determines the volume of sound 
produced by the telephone, but the overall con- 
struction influences its sensitiveness as well. 
This includes particularly the weight of the 
diaphragm which in radio receivers is generally 
lighter than the diaphragm used in the ordinary 
wire telephone receiver. 

A series of experiments conducted by 
Dr. Austin indicate that the average tele- 
phone produces the greatest volume of 
sound when the frequency of the alternat- 
ing current passed through the windings 
varies from 300 to 500 cycles per Second. 
Frequencies in excess of 500 cycles de- 
crease the amplitude of vibration of the 
telephone diaphragm and hence produce 
less sound. 

In view pf the foregoing, a transmitter 
having a spark frequency of 600 to 1,000 
sparks per second gives better response in 
the head telephones than one of lower 
frequency. Part of this is due to the fact 
that the human ear is more responsive to 
the higher frequencies than to those of 
lower pitch. 

Telephones of 75 to 150 ohms resist- 
ance, if used with the magnetic detector, 
the tikker, and the three element vacuum 
valve gives good response, but other re- 
ceiving detectors, such as the crystal recti- 
fiers, rec[uire telephones of at least 2,000 
ohms resistance. Telephones of 15,000 
ohms resistance have been constructed but 
such a winding is not required for the 
average radio receiver. 

A telephone receiver possessing a notable 
degree of sensitiveness has been recently developed in the United States by T. Baldwin. 
The essential parts of this receiver are indicated in the diagram, Fig. 195a, where a ring 
shaped horseshoe magnet with poles N and S is fitted with two "U" shaped soft iron 
pieces, P-1 and P-2. The telephone winding W, placed longitudinally between these pole 
pieces, has a slot in the center in which is placed a soft iron armature balanced on the 
pivot P-3. One end of the soft iron armature is connected by the brass wire R to the mica 
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Fig. 195a, b; c, d. Construction and Magnetic 
Circuit of the Baldwin Telephone. 
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or isinglass diaphragm M which it screwed under the receiver cap as in the ordinary 
telephone. During the passage of a fluctuating current through the winding W the soft 
iron armature A is thrown into vibratory motion and the vibrations transferred to M. 
A prominent feature of this receiver is the fact that the arTitature A it under no magnetic 
ttrain until a fbtetualing current flows through the winding W. 

The fundamental principle of operation is as follows : The diagram, Fig. 195b, shows 
the direction of the lines of force of the permanent magnet through the pole pieces, and 
as will be observed the flux divides equally between both sides of the "U" shaped poles 
and continues through the magnet. Due to this division of fiux, there is no strain on the 
armature A, a condition just opposite to that found in the ordinary telephone receiver. 
where the diaphrs^m is drawn toward the core of the magnet and held under considerable 
tension. 

If current flows through the winding in a given direction and the permanent magnet 
were removed, the resultant flux would have the direction indicated by the arrows. Fig. 
19Sc that is, the direction of the flux would be lengthwise of the winding and would cir- 
culate in the direction shown. Under such conditions, the armature would be equally 
attracted to the lower and upper pole pieces and remain in a neutral position. 

If a direct current, let us say, circulates through the winding from an external source, 
as in Fig. 19Sd, then the lines of force issuing from the permanent magnet and from the 
electromagnet will oppose in some parts of the magnetic circuit, but in other parts of the 
circuit they will flow in the same general direction. In the particular example cited, the 
fluxes will oppose on the left hand side of the upper pole piece and in consequence the lines 
of force will flow to the right hand pole piece and from that point on circulate through 

the core of the perma- 
^1 nent magnet, as shown 

by the long arrows. 

The effect of this 
will be to attract the 
armature A to the left 
hand side of the lower 
pole piece and to the 
right hand side of the 
upper pole piece and the 
mica diaphn^m will 
then be deflected up- 
ward. If current is 
passed through the 
winding in the opposite 
_ _ direction, the actions just 

Fig. 196— DiMTtm Showing the Principle of Microphonic ReUy. described Will be re- 

versed and the dia- 
phragm will be deflected in the opposite direction. The entire action is thus seen to be 
much similar to a polarized relay. 

The sensitivity of this telephone can be accounted for first, by the fact that the magnetic 
circuit is one of low reluctance; second, the armature of the magnet is under no strain 
until current passes through the receiver winding, hence a greater deflection of the dia- 
phragm is obtained; third, the armature is acted upon at both ends and since the flux is 
produced differentially like that in a polarized relay, the deflection for a given magnetizing 
current is accordingly increased. 

151. Microphonic Relajrs or Sound Intensiiiers. — A microphonic relay has 
been developed for intensifying: the currents flowing in the local circuit of a wire- 
less telegraph receiver, but owing to the difKctJty experienced in maintaining the 
instrument in a permanent etate of adjustment, it has not been commercially 
adopted. 

A working idea of the relay may be obtained from diagram, Fig. 196, wherein the tele- 
phones are removed from the local circuit of a given receiving set and the microphonic 
relay winding W substituted. Immediately in front of the magnet is placed a diaphragm 
which may be tuned mechanically to the spark frequency of the transmitter. 

The diaphragm carries the carbon button A ; the second carbon button B is attached 
to an adjustable screw, the two buttons being placed in light contact with each 
other. A local battery of m to 6 volts is joined in series with the microphonic contact 
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and the circuit continues through the head telephones P-1. During the reception of radio 
signals the vibration of the diaphragm P causes greater vibration of the diaphragm of the 
head telephone P-2 due to the larger value of current (lowing through the local circuit than 
through the drcuit of B-L 

If a number of these relays are connected in cascade, the signals will be increased from 
20 to 30 times their original strength. Extremely careful adjustment of the microphonic 
contacts is required for the best response. 

152. Brown Amplifying Relay. — A particularly successful microphonic 
relay has been developed by S. G. 
Brown. This relay Ins been employed 
by the Marconi Company for trans- 
oceanic communication in connection 
with carborundum crystals with good 
results. 

The approximate mechanical construc- 
tion and the electrical circuit of one type is 
shown in Fig. 197a, where the soft iron 
cores K, K, are magnetized by a perma- 
nent magnet with the poles N and S. A 
fine wire winding W-1 encircles the upper 
end of the core and a larger magnet wind- 
ing W-2 the lower end. Directly above the 
core of W-1 is a steel vibrating tongue R 
carrying the contact D, which touches 
lightly contact C, the latter being adjust- 
able by a screw. The contact mounted on 
iridium alloy and the other contact is 
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Fi«. 197a— Brown Amplificalio: 
Radio Sim 

the screw adjustment is made of a special c 

a button of carbon which, when pressed lightly against the upper point constitutes a 

tmcropkone. Winding W-2, telephone P, dry cell battery B, are all connected in series 

with the microphonic contact. The current to be amplified enters winding W-1 at A and C 

and the resulting change of flux in the core of the magnet moves the vibrating tongue R, 

which, in turn, varies the current of B, 

causing sounds in the head telephone. 

The amplitude of the vibration of R b DC 

increased by the current of battery B dr- 

culatii^ throi^h the winding W-2. In 

other words, the fluctuating microphone 

current is repeated back to the magnet 

through winding W-2 and the vibrations 

of R magnified accordingly. P 

If three or four of these relays be 
connected in cascade considerable ampli- 
fication of the incoming signal will be ob- 
tained. For the cascade connection, the | 
telephones are removed from the local cir- 
cuit of the first relay and another winding 
of the second relay like that of W-1 con- 
nected in its place, and so on throughout 
the series. 

A small milliameier M is connected in 
series with the telephone and when the 
current flow is 8 to 12 milliamperes, the _. ,„,. „ ■ n . .c ^ n ■ 

, . . , : ... J- . . Fig. 197li — SuperxnaiUve Brown Amplification Relay. 

relay is m the most sensitive adjustment. 

A Brown relay of another type is shown in Fig, 197b, where M is a microphone chamber 
filled with carbon granules, the pressure on which can be carefully regulated by means of 
an adjusting screw. The vibrating tongue R is acted upon by the flux of the poles A, B. 
and the corresponding fluctuations of the battery B-2 not only circulate through the wind- 
ings W-2 and thereby amplify the vibrations of R, but these currents also pass through a 
step-up transformer, having the primary winding P and the secondary winding S. The 
current induced in S flows to the condenser C (of about 2 microfarads capacity) and through 
the head telephones. The battery B-2 is one of about 6 volts pressure. 



RECEIVING CIRCUITS, DETECTORS, TUNING APPARATUS. 



171 




Fig. 197c — Details Brown Relay. 



Like the first type described, several of these relays may be connected in cascade for 
progressive amplification of the incoming radio signals. 

153. Atmospheric Electricity. — When the aerial wire of a radio station is 
suspended above the earth, it not only absorbs a certain amount of energy from * 
passing electric waves, but it will be set into oscillation by irregular discharges of 
so-called atmospheric electricity which 
is termed throughout the United States 
''static^' and in foreign countries "at-- 
mospherics" or "strays/' 

During the spring, summer and autumn 
in the northern zones of the United States 
the potential of the air seems to be higher 
than that of the earth and in consequence 
a discharge takes place through the aerial 
conductors to earth at irregular intervals. 
This induced current causes a crackling, 
irregular sound of more or less intensity 
in the telephones of the receiving set which 
may interfere to a marked extent with the 
reception of radio signals. 

Widely varying theories exist as to the 
probable origin of static discharges, but a 
considerable amount of this interference is 
quite likely set up by nearby or far distant 
electric storms. Just as the transmitter of 
a radio station sets up electrical oscilla- 
tions of more or less damping, in the re^ 
ceiver aerial, so also the discharge of lightning between two oppositely charged clouds or 
between the clouds and the earth sets up a highly damped electric wave which will set 
practically any receiving aerial into vibration at whatever frequency it happens to be 
adjusted. 

Static electricity is especially prevalent in tropical countries and in the northern zones 
of the United States during the summer months of the year, but during the night hours 
it is apt to be strong in the northern zones during the colder months of the year. 

To reduce the interference of static the transmitting apparatus is designed to 
produce a spark note of high pitch having a more or less musical tone. The dots 
and dashes can then be readily distinguished at the receiving station due to the 
difference in the pitches of the interfering static discharges and that of the spark 
at the transmitting station. Modern transmitters employing current of 500 
cycles produce a musical spark permitting communication to be carried on under 
conditions when it would not be possible with a spark note of irregular pitch such 
as is obtained with irregularly acting spark gaps. 

When the receiving apparatus is connected to very large aerials, severe static 
discharges are obtained c^ay or night throughout the year and in order to carry 
on communication through this interference, a transmitter of very great power 
that will permit the signals to be heard above the static discharges is employed. 

Various local appliances have been devised to overcome the interference of static, but 
none have been so far highly successful. Balancing circuits have been devised by the 
Marconi Company with which they .have achieved good results (described in following 
paragraph). 

With ordinary receiving apparatus, the operator, at any given radio station, may 
partially reduce static interference by employing the least possible degree of coupling be- 
tween the primary and secondary windings of the receiving tuner, the respective windings 
being mechanically drawn apart to a distance consistent with the strength of signals in the 
head telephones. Occasionally static interference can be minimizedf by throwing the primary 
and secondary circuits out of resonance or in case a carborundum rectifier is employed as 
the detector, by the application of an abnormal local E. M. F. 

With sensitive receiving apparatus, such as the repeating three-element oscilla- 
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Fig. 198 — Circuits of Marconi's Balanced Crystal 
Receiver. (English Marconi Company.) 



tion valve or the step-up valve amplifier, the static signals are enormously 
amplified and the good effects of these receivers are aften thus offset. 
Hence when atmospheric electricity is especially severe, radio traffic may be more 
'readily dispatched from station to station by means of a less sensitive receiving 
detector, such as the carborundum rectifier or by the Marconi magnetic detector. 

An interesting aspect of the static 
p. Pi interference is the fact that it does 

not persist at certain months of the 
year in certain localities, being strong 
for a period of several days and then 
sometimes disappearing for a space 
of a week or more. This may be fol- 
lowed by a period of several days, 
during which the interference from 
this source is exceptionally strong, 
but, as stated previously, the high 
pitched note of modern transmitters 
to a large extent overcomes the 
difficulty. 

154. The Marconi Balanced Crystal Receiver (English Marconi Company). 
— No apparatus or circuit has so far been devised to completely eliminate the in- 
terference of static discharges. However, communication can be effected by the 
circuits of the Marconi balanced crystal receiver when with ordinary circuits it 
w^ould not be possible. In fact, the balanced crystal tuner often reduces the inter- 
ference from this source to a marked degree. 

The complete circuits of the balanced crystal receiver are shown in the diagram, Fig. 
198, where the secondary winding of the receiving tuner is represented by the coil L-1, 
the secondary condenser at C-1, the opposed crystals at D-1 and D-2, the potentiometers 
at P-1 and P-2, the bat- 
tery at B and the tele- 
phones at P. 

To carry out the fun- 
damental principle of this 
receiver, crystals D-1 
and D-2 must have like 
volt-ampere characteris- 
tics, and, accordingly, 
crystals are specially se- 
lected for the purpose. 

Briefly, the action of 
this circuit can be de- 
scribed as follows: If 
crystals D-1 and D-2 are 
adjusted to the same 
degree of sensitiveness, 
their currents will act 
equally and oppositely 
upon the telephone P, 
and no signals will result. 
If, however, D-2, let us 
say, is adjusted to a high 
degree of sensitiveness 
and D-1 to a lesser de- 
gree, signals will be re- 
ceived. 
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Fig. 199 — Curve Showing Principle of Balanced Crystal Receiver. 



Under these conditions, if an extra severe discharge of static excites the aerial circuit, 
almost equal effects are produced in the head telephone P by both. crystals, and the crashing 
sounds ordinarily experienced are partially eliminated. 
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The real effect of the balanced crystal receiver is to limit the sound produced in the head 
telephones, advantage being taken of the peculiarities of the volt-ampere characteristic curve. 
This can best be explained by the curve, Fig. 199, where the point X represents the adjust- 
ment of the potentiome- 
ter P-2 for the crystal 
D-2, that is, it is the 
point where the addition 
of a slight antenna E. 
M. F. will cause the cur- 
r^ ia the head tele- 
phone circuit to increase 
to the point Y. On the 
other hand, point X^ 
(lower down on the 
curve) is the adjust- 
ment corresponding «to 
the crystal D-1, where 
it will be seen that the 
same value of antenna 
voltage which will cause 
a large increase of cur- 
rent in detector D-2 will 
cause but a small in- 




Fig. 200a — ^Plan of Type I Aerial Changeover Switch. (Amn. Marconi Co.) 



crease of the current through the local circuit of detector D-1. The current corresponding to 
D-1, is shown at Y^ on the curve (which is really a negative current). 

Hence the current of crystal D-2 predominates, and although signals will be received 
from any given station, they will not equal in strength the signal to be obtained by the use 
of one crystal. 

If an extra severe discharge of static strikes the receiving aerial, due to its extraordinary 
intensity, the current in the local circuit of detector D-1 reaches ai^proximately the same maxi- 
mum as in D-2, or, in 
other words, the current 
CONNECTOR TO OSCILLATION ^^^ I 'oo| increases ^ to approxi-| 

TRANSFOWyitR AND AtRlAL / ' |' ' ' '"n mately point Y on- the 

curve, but the current of 
D-1 opposes that of D-2, 
and hence both detectors 
act almost equally and 
oppositely on the receiv- 
ing telephone, and the 
crash of the static dis- 
charge will be largely 
*^ annulled. The intensity 
of strong radio signals 
will be reduced in the 
same manner. 

The adjustment for ob- 
taining the best operat- 
ing characteristic of tbis 
combination is readily 
obtained by a skilled op- 
erator. First, the sensi- 
tive spots on crystals D-1 
and D-2 are located, fol- 
lowed by corresponding 
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Fig. 200b— Elevation of Type I Aerial Changeover Switch. 

variation of the sliding contacts of the potentiometers P-1 and P-2. 



155. Type I Aerial Changeover Switch. — ^A plan view and side elevation of 
this switch appear in Figs. 200-a and 2(X)-b, respectively. Several steel discs, B, 
which make connection with the spring contacts C on either side of the rod, are 
mounted on a hard rubber rod R. When the handle A is thrown downward a long 
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steel bar F closes the circuit to the primary winding of the power transformer 
through the contacts 11 and 12. In the opposite position the bar separates the 
spring contacts M, M* 200-a, which disconnects the transmitting oscillation trans- 
former from the aerial during the pe- 
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Fig. 201--Type I Switch Connected to Type 106 

Receiving Tuner. 



riod of reception, preventing the in- 
coming oscillations leaking to earth. 
The various circuits closed by the 
discs mounted on the hard rubber rod 
place the detector and head telephone 
on short circuit during the period of 
transmission. They may also be em- 
ployed to start and stop a motor blower 
or an automatic motor starter. The 
type I switch is supplied with Marconi 
transmitting sets up to 5 K. W. ca- 
pacity. 

For the use of operators in the Marconi 
service, the circuit diagrams, Figs. 201, 202 
and 203, are published, showing the con- 
nections in Fig. 201 of the tjrpe I antenna 
switch to the external binding posts of the 
type 106 receiving tuner, and in Fig. 202 
the connections of the type S, H, aerial 
changeover switch to the external binding 
posts of the type 106 tuner. The diagram. 
Fig. 203, shows the connections of 'the type 
I antenna switch to the external binding 
posts of the type 107-a receiving tuner. 

In the diagram, Fig. 201, binding posts 
2, 4 and 5 of the type I antenna switch 
short circuit the crystal detector and the 
head telephones during transmission. Bind- 
ing post No. 1 connects to aerial binding 



post No. 1 of the type 106 tuner. Contacts 11 and 12 close the circuit to the primary winding 
of the transformer. The binding posts 6, 7, 8 and 9 of the type 106 tuner are connected to 
the four binding posts of the battery box as shown. 

In the diagram, Fig. 202, posts 1, 2, 4 and 5 of the type S. H. antenna switch lead to 
contacts which place the head telephone and detector of the type 106 tuner on short circuit. 
Binding posts 11 and 12 close the circuit to the prhnary winding of the transformer. 

In the diagram, Fig. 203, posts 2, 4 and 5 of the type I switch lead to contacts which short 
circuit the receiving detector and the receiving telephones. These diagrams should be care- 
fully studied and in event that the wiring is 
taken down, the connections shown should 
^be carefuHy duplicated. 

156. Type 112 Receiving Tuner. 

— ^This receiving tuner was pri- 
marily designed for use with the 
special J4 K. W. cargo type trahsmii- 
ter developed by the Marconi Com- 
pany and fundamentally is similar to 
the type 101 and type 106 tuner, but 
the construction is considerably simpli- 
fied. A front view is shown in Fig. 
203-a and a side view in Fig. 203-b. 

As will be seen in the wiring diagram, 
Fig. 203-c, the circuits are similar to those 
shown in Fig. 153-b, the potentiometer, 
battery and head phones being shunted 
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around the fixed condenser. A buzzer test circuit is placed tp. inductive relation to the 
earth lead and the buzzer is thrown into operation by means of a small push button mounted 
on the front of the panel. 

The receiving transformer is of the inductively coupled type consisting of a two-layer 
primary and a two-layer secondary winding, the inductance of the primary winding being 
regulated by a **tens'* switch and a "units" switch. The "unit" switch cuts in ten single 
turns in the primary winding and the "tens" switch ten turns at a time 
• The inductance of the secondary winding is altered by a simple multi-point switch. 
The sedondary shunt condenser consists of two concentric brass tubes, which are telescoped 
by a small knob in the slot on the top of the panel. 
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Fig. 203 — ^Type I Switch Connected to Type 107a Receiving Tuner. 

The coupling between the primary and secondary windings is altered by a knob sliding 
in the lower slot to the front of the panel. When the knob is placed to the extreme left 
th« coupling is maximum, lesser degrees being obtained by moving this knob in the opposite 
direction. 

The series antenna condenser is thrown in the aerial circuit by means of the switch 
marked "condenser-in-out." This condenser is of fixed value, the necessary adjustment 
for resonance being obtained at the primary inductance. 

The type 112 tuner is fitted with a carborundum detector, the latter being mounted 
immediately to the front of the panel. The local battery current for the crystal is turned 
on and off at the switch marked "hattery-on-off." This switch should always be in the 
'off" position when the receiver is not in use. 
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A aensitive spot is found on the crystal by pressing the push button and "Ee«Iing about" 
on the crystal with the pointed contact until the loudest response is obtained, simultaneous 
adjustment being made of the potentiometer. 

The receiving transformer is adjusted to the incoming signal aa follows: 

(1) Adjust detector by buzzer tester. 

(2) Place the coupling knob as far to the left as possible. 

(3) Vary inductance of the primary and secondary windings progressively 
until the desired station is heard. 

(4) When signala are heard decrease the coupling slightly. 

(5) Then retune primary and secondary circuits, using slight values of capacity 
at the secondary condenser. 

(6) Then slightly vary the coupling until lond signals are obtained or until 
an interfering signal is eliminated. 



Vic. Z03a— Front View of tb« Msrconl Type 113 BccurinK Tuner (The Ameiican Marconi Company). 

156a. General Advice for the Manipulation of a Receiving Tuner. — 

While learning to manipulate a receiving tuner of any type, the student should 
first study a complete fundamental wiring diagram of the set and note the corre- 
sponding parts on the actual equipment. He should observe particularly the 
direction in which the inductance, changing switches and the variable condenser 
control knobs are moved for an increase of their values. It should always be 
borne in mind that any increase or decrease of wave length adjustment 
in the anterina circuit should be followed by a similar increase or decrease in 
the secondary circuit. Also a change of coupling slightly influences 
the effective self-inductance of the primary and secondary windings, and therefore 
if the inductance of either winding is adjusted for a given wave length, and after- 
ward the coupling decreased to minimize interference, a new value of inductance 
must be selected at the primary and secondary coils; or, if the period of these 
circuits is varied by means of variable condensers, a slight change in capacitance 
should be made 
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on It should be remembered in adjusting a station for the first time that the adjust- 
menti of any xiran tuner will vary witli different aerials. If tiie tuner is also 
strange to Vob operator, the best method to pursue is to tune first to the standard fiOO 
meter wave, using a rather large amount of inductance and relying upon the series 
condenser to vary the antenna wave length to pick vp signals, thereafter reducing the 
inductance and eliminating the short wave condenser until the maximum strength of 
signals is obtained. 

(b) If s call is expected from one of several wireless stations not accurately tuned 
to die same wave length, close coupling should be employed between the primary and 
secondary windings and the shunt secondary condenser set at sero, but after commnnl- 
catioa Is established, lesser valuea of coiqiUng should be employed to prevent 
interference^ (See Section H appendix.) 



Fig. 203b— Reir View of Marconi Type 113 Receiving Tuner (The American Marconi Company). 

(c) Due to the fact that the wave length of the average ship's aerial lies between 
300 and 600 meters, only a few turns of inducUnce are required to adjust the antenna 
system to the wave length of 600 meters. On the other hand, the short wave variable 
condenser must invariably be enqiloyed to obtain the 300 meter wave with a ship's 

(d) If the tuner ia fitted with a primary shunt condenser, increased selectivity may 
be obtained by proper selection of u^ncity valuea, but generally with decreased 
strength of siipials. 

(e) Severe discharges of atmospheric electricity may temporarily or permanently 
destroy the sensitiveness of a receiving detector, hence frequent readjustment is neces- 
sary during an operating schedule. These remarks, however, do not apply to a highly 
exhausted three-element vacuum valve, the magnetic detector, the Fleming oscillation 
valve, or others which possess a marked degree of stability. 

(f) Frequent use of the test buzzer will indicate whether or not the crystal detector 
is in adjustment It has been observed that the adjustment of the crysUl detector 
giving good response to a buzzer is not necessarily the most sensitive adjustment for 
a far distant station, and similarly with moat types of receiving detectors, the adjust- 
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ment giving maximum response to nearby stations, is not the most sensitive adjust- 
ment for a far distant transmitting station. 

(g) Not all carborundum crystals possess equal degrees of sensitiveness; conse- 
quently those giving maximum response to far distant stations should' be used. 

(h) The maximum degree of selectivity is obtained in receiving circuits of radio- 
frequency when the loosest coupling which will give a readable signal is employed 
and when inductance is used to tune the aerial circuit and some capacity is used in 
shunt to the secondary coiL 
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IVIR£5 i,l»4^5 CONNCa TO TYPE I AERIAL SWITCH 

Fig. 203c — Complete Wiringr Diagrram of the Type 112 Receivinfir Tuner (The American Mar- 
coni Company). 

(i) The diaphragms of receiving telephones should frequently be rem^oved and 
carefully wiped to prevent the formation of rust. Bent diaphragms should be imme- 
diately replaced by new ones. The diaphragm should not touch the surface of th« 
magnet. 

(j) If in doubt concerning the continuity of the circuits of a receiving tuner, a 
testing circuit comprising a dry cell battery and a head telephone connected in series 
should be applied to the primary and secondary coils to ascex^tain if the circuit is in 
conductive condition. 
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PART X. 

AUXILIARY APPARATUS OR EMERGENCY 

TRANSMITTERS. 

157. Statute Requirements. 158. Tuned Coil Set. 159. 
The Electric Storage BAffTERY Company^s Accumulators 
AND Charging Panel. 



157. Statute Requirements. — ^The United States Statute (Act of August 13, 
1912), requires that all vessels carrying radio equipment be fitted with an emer- 
gency transmitter which can be operated independently of the ship's generator. 
This sender must have a daylight transmission range of at least 100 miles, and 
must be capable of functioning continuously for a period of four hours. If an 
independent emergency transmitter is not supplied, a source of auxiliary power 
of sufficient capacity to operate the motor generator independently of the ship's 
generator must be available. The regulations of the International Radio Tele- 
graphic Convention require, the emergency apparatus to be capable of functioning 
for at least six hours, and to have a minimum range of 80 nautical miles in case of 
a ship having constant radio service, and 50 miles where the ship's station has a 
service of limited duration. 

Certain vessels of the American Marconi Service are fitted with a 60 cell stor- 
age battery of capacity varying from 60 to 224 ampere hours. The batteries of 
lower capacity simply furnish current for the operation of the motor generator, but 
those of higher capacity are employed to operate a few emergency lights as well. 
The 60 cell battery generally the property of the Steamship Company is under the 
direct supervision of the Chief Engineer, but the operators of the Marconi Com- 
pany must have sufficient knowledge of the circuits arid the manipulation of the 
charging panel to keep the batteries in a fully charged condition. 

If for any reason, a 60 cell battery is not supplied, an emergency transmitter 
developed by the Marconi Company is employed. This sender consists of a 10- 
inch induction coil operated by a 30-volt storage battery, the induction coil being 
employed to excite the condenser of the power set in place of the usual high voltage 
transformer. 

The auxiliary transmitter, originally planned by the Marconi Company, is 
shown in Fig. 204, where the spark gap of a 10-inch induction coil is connected 
directly in series with the aerial system, the primary winding being energized by 
a storage battery of 24 to 30 volts. Provision was made on some ships whereby 
these coils could be operated either directly from 110 volts D. C, with a special 
rheostat connected in series or from the storage battery. 

The apparatus shown in the circuit of Fig. 204 has been termed the "plain 
aerial sef bedause the spark gap is connected directly in series with the antenna 
circuit. The use of the plain aerial transmitter is not allowed by the United States 
regulations except in case of emergency, because when no extra inductance is 
inserted at the base of the antenna system, a highly damped wave is ra^diated 
which will interfere with the dispatch of traffic between other stations. 



180 



PRACTICAL WIRELESS TELEGRAPHY. 



158. Tuned Coil Set. — When the induction coil is employed to excite the 
closed circuit condenser as in Fig. 205, it is called the "tuned coU set'* The great 
advantage of this connection lies in the fact that the antenna oscillations will be 
damped out less rapidly than with the "plain aerial" connection, and the radiated 
wave will cause less interference to the operation of other stations. 

A description of the circuits follows : The apparatus of the power set is represented by the 
alternator armature A, C, the primary winding of the closed core transformer P, the circuit 
including the wattmeter W. The secondary circuit comprises the secondary winding of the 
transformer S, the high potential condenser C-1, spark gap G and the primary winding of the 
oscillation transformer P-1. The aerial circuit is represented by the secondary windfing S-1, 
the short wave condenser C-2 and the aerial tuning inductance S-2. 

The circuit of the emergency induction coil extends from the D. C. switch at the left of 
the drawing, though the underload circuit breaker B, through the regulating resistance R, to 
a 24-30-volt storage battery shunted by a small voltmeter V, The charging resistance R is 
proportioned to pass from 6 to 7 amperes through the storage battery during the charging 
process. The function of the underload circuit bfeaker has been described in Part V, and 
it is sufficient to say here that it automatically opens the circuit in case the voltage of the 
generator falls below that of the storage battery. 
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Fig. 204 — ^"Plain Aerial*' Emergency Transmitter. 



(o) Adjustment and Tuning of the Set. To place the storage battery on 
charge, the D. C. switch is closed and the plunger U of the underload circuit 
breaker pushed upward by hand, the charging circuit thereby being closed through 
the contact points E, E. 

The circuit from the battery to the induction coil may be traced through the 
telegraph key, through the primary winding of the induction coil P-3, and thence 
through the interrupter I, the vibrator condenser being represented at K. In 
order that a uniform spark discharge may be obtained, careful adjustment must 
be made of the stationary contact of the interrupter I until a discharge free from 
arcing is secured, but generally at its best the pitch of the note produced by these 
coils will be rather low. 

In case of accident to the power apparatus, such as the burning out of the motor generator 
or the high potential transformer, the emergency transmitter is put into action in the follow- 
ing mariner: The switch H-2 is placed in the downward position. This connects the tele- 
graph key in series with the primary winding of the induction coil. Next the plug contact 
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R-4 is removed from the connector R-1 and plugged into R-3, thereby connecting the secon- 
dary winding of the induction coil to the condenser C-1. (A single blade double-throw high 
voltage switch is often used instead of the flexible plug connector.) After these connections 
have been made, the telegraph key u pressed and the vibrator of the induction coil adjusted 
simultaneously until uniform interruptions arc secured. Generally with this connection, it 
becomes necessary to reduce the length of the spark gap G, and in case a quenched spark gap 
is employed, to use no more than two or three plates. If a rotary gap is included in the power 
transmitter, it must be stopped with the spark electrodes in such position as will afford a dis- 
charge gap of the correct length for the coiL Since the dosed and open oscillation circuits 
of the transmitter are already adjusted to resonance, the complete process of tuning need 
not be gone over again, with the exception that the coupling between the primary winding 
P-1 and the secondary winding S-1 may have to be increased. 

The ammeter connected in the antenna circuit of this set should read from 2 to 3 amperes, 
depending upon the electrical dimensions of the circuits of radio-frequency, or, in other words, 
the type of set The range of transmission varies from 125 to 225 miles in daylight 
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Fig. 20S— Tuned C^ EmcrBencjr TrMsmittar. 

The coil transmitters are generally supplied with the portable chloride type 
D-S accumulator of the Electric Storage Battery Company, but later installations 
are equipped with another type known as the 5 K. X. portable accumulator, either 
batteiy beit^ of 60 ampere hours capacity. 

The general instructions given for the chloride battery in Part V, apply to the 
batteries of these sets, and should be carefully observed. It will be noted from 
the diagram of Fig. 205 that the battery can be placed on charge with the induc- 
tion coil in operation. As a safety measure, to prevent the meter being burned 
out by electrostatic induction from the transmitter, the voltmeter circuit contains 
a small strap key, which must be closed to take a reading of the voltage of the cells. 

159. The Electric Storage Battery Company's Accumulators and Charging 
Panel. — The type and rating of the Exide cells fnrnished by the Electric 
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Storage Battery Company for auxiliary power is shown in the following 
table :— 

TYPE RATING 

60 cell 7 PV — ' 72 mmper« hours; 

60 cell 11 NV— 140 " " 

60 cell 13 MV— 168 

60 cell 17 MV— 224 " ** 

Type 7 PV battery is employed in connection with the J4-kilowatt panel trans- 
mitting set, type P-5 of the Marconi Company. The other types are for opera- 
tion of the 2-kilowatt, 500-cycle motor generators furnished with Marconi type 
P-4 set and also for auxiliary light aboard the vessel. 

A photograph of the E, S. B. Co.'s charging panel is shown in Fig. 206, and 
a fundamental diagram of the connections from the board to the batteries and 
motor generator in Fig. 207. The latter diagram includes the complete connec- 
tions of the Marconi 2-K. W. 500-cycle Crocker- Wheeler type of motor generator, 
and the automatic starter. Fig. 208 shows a rear view of the wiring of the panel. 



Fig. ZOSa— Charging Pand Used witb Marconi Tuned Coil Sett. 

In the diagram of connections, Fig. 207, the connections for the voltmeter and 
the double-pole double-throw switch and other switches for auxiliary lighting 
service are purposely left out to simplify the drawing, but a detail of the volt- 
meter connection appears in Fig. 208. 

Returning to the diagram of Fig. 207: All apparatus concerned in tlie charge and dis- 
charge of the batteries appear to the left of the drawing, and the circuits of the automatic 
starter to the right, including the wiring of the motor generator. A six-pole double -throw 
switch, with knife-blades, 1, 2, 3, 4. S, 6, when thrown up in the drawing or to the left on the 
actual chaining panel, places battery units A and B ok charge, but in the opposite position, on 
discharge, the circuits from the battery continuing through the blades 5 and 6 to the auto- 
matic starter and motor generator. 

The resistance coils R-1, R-2 and R-3 are connected in the charging circuit of battery A, 
through the knife blades 1 and 2 and coils R-4, R-5 and R-6, through the blades 3 and 4 to 
battery B. The overload circuit breaker K is connected in series with the common charging 
lead of battery units A and B. The winding of the no-voltage release magnet for this breaker 
indicated at N has the series protective resistance R-1. Contacts C-1 and C-2 mounted on 
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the drcttit breaker open the circuit of the no-voltage release magnet when the breaker trips. 
It should be thoroughly understood that this breaker will open the charging circuit in case 
of an overload during the charging period, or in case the voltage of the generator fails below 
the voltage of the battery. The breaker will also open when the pointer on the ampere-hour 
meter touches the contact point at the zero position (during the charging process). 
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fig, 208 — Rear View Actual WiHrg Diagram of Electric Storage Battery Company's 

Charging PaneL 



P-1 and P-2 arc 25-tvatt incandescent lamps which are shunted around the circuit 
breaker and the resistance units. Through these, a small value of charging current con- 
stantly flows through the cells, compensating for local losses, such as may be caused by 
local action or a slight surface leakage of the cell. 
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An important part of this apparatus is the double pole double throw reversing switch 
placed in the upper left-hand corner of the drawing. Should the connections from the 
ship's generator to the switchboard be reversed, say, during repair or rewiring, the correct 
polarity can always be obtained by plugging in the voltmeter connection to the power line, 
followed by closing this switch. // the pointer of the meter moves in the proper direction 
or across the scale, the polarity of the charging mains is correct. If the pointer moves in 
the wrong direction, the double-pole switch must he thrown in the opposite direction. Pro- 
tective fuses are inserted in the battery charge and discharge circuits to open the circuit in 
case of overload. 

The general operating instructions for the Exide cells given in Part V should 
have careful attention. The operator should aim to keep the batteries in a fully 
charged condition at all times, or confining the remarks to daily practice, the 
pointer of the amperehour meter should always be near to the zero position and 
if after use of the battery the pointer indicates that a given quantity, of current 
has been taken out, it should^ be placed immediately on charge and allowed to 
remain so until the pointer returns to the zero position of the scale of the ampere- 
hour meter. 

One part of this circuit may require explanation. It will be observed that the ampere- 
hour meter is merely connected in series with one of the battery units (Battery A) when 

on charge. The neces- 
sity for this connection 
will be evident from the 
following explanation : 
If the meter were con- 
nected in series with 
both battery units, the 
pointer of the ampere- 
hour meter would travel 
across the scale at dou- 
ble the rate of the actual 
charging current flowing 
to each battery unit for 
the reason that the bat- 
teries are connected in 
parallel. As an exam- 
ple, if the amperehour 
meter were connected in 
series with both battery 
groups on charge and 
further that a quantity 
equal to ten ampere 
hours of current passed 
from the generator to 
the battery, each set of 
cells actually would re- 
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ceivc but five amperehours of the charging current, or, in other words, the meter would 
indicate a value actually double the charging current supplied to each group of cells. Hence 
the amperehour meter is simply connected in series with one unit on charge, but in series 
with both units on discharge, the assumption being made that the two battery units are in 
identical states of charge. Any dissimilarity in the two groups of cells can easily be de- 
termined by the readings of the voltmeter during load and proper correction made therefor. 
In actual commercial practice, no difficulty is found in keeping both battery units in the 
same state of charge from month to month. 

A detailed diagram of the voltmeter plug switch is shown in Fig. 209. It will be noted 
that a small push button key, connected in series with the voltmeter, must be closed in 
order to take the reading. A small resistance or multiplier is connected in series as the 
drawing indicates. 

Plugs 1 and 2 connect to the terminals of the 60-cell battery with all cells connected in 
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series. Plugs 3 and 4 connect across the terminals of battery unit A. Plugs 5 and 6 con- 
nect to the mains from the ship's generator. Plugs 7 and 8 connect to the terminals of 
battery unit B. 

Although the circuits of the motor generator and automatic starter indicated in Fig. 207 
have been gone over in the chapter on motor generators, the notations in Fig. 207 for the 
same circuits will now be explained. 

S-1 is the motor starting switch which may be closed by auxiliary contacts on the aerial 
changeover switch or by a small push button switch near to the transmitting key of the 
operator. R-3 is the fixed resistance in series with the automatic starter winding W-1, 
which is thrown in the circuit when the starter is in the full running position, that is to 
say, it is connected in by the upward movement of the plunger. Resistance R-2 is connected 
in series with the relay winding W-2 to prevent an excessive flow of current. Relay wind- 
ing W-3 is connected in series with the motor armature and in case of an overload, auto- 
matically opens the solenoid winding W-1 through the contacts C-S and C-6. R-4 is the 
electrodynamic brake resistance thrown in shunt to the armature when the plunger of the 
automatic starter drops downward. 

F-1 is the shunt field of the motor, the regulating rheostat R-5 being connected in series. 
F-2 is the generator field winding with the regulating rheostat R-6 connected in series. 
This circuit is closed by the automatic starter at point 5, or, in other words, current does 
not flow through the generator fleld winding until the motor has attained normal speed. 

It is believed that with the information supplied in this and Chapter 5 at 
hand, commercial operators will fully understand the circuits of emergency 
battery panels and transmitters and will be enabled to handle them successfully 
in commercial working. 

Vessels fitted with radio apparatus by affiliated Marconi companies may have 
storage cells and charging panels which differ in mechanical construction, but 
fundamentally they operate along the same general principles. Specific instruc- 
tions for each type of cell or panel are, of course, furnished to marine radio 
installations by the manufacturer. 

Operators of the Marconi Service should observe carefully the following rules: 

(1) Keep battery plates covered with pure water at all times. 

(2) Keep the batteries fully charged. 

(3) Do not place battery on charge when sh^'s generator is not running* 

(4) Watch the polarity of the charging line and throw reverse switch on 
charging panels accordingly. 

(5) Examine the connections between all battery cells frequently. 



In reply to the query of the United States Government operators* license examination 
for a diagram of an auxiliary transmitting set, the student should show the circuits of the 
charging panel of a 60 cell storage battery unit, since the diagram of the tuned coil emer- 
gency transmitter will not be accepted by the U. S. examiners. 

The diagram, therefore, of Figure 207 to which should be added the voltmeter connec- 
tions of Figure 209 will be entirely satisfactory. The student should bear in mind that Figure 
207 includes the circuits of the Marconi 2 K. W. 500 cycle motor generator and automatic 
motor starter as well as the fundamental connections of the charging panel. 
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PART XI. 

PRACTICAL RADIO MEASUREMENTS. 

MEASUREMENT OP WAVE LENGTH— DECREMENT— CALIBRA- 
TION— TRANSMITTING AND RECEIVING APPARATUS. 

160, The Importance of Electrical Resonance. 161. Indi- 
cators OF Resonance. 162. Uses of the Wavemeter. 163. 
Simple Use of the Wavemeter. 164. General Instruc- 
tions for Tuning a Radio Transmitter. 165. Tuning by 
THE Hot Wire Ammeter. 166. Tuning the 2 K. *W. 500 
Cycle Panel Transmitter. 167. Determination of Coup- 
ling. 168. Plotting of Resonance Curves. 169. Measure- 
ment OF the Logarithmic Decrement of Damping. 170. 
Calculation of the Decrement of the Wavemeter (or 
Decremeter). 171. Wavemeter as a Source of High Fre- 
quency Oscillations. 172. Calibration of the Secondary 
AND Primary Circuits of a Receiving Tuner. 173. Calibra- 
tion of the Open and Closed Circuits Simultaneously. 
174. Measurement of the Natural Oscillating Period of 
A Coil. 175. Measurement of Electrostatic Capacity. 
176. Measurement of the Effective Inductance of a Coil 
at Radio Frequencies. 177. Calculation of Inductance 
FROM the Constants of the Coil. 178. Measurement of 
the Effective Inductance and Capacity of an Aerial. 
179. Calibration o? a Wavemeter from a Standard. 180. 
Measurement of Mutual Inductance at Radio Fre- 
quencies. 181. Comparative Measurement OF THE Strength 
OF Incoming Signals. 182. "Tight" and "Loose" Coupling. 
183. Measurement of High Voltages. 184. Tuning and Ad- 
justment Record. 

160. The Importance of Electrical Resonance. — It is essential that the 
open and closed oscillation circuits of both the radio-transmitter and receiver be 
substantially adjusted to the same natural frequency of oscillation. To place cir- 
cuits of radio-frequency in resonance or to adjust them to any desired frequency 
of oscillation, standard resonating circuits known as wave meters are employed. 
In a previous chapter we have explained that a hot wire ammeter may be employed 
for determining conditions of electrical resonance in two coupled circuits, but 
there is a disadvantage in this method of tuning, for unless the inductance and 
capacity of each circuit are known, the resulting frequency of wave length corre- 
sponding thereto, cannot be determined ; hence the utility of the wave meter. 

A circuit like that shown in Fig. 210a, consisting of a radio-frequency inductance L and a 
variable condenser C constitutes an oscillating circuit of variable frequency, the actual value 
for any particular setting of the variable condenser being determined by the equation : 

5,033,000 
N= 

V LC 
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where L and C are expressed in centimeters and microfarads respectively. Hence at each 
division of the condenser scale, we might mark the particular frequency at which the circuit 
oscillates when set into excitation. But since a given frequency of oscillation corresponds to 
a wave of definite length (if the oscillator were radiative), we can calibrate the scale of the 
instrument directly in wave lengths rather than in oscillation frequencies. 
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Fig. 210a, b, c, d, e, f, g, h, l, j — ^Methods for Determining Resonance Between Wave- 
meter and Circuit Under Measurement. 



If either the inductance of the coil or the capacity of the condenser in the circuit, Fig. 
210a4 is variable, we may Ht the variable element with a scale of wave lengths and the instru- 
ment will then be called a wavemeter. 

Now if the ooil L is placed in inductive relation to any part of an active oscillation circuit, 
such as the closed or open circuit of a radio transmitter, radio-frequent oscillations will be 
induced in the circuits of the wavemeter when it is adjusted to the frequency of the gen- 
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erating circuit. Some indicator of maximum flow of current or maximum voltage must now 
be inserted in the circuit (of the wavemeter) in order that the exact point of resonance on 
the variable ckment may be located. 

161- Indicators of Resonance.— That the wavemeter is in resonance with 
the circuit under measurement, may be determined by one of several instru- 

tn^fits 

In Fig. 210b a milUamtneter M, range 0-200 milliamperes, is connected in series with the 
wavemeter for determining the adjustment of maximum current flow. 

In Fig. 210c, a small hot wire wattmeter W, range .01-0.1 watts, is connected to the 
secondary winding S, of a small step down transformer, the primary P being connected in 
series with the wavemeter. 

In Fig. 210d, a small glow lamp G (2 or 4 volt battery lamp), is connected in series with 
the wavemeter, the resonant adjustment being determined when the lamp glows brightest 
(with the wavemeter in a fixed position). 

In Fig. 210e, a thermo-couple A, B, is attached to a heating wire C, D, the latter being 
connected in series with the wavemeter. The terminals of the thermo-couple are connected 
to a sensitive milli-voltmeter which may be calibrated in milliamperes. 

In Fig. 210f, a rectifying detector D is connected in series with a galvanometer G, both 
being shunted across the condenser C. The currents of radio-frequency are converted by 

the rectifier to direct current and the 
resonant adjustment is determined by the 
maximum deflection of the galvanometer. 
In "Fig. 210g, an electrostatic telephone P 
is connected in series with the wavemeter, 
the telephone being an active part of the 
oscillation circuit. The telephone contains 
a winding of three or four turns placed 
underneath a copper diaphragm. The max- 
imum sound is obtained when the wave- 
meter is in resonance with a given oscilla- 
tion circuit, the copper diaphragm moving 
with the group frequency of the transmitter 
In Fig. 210h, a tube N, filled with neon 
gas, has sealed-in terminals at either end. 
When shunted across the terminals of the 
wavemeter condenser, the tube glows bril- 
liantly at resonance. 

In Fig. 2l0i, a crystal rectifier D is connected in series with a 2,000 ohm telephone P, the 
final two terminals being shunted across the condenser C. The maximum of sound is obtained 
in the telephone at resonance. The connection of 210j is often preferred because the calibra- 
tion of the wavemeter is not affected by the presence of a shunt detecting circuit as in 210i. 
The uni-polar connection of the detector has the disadvantage that the wavemeter must be 
placed in closer inductive relation to the circuit under test than with the connection of 210i. 

The inspectors of the American Marconi Company prefer either the hot wire 
wattmeter, or the crystal detector and head phones as indicators of resonance 
above all others. 

162. Uses of the Wavemeter. — ^The wavemeter may be employed: 

(1) To place two or more circuits of radio-frequency in resonance; 

(2) To measure the wave length of the closed or open oscillation circuits of 
a radio transmitter. 

(3) To determine the percentage of coupling between the closed and open cir- 
cuits of a transmitter; 

(4) To determine the decrement of damping; 

(5) To calibrate a receiving set (by means of an exciting buzzer) ; 

(6) To determine the wave length of a distant transmitting sUtion at the 
receiving station. 

(7) To determine the purity of the wave emitted from the antenna. 

163. Simple Use of the Wavemeter.— A simple use of the wavemeter is 
shown in the diagram, Fig. 211, wherein the natural wave length of an aerial is 
to be measured. In the diagram. Fig. 21 1, S is the secondary winding of an indue- 







Fig. 211 — Diagram for Measuring the Natural Wave 
Length of an Aerial. 
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tion coil fitted with a vibrator, S-1 a spark discharge gap of simple design con- 
nected in series with the aerial A-1. L is the inductance coil of the wavemeter; C 
the variable condenser; D a crystal rectifier, and P the head telephone. 
< . When the induction coil is set in opera- 

tion a spark discharge takes place at S-1, 
the aerial circuit being traversed by groups 
of oscillations at a frequency determined by 
the distributed values of inductance and 
capacity of the aerial, or, 

1 

N = — — — 

4 V LC 

and a corresponding wave motion is prop- 
agated through space. 

Now if the coil of the wavemeter L 
bears the correct. inductive relation to the 
aerial wire, preferably placed near to the 
earth lead, oscillations of maximum ampli- 
tude will be induced in the wavemeter cir- 
cuits when the wavemeter and the aerial 
circuit are in exact resonance. With the 
spark discharging at S-1 the capacity of the 




Fig. 212 — ^ShowinsT How an Aerial May Be Set Into 
Excitation by Buzzer. 



wavemeter condenser is varied until a clear distinct sound is heard in the head telephones at 
a definite setting (of the condenser). The wave length tabulated on the scale underneath 
the pointer is that of the circuit under test. 

Generally the resonant adjustment of the wavemeter is sharply defined, so that a slight 
change in capacity will cause the signals to 
disappear. During this measurement, the 
operator should take care to distinguish 
between the currents, induced in the wave- 
meter by the oscillaticyns flowing in the 
antenna circuit and those set up by electro- 
static induction from the induction coil. 
The sounds in the telephone due to the 
radio-frequent oscillations are heard at a 
distinct setting of the wavemeter con- 
denser, but the sounds caused by simple 
transformer induction can usually be heard 
over the entire condenser scale. More ac- 
curate readings can be obtained by placing 
the coil of the wavemeter close to the earth 
lead of the - transmitter although when 
measuring the fundamental wave length of 
the usual ships aerial, by use of a sensitive 
crystal rectifier, the wavemeter can be 
placed 200 or 300 feet from the aerial, pro- 
vided the inductance coil bears the correct 
inductive relation to the antenna. 

164. General Instructions . for 
Tuning a Radio-Transmitter. — In 
order to tune a radio-transmitter to the 
international standard wave lengths, 
the following measurements must be 
taken : 
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Fig. 213 — ^Another Method for exciting Osdllations 
in an Antenna by Buzzer. 



(1) The natural or fundamental wave length of the aerial; 
(2)«T1mi wave length of the closed oscillation circuit; 
(3) The wave length of the radiated wave. 

After the open and closed circuits have been coupled, we must determine : 
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Fig. 214 — Buzzer Excitation Circuit Inductively 
Coupled to an Aerial. 



(1) Purity and sharpness of the radiated wave; 

(2) The decrement of damping. 

(a) MeQsurement of the Open Circuit. One method of setting the aerial into 
excitation and measuring the natural or fundamental wave length was shown in 
Fig. 211, but there are several alternative methods by which the antenna may be 
set into oscillation. 

In the method shown in the diagram, Fig. 212, a condenser C of one microfarad capacity 

is connected in series with the aerial and 
also across the vibrator of a buzzer 6-1 
energized by the battery B-2. The counter 
£. M. F. of the buzzer windings places an 
electrostatic charge on the aerial which dis- 
charges at practically its natural frequency. 
The capacity of C being very large compared 
to that of the aerial, the wave length of the 
system is not appreciably altered. 

With the buzzer adjusted for clear tones, 
the wavemeter, fitted with a crystal rectifier, 
is placed in inductive relation to the earth 
lead and the capacity of the wavemeter con- 
denser varied until a maximum of sound is 
obtained in the telephone. 

In the diagram. Fig. 213, a few turns of 
wire are inserted at L-1 through which the 
circuit of the battery and buzzer is com- 
pleted. When the current flowing from B-2 
is interrupted by the buzzer, a change in the 
strength of the magnetic field takes place about L-1, placing a charge on the aerial system 
which discharges at its natural frequency. 

A somewhat similar arrangement is shown in Fig. 214, wherein the buzzer circuit is in- 
ductively coupled to the aerial circuit through the transformer P, S, the winding S, consisting 
of a few turns of wire. The wavemeter is placed in inductive relation to some part of the 

open circuit and the wave 
CLOSED CIRCUIT length noted by adjusting 

the wavemeter to reson- 
ance. 

The aerial frequently 
is set into excitation by 
connecting the antenna 
and earth wire of an 
aerial system across the 
vibrator of a buzzer, but 
this method of excitation 
is not as satisfactory as 
the connections of the 
two methods shown pre- 
viously. 

To tune the aerial in 
either of the foregoing 
diagrams to the standard 
wave of 600 meters, turns 
of inductance are added 
at winding L-2 until the 
wavemeter indicates the 
wave length to be 600 
meters. Generally from 
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Ffk. 215 — Showing How the Wave Length of a Qosed Oscillation Circuit 

is Measured. 



10 to 20 microhenries of inductance are included at L-1 to constitute the secondary winding 
of the oscillation transformer, the additional turns required for any standard wave being 
added in the aerial tuning inductance. 

The aerial is tuned to the JOO meter wave by connecting the short wave condenser in 
series with the aerial system. A reading is then taken on the wavemeter, to note the reduc- 
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ti<m of wave length. If the length of the wave exceeds 300 meters, turns are taken out at 
1^2 until the standard wave is obtained. Certain aerials encountered in practical radio have 
excessive length for radiating the ^00 meter wave even with the aerial tuning inductance cut 
out. In a case of this kind, the aerial must be reduced in length or the lead-ins attached to 
the center of the flat top rather than to one end. 

The correct number of turns for the 450 meter wave are found in the same 
manner as for the 300 and 600 meter waves. Generally the short wave condenser 
is cut out of the circuit at this adjustment. 

(6) Measurement of the Closed Circuit, The closed circuit is tuned to the 
standard waves by placing the wavemeter in inductive relation to the primary 
winding of the os- 
cillation transform- 
er, care being taken 
to disconnect the 
open circuit from 
the secondary 
winding. The spark 
is then discharged 
in the regular man- 
ner and the wave 
length for a given 
value of primary 
inductance found 
on the wavemeter 
by means of any of 
the resonance indi- 
cators described in 

paragraph 161. 

A diagram of con- 
nections for this 
measurement is shown 
in Fig. 215. Cpntact 
'T" is connected in at 
various points on the 
coil until the re- 
quired wave is found. 
With transmitting 
sets of larger rating 
the capacity of the 
closed drcuit con- 
denser may have to 
be reduced to obtain 
the 300 meter wave. 
(c) Measure- 
ment of the Radi- 
ated Wave. The 
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Fig. 216— Showing Method of Determining Length of the Radiated Wave. 



next step in tuning is to ascertain if the emitted wave is pure and sharp in ac- 
cordance with the U. S. statute requirements. To determine this, the closed and 
open oscillation circuits are tuned, inductively coupled and set at the coupling, 
giving the highest ammeter reading. (Fig. 216.) 

Next a test is made to determine if the aerial radiates all its energy at one wave^ length. 
If the antenna oscillates at two frequencies, two resonant adjustments will be obtained on 
the wavemeter and the relative amplitude of the two frequencies can be measured by a watt- 
meter "W" connected in the circuit of the wavemeter. With the wavemeter in a fixed posi- 
tion relative to the antenna, the meter is adjusted to resonance and the relative power at the 
two frequencies of oscillation observed. Unless this measurement is taken with caution, the 
wattmeter may burn out if the wavemeter is placed too close to the circuits of radio- 
frequency. 
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According to the U, S, regulations, the radiated wave is considered as being pure, when 
(if the antenna oscillates at two frequencies) the amplitude of the energy corresponding to 
the smaller wave is 10 per cent, or less than ihat in the greater wave. 

To determine the relative power of the radiated waves, the capacity of the wavemeter 
condenser must be carefully varied, the two maximum readings of the wattmeter correspond- 
ing to the two oscillation frequencies being particularly noted. If the wattmeter indicates 
0.1 watt at the longer wave, and 0.01 watt or less at the shorter wave, the wave is pure ac-' 
cording to the United States regulations. If the amplitude of the shorter wave exceeds 0.01 
watt, the coupling between the primary and secondary windings must be reduced until the 
correct current amplitudes are obtained or until a single wave emission results. It is usual 
to reduce the coupling until the antenna radiates a single wave. 

That two waves are being radiated from an aerial can be determined by a crystal rectifier 
and telephone as well as by the wattmeter, but the relative power of the waves cannot be 
determined in this way. If a sensitive vacuum valve detector is connected to the wavemeter, 
the latter can be placed several hundred feet from the aerial. The wave length can be 
measured with a greater degree of accuracy due to the "looseness** of coupling. 

When a ship's aerial is tuned to the standard waves, near to a building with a 
steel or iron frame, the effective resistance and the natural wave length are ap- 
preciably altered; hence, to secure the maximum flow of antenna current, the 
aerial tuning inductance 'must be slightly readjusted (when the ship is at sea) 
until the ammeter indicates a maximum. Similar effects are observed when a ship 
lies near to another vessel equipped with an aerial, particularly if the aerial of the 
other vessel is connected to earth. It is preferable to tune a transmitting set at 
a distance of at least a half wave length from large metallic structures. 

We have defined a pure wave according to the U, S. regulations as being one 
in which, if the antenna oscillates at two frequencies, the energy of the lesser 
wave will not exceed by 10 per cent, the energy in the greater wave. According 
to the same regulations, a sharp wave is one in which the decrement of damping 
per complete oscillation is 0.2 or less. The measurement for the decrement will 
be described in paragraph 169. * 

165. Tuning by the Hot Wire Ammeter. — ^The open and closed circuits 
of a transmitting set can be tuned to resonance as follows : Set the closed oscillation circuit 
to a definite wave, or to one of the three standard waves, by means of a wavemeter. Place 
the secondary winding of the oscillation transformer in inductive relation to the primary 
winding. Follow it by cutting in and out turns at the aerial tuning inductance until the 
aerial ammeter indicates a maximum of current. 

Next change the coupling and leave the primary and secondary coils at that position, 
where a fair value of antenna current is obtained, with the wave emission complying with 
the law in respect to sharpness and purity, (The latter is determined by the decremeter.) 

The method can be reversed as follows : Set the open circuit to a standard wave by the 
wavemeter and place the primary winding of the transmitting oscillation transformer in 
inductive relation to the antenna coil. With the spark discharging at normal power con- 
stimption, add or subtract primary turns until the highest possible reading of the aerial 
ammeter is obtained. 

A small glow lamp, such as a 2, 4 or 6 volt battery lamp, shunted by a semi-loop of wire, 
serves as an indicator of resonance between the open and closed circuits and is often used 
in case of emergency. 

166, Tuning the 2 K. W. 500 Cycle Panel Transmitter.— Detailed in- 
structions for the tuning of the standard panel sets of the Marconi Company will 
be given in Part XII. The process is quite similar to the tuning of any set, with 
the exception that the closed oscillation circuit is tuned to the three standard 
waves at the Marconi factory and outside of the determination of the logarithmic 
decrement all tuning aboard ship can be done by the aerial ammeter alone. 

The particular feature of this set is the wave length changing switch, which in a simple 
operation permits either the 300, 450 or 600 meter waves to be radiated, the necessary changes 
of self-inductance, condenser capacity, and coupling being selected by a set of blades making 
contact with studs leading to various parts of the circuit. The method of tuning this set 
will be clear if the following facts are kept in mind: 
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(1) For any particular wave length adjustment of the transmitter, a critical 

degree of coupling between the primary and secondary windings gives 

the maximmn aerial current. 
*(^) 'The coupling for the quenched spark discharger can be closer than for the 

rotary discharger, if the quenched gap is in perfect condition. 
(3) The coupling between the primary and secondary circuits of an oscillation 

transformer can be varied by increase or decrease of the self-induction of 

either coil as well as by drawing the coils apart. 

When the quenched discharger is in use, the primary winding bears a fixed mechanical posi- 
tion to the secondary winding, but the oscillation transformer is constructed so that they 
can be drawn apart for use of the rotary gap. For the quenched gap, the requisite coupling 
Cor each standard wave is secured, by variation of the secondary inductance, turns being 
added at the aerial tuning inductance to maintain resonance. 

The process of tuning these sets not only consists of adjusting the open and closed cir* 
cuits to resonance, but also in locating the proper secondary inductance for the maximum 
aerial current. It is more or less a cut and try method, but the skill obtained through 
practice enables an inspector to complete the tuning in half an hour. The exact location of 
the secondary contact clips can be found more rapidly by turning the coupling handle on the 
front of the panel set, and thereby mechanically placing the primary winding closer to the 
secondary or farther away. If the primary, for instance, is drawn away from the secondary 
and the aerial ammeter registers an increase of current, it is an indication that the coupling 
for the Anal fixed position of the windings is too close. Hence the primary winding is 
brought back to its original position and turns taken out at the secondary, followed by 
adding turns at either of the aerial tuning inductances until resonance and maximum read- 
ing of the ammeter is secured. 

The set should be tuned for the three standard waves, with approximately three turns 
cut in at the continuously variable aerial tuning inductance. After the position of the taps 
for the secondary winding and the plug aerial tuning inductance are once located, no further 
adjustment is required, unless some change in the antenna is made. With these sets the 
complete tuning process can be carried out by observation of the aerial ammeter alone, but 
the wavemeter should be employed to measure the decrement and to note if two waves are 
being radiated. 

The tuning of the yi k. w. set is similar to that of the 2 k. w. set 

In the tuning of a quenched spark transmitter, two or even three points of coupling for 
maximum reading of the aerial ammeter are frequently obtained for a given wave length; 
the coupling to be finally selected is that giving the maximum value of aerial current. When 
the rotary gaps of these sets are in use, the primary and secondary windings are separated 
by a space of 8 to 13 inches, but the coupling position may have to be altered slightly for 
each of the three standard waves. ^ 

167, Determination of Couf^ling. — It is customary, in transmitting 
systems employing the plain spark discharger, to express the degree of coupling between 
the open and closed oscillation circuits in terms of a percentage rather than in terms of the 
true co-efficient of coupling. The percentage of coupling is obtained by placing the wave- 
meter in inductive relation to the aerial and observing the length of the radiated waves. If 
the readings of the longer and shorter waves are squared and their values inserted in the 
following formula, the coupling is obtained, or : 

X«» — Xi» 

K = X 100 

Xa' + Xi» 

Where \ = longer wave, 
\ = shorter wave. 
I'he true coefficient of coupling is obtained from the following formula: 

M 
K = 



Where M =mutual inductance of the oscillation transformer, 



Lj =self-inductance primary, 
L, =self-inductance secondary. 



•Stotements (1), (2) and (3) apply to all coupled transmitter^ of the American Marconi Company. 
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168. Plotting of Resonance Curves. — A calibration of the closed and 
open circuits of a radio-transmitter is frequently desired to determine, let us say, 
the variation of frequency or wave length occasioned by the insertion of a certain 
amount of inductance. The results of such measurements are plotted on cross- 
section paper in the form of a curve (or perhaps a straight line). The principal 
advantage of such plotting lies in the fact that it enables one to take a character- 
istic set of readings at two or more decisive points and thus determine interme- 
diate values by following the general outline of the curve. 
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Fig. 217 — Complete Apparatus for Measuring Decrement of Antenna Oscilla- 
tions and Plotting a Resonance Curve. 



The resonance curve of the radiated wave of a transmitter is a graphic way of showing 
the relation between the amplitude of the current and the frequency or wave-lengths at and 
near the fundamental frequency. The value of the plotting lies in the fact that if enables 
the experimenter to obtain, in a general way, the over-all distribution of energy in the emitted 
wave, the decrement of damping and the relative power of the two waves, if present. 

To plot the resonance curve of the radiated wave, a wavemeter is required, in series 
with which is connected either a hot wire milliammeter or a hot wire wattmeter. The 
milliammeter should have a range of, say 40 to 240 milliamperes, while the wattmeter may 
have a scale reading of .01 to .1 watt. The latter instrument is preferably connected to the 
secondary winding of a step-down transformer, the primary winding of which is connected 
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in series with the circuit of the wavcmeter. This transformer, as a rule, is made up of 
Litzendr&ht wire, the primary consisting of ten turns wound on a wooden spool, about lj4 
inches in length by 1 inches in diameter. The secondary winding consists of five turns of 
the same wire wound directly over it with a single layer of empire doth between. 

The wattmeter having been connected in the circuit of the wavemeter, a few preliminary 
trials are made to determine the proper inductive relation between the coil of the wavemeter 
and the antenna circuit. Care must be taken that the wattmeter is not burned out at the 
point of resonance. The proper inductive relation having been obtained by trial, the coil 
of the wavemeter is placed in such position as to give a near maximum scale deflection of 
the wattmeter at the resonant adjustment for the longer wave. If maximum dedection of 
the wattmeter is obtained at resonance, it is evident that the current will decrease at wave- 
lengths off resonance, the reduction being dependent upon the decrement of the oscillations. 

Readings of the indicating instrument having been observed at resonance, another read- 
ing is taken at a point off resonance where the wattmeter shows a small scale deflection, say, 
.01 watt. Similar observations are made at other wave lengths approaching resonance and 
beyond resonance until a full set of calibrations are secured; that is to say, the observations 
are continued to a point beyond resonance where a nearly zero deflection of the wattmeter 
is obtained. 

A diagram of connections and the relative positions of the apparatus for this de- 
termination are shown in Fig. 21?, where the closed oscillatory circuit of a radio transmitter 
is represented by the 
primary winding, the 
high potential condenser 
and the rotary spark gap. 
The antenna system in- 
cludes the secondary 
winding, the aerial tun- 
ing inductance and the 
earth wire, which pref- 
erably has a single turn 
of wire, L-1, inserted in 
series. The coil of the 
wavemeter, L, is placed 
in inductive relation to 
L-1 and is in series with 
the primary winding of 
the step -down transform- 
er, T, and the variable 
condenser, C. The sec- 
ondary of this trans- 
former is connected to a 
low-range radio-fre- 
quency wattmeter. 

Assume, for example, 
that the spark is dis- 
charging and that the 
closed and open oscilla- 
tion circuits are in exact 
resonance ; furthermore, WAsii length 

that two positions on the pjg, 2I8— Resonance Curve of Ihe Antenna Oscillations. 

variable condenser which 

we may call C-1 and C-2 are the points at which the wavemeter is in resonance with the 
double wave. Then, as the pointer of the variable condenser is moved from zero position 
toward C-1, the reading of the wattmeter increases, until the point, C-1, is passed, when a 
decrease takes place. An increase of current again takes place as C-2 is approached fol- 
lowed by a decrease when the point of resonance is passed. If the wave-length of the wave- 
meter and the corresponding deflection of the hot wire wattmeter be observed over a series 
of wave-lengths, the data thus obtained may be plotted in ihe form of a resonance curve in 
the fallowing manner. (See Fig. 218). 

Placing in one column the wave-lenglhs corresponding to the condenser scale of the wave- 
meter, and in the second column the corresponding deflection of the hot wire wattmeter, 
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co-ordtnate points ar« laid off on cross-section paper through which a common line or cui-v« 
is drawn. A typical set of readings follows: 



49S . 






535.. 


nn 




560.... 0(1 






58S 


00 






615.. 








635 


nr 




700 


0.C 



Dss-sectioa paper before us, the wave-length readings are laid oS horizontally 
Fig. 218 and are known as the abscissas of the points on the curve, while the 
readings are laid off vertically and are known as the ordinaCes of the 
Take, for example, the wave-length of S75 meters; the corresponding 
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hot wire wattmeter deflection is .05. Then follow the vertical line corresponding to 575 
until the horizontal line is met corresponding to .05 and place a dot or a cross. Proceed 
similarly with the entire set of calibrations until all points on the curve are located. Then 
draw a line joining them. 

Now, if the coil, L, of the wavemeter remains in the same position relative to the coil, L-1, 
and the primary and secondary windings of the oscillation transformer, are set at various 
couplings, the curve in Fig. 218 will become "sharper" or "broader," accordingly, as the 
coupling is decreased or increased. By means of these curves the relative sharpness of the 
radiated waves can be compared allowing to some extent a predetermination of the amount 
of interference to be expected. If the coupling at the oscillation transformer is properly re- 
duced, the lower peak of the radiated wave, which in the curve exists at about 520 meters, 
may completely disappear and a single sharp maximum peak result. The resonance curve 
shown in Fig. 218 is not that of a "sharp" wave in compliance with the United States restric- 
tions, unless the decrement of the antenna current is 0.2 or less per complete oscillation. It 
is, however, "pure" as far as the relative amplitudes of the two waves are concerned. 

Should the wavemeter indicate no shar^ or defined point of resonance, it may be due to an 
excess of coupling at the oscillation transformer, to high resistance joints or to poor con- 
nections in the antenna circuit. Again, this may be due to leakage across the antenna 
insulators; the remedy, of course, is obvious. 

• Using the *apparatus employed to obtain data for a resonance curve, the student may 
obtain data and construct other curves indicating the wave length of the open and closed 
oscillatory circuits with various turns of inductance cut in at the primary and secondary 
windings. For example, if the increase in wave length brought about by adding turns in the 
closed circuit is to be determined, the wavemeter is placed in close inductive relation to the 
primary inductance, but not too close to burn out the wattmeter I. Starting with one turn 
in the closed circuit, the wave length is determined by observing the wavemeter reading corre- 
sponding to maximum deflection of the wattmeter (with spark, of course, discharging). 
Turns are then added progressively at the secondary (from one to maximum) until a com- 
plete set of calibrations are obtained. The results of a typical set of calibrations follow: 

Corresponding wave- 
Turns lengths in meters 

1 404 

2 416 

3 428 

4 444 

5 458 

6 472 

7 482 

8 488 

9 495 

10 505 

11 514 

12 528 

Plotted in curve form these data appear in curve A, Fig. 219. Here the wave-lengths (In 
meters) are the abscissas of the points on the curve and the helix turns the ordinates of the 
points on the curve. The wave lengths corresponding to fractions of a turn on the helix 
can be determined by following the abscissae to the base line or the horizontal axis. 

We can plot the calibratiofis of the open circuit of a transmitting system in a similar way, 
but in this case a spark. gap must be connected in series with the antenna system and in turn 
connected to the secondary winding of an induction coil. Generally the oscillations flowing 
in the antenna circuit are not powerful enough with this connection to operate th^ wattmeter 
(in series with the wavemeter), or the spark discharge of the coil may be too irregular to 
permit a reading of the wattmeter to be observed. It is therefore preferable to shunt the 
wavemeter by a crystalline detector and head telephone, the point of resonance being located 
by the maximum sound in the receiver. 

Turns are added in the antenna circuit one at a time and corresponding wave length 
readings observed on the wavemeter. A typical set of readings follows: 
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Corresponding virave- 
Turns lengths in meters 

1 290 

2 410 

3 525 

4 600 

5 683 

6 770 

These data appear in the curve, B, Fig. 219. Intermediate wave lengths lying between the 
complete turns may be found as in the previous case. 

Curves of the latter type should be prepared at each commercial station and posted in the 
apparatus room for quick reference. In this manner, the open and closed oscillatory circuits 
may be tuned to the standard waves with the assurance that the circuits are in exact 
resonance. 

Returning to the resonance curve of Fig. 218: Assume that the portion of the curve, Fig. 
218, above the horizontal line marked .05 represents the range of wave lengths over which 
the signals are audible at a receiving station located, say, 75 miles distant from the 
transmitter. 

It is easily seen that a change of 20 meters on either side of the maximum ordinate will 
reduce the incoming signals to zero. It is also plain that the sharper the curve, the greater 
will be the reduction of the strength of the incoming signal for a given amount of detuning 
at the receiver. Hence resonance curves, in a sense, enable us to determine the ratio of the 
current at the receiver for a given wave length off resonance to that obtained at the maxi- 
mum ordinate or resonance. 

169. Measurement of the Logarithmic Decrement of Damping. — The de- 
termination of the decrement of damping of the antenna oscillations is a measure 
of the tuning qualities of a radio-transmitter and, in a sense, permits a prede- 
tennination of the interference to be expected therefrom. If the decrement of the 
oscillations flowing in the open circuit is known, we may determine the number 
of oscillations per spark discharge as follows : 

4.605 + 8 

M= (1) 

8 
where 8 = Naperian logarithm of the ratio of two successive oscillations 

in the same direction ; 
M = number of complete oscillations* in the train when the last one 
has attained amplitude of .01 of the initial oscillation. 

Hence if the emitted wave has a decrement of 0.2 there will be approximately 24 
complete oscillations per spark. 

It has been determin'ed by experiment that a transmitter having decrement in excess of .2 
per complete oscillation causes excessive interference to the operation of other stations not 
tuned to the same wave length, and it necessarily follows that the greater the decrement of 
the radiated wave the greater will be the interference, e. g., the wave will lack tuning quali" 
ties. Hence, as far as tuning and the elimination of interference is concerned, it is desirable 
to keep the decrement at a minimum value. 

Modern quenched spark transmitters have oscillation decrements lying between .05 and .12 
and therefore set up a minimum of interference, to the operation of other stations. 

It has been shown by V. Bjerknes that the combined decrement of two circuits of radio- 
frequency, magnetically coupled, is given by the following formula: * 



5, + 5, = 27r ( 1 l^r 



(2) 



Wliere (in the case where a wavemeter is coupled to the antenna system of a wireless tele- 
graph transmitter), 

*Some writers express the logarithmic decrement on the basis that the amplitude of the last oscillation 
IS one-tenth of the initial oscillation. 
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>i = decrement of the circuit under measurement, 
Ji ^ decrement of tlie decremeter or wavemeter, 
Xr = wave length at resonance, 

Xi = wave length not more than 3 per cent, to S per cent, off resonance, 
1' = current indicated by a measuring instrument connected in series with the 
wavemeter when the wavemeter is adjusted to Xi. 
I>*=current indicated as above when the wavemeter is adjusted to resonance. 
For accuracy Si must be small as compared with ii, 

a be written 



/" 



Where C' = capacity of the v 

O = capacity of the wavemeter condenser of a certain point ofli resonance. 

It has been found for all practical purposes, that if the value of 1' is selected to be one- 
half the value of !■', the formula is sufficiently accurate; hence, the integers underneath 



Fig. 220— The American Mar 



Cr 

Now, it is found by experiment that the resonance curve of a radio -transmitter is not 
always symmetrical and, therefore, different values for the decrement will be found accord- 
ingly as the measurement is made on either side of the maximum ordinate. Consequently the 
results will be more accurate if the capacity of the condenser is taken above and below 
resonance at points where the corresponding flow of current as measured by the wattmeter 
is one-half the value obtained at resonance; then the mean value of the decrement will be 
determined as follows : 
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G — G r 

lh + t.=. (S) 

O 2 
where O = the capacity of the condenser at a value greater than C', the capadty 
where the reading of the wattmeter falls to one-half that 
obtained at Cr and, 
G =the capacity of the condenser at a similar wattmeter reading corre- 
sponding to a capacity less than C'. 

Although the logaritlimic decrement of a transmitter may be measured by several methods, 
but one considered the most practical by U. S. engineers will be described. 

To carry out this measurement, a wavemeter fitted with a current indicating instrument 
ij required, which may be either a hot wire milliammeter or a hot wire wattmeter. The con- 
denser of the wavemeter should have a chart showing the capacity in microfarads corre- 
sponding to each position of the pointer on the condenser scale and the hot wire wattmeter 
should have a range of .01 to .1 watta. 

To measure the decrement, the wattmeter should be connected as in Fig. 217 for obtaining 
the data for plotting a resonance curve. 

The coil, L, of the wavemeter is then placed in inductive relation to the antenna system 



Fig. 221— Kolscer Decremeler— the Type Ui«d by t!i« GoTGinmctit Radio Inspectora. 

at the single turn of wire, L-1. The key of the transmitting apparatus is held down con- 
tinuously and the length of the spark gap adjusted until the note is clear and uniform. This 
is followed by variation of capacity of the wavemeter condenser until the wattmeter indicates 
a maximum deflection which, of course, is obtained at the point of resonance 
between the two circuits. The inductance coil L is then moved about — that is to say— the 
coupling between it and the antenna coil L-1 is changed until the maximum reading of the 
wattmeter falls (as a matter of convenience) on some even number, say 0.08 watt The 
condenser is then set at a lower value of capacity, G, where the reading of the 
wattmeter is 0.04 watt. A value of capacity above O is then observed (G) where the 
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reading of the wattmeter again falU to 0.04 watt. Substituting these vahies of capadty in 
formula No. 5 the combined decrement of the two circuits is obtained by a simple calculation. 
Now, it the decrement of the wavemeter is subtracted from the total value obtained by 
the last equation, the result will be the decrement of the radiated wave. The decrement of 
the wavemeter can be obtained by direct calculation or by actual measurement 

170. Calculation of the Decrement of the Wavemeter (or Decremeter).— 
One method by which the damping of the wavemeter may be determined is car- 
ried out as follows : 

After the value of >i + >« is obtained, the coupling between the wavemeter coil and the 
antenna system must not be altered. A piece of resistance wire, R (Fig. 217), is stretched 
tightly between two binding posts and connected in series with the circuit of the wavemeter. 
The amount of wire in use is gauged by the sliding contact, T-1. (A piece of No. 28 German 
silver wire or Therlo wire about 15 inches in length will be found satisfactory.) 

With the pointer of the condenser set at Or, or resoaance, the spark gap is energiited and 
resistance added at R until the reading of the wattmeter falls to exactly one-half that 
obtained in the original resonance adjustment, or 0.04 watt. The condenser of the wave- 
meter ij then shifted to either side of resonance to such a value of capacity that will give 



one-half the wattmeter reading obtained at Cr, viz., 0.02 watt. Let the capacity of the wave- 
meter condenser below resonance be represented by C> and the capacity above resonance by 
O. Then the following formula is applicable : 

O — C. 

a, + 8, + (, = X 1-57 (6) 

C- 

Now, S> is the decrement due to the addition of the resistance R, and it is evident that if 
the value of fc + ^ is subtracted from & _(_ & -|- 8i, the value of *> is at once obtained. 

It has been shown by Fleming and others that if the value of >" is thus found out, we may 
evaluate the decrement of the wavemeter 8« by the following formula: 

Letting V stand for the value obtained in equation No. 5 and Vi for the value in No. 6, 
then, 

V xfc 

fc = (7) 

2V — V. 
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Hence, by subtracting the value of & from 81 -f- ^> we have ^, the decrement of the aerial 
circuit under test. 

Assume for example, 

& + di = 0.15 

and ai -4- «• 4. «i = 0.17 

then«t = 0.02 

0.17 X 0.02 



and fc 



= 0.026 



0.30 — 0.17 
therefore «a = 0.1S — 0.026 = 0.124 

If a milliammeter is connected directly in series with the wavemeter or decremeter, in 

1 
place of the wattmeter, the reading of the meter at the point off resonance should be 



of that obtained at resonance or approximately 71 per cent. 



1.41 



A resonance curve of the afntenna oscillations, having been taken for any reason whatever, 
may be used for calculation of the decrement, for it is apparent that the data required for 
formula No. 5 is included in such curves. 

If the variable condenser of the wavemeter is constructed so that the capacity varies 
directly with the scale reading, the actual capacity of the condenser need not be known. 
The reading of the condenser scale for the points on and off resonance can be substituted in 
formula No. 5 in place of the condenser capacity and the decrement measurement carried on 
as usual. 

Formula No. 2 can be written : 



X« — Xi 



5i + «i = 



3.1416 



Xr 






(8) 



where Xr = wave length at resonance ; 

Ir' recurrent corresponding thereto in the circuit of the wavemeter; 

Xa = wave length 3 per cent, to 5 per cent, above resonance ; 

Xi = wave length 3 per cent, to 5 per cent, below resonance ; 

1* = current corresponding to wave lengths above and below resonance. 

The decrement of the wavemeter must, of course, be subtracted to obtain the value of ^. 

Direct reading decremeters, such as the Kolster* decremeter (U. S. Bureau of Standards) 
are in use. In this instrument, a dial geared to the movable plates of the variable condenser 

is fitted with a scale of 
decrements and when the 
reading of the wattmeter 
at ,a given point off 
resonance is one-half 
of that obtained at reson- 
jince, the combined decre- 
ment of the decremeter 
and the circuit under 
measurement is obtained 
by first setting the decre- 
ment scale at zero (when 
one-half resonance cur- 
rent is obtained) after 
which the decrement dial 
is clamped to the movable 
plates of the variable 
condenser and the latter 
turned to resonance and 
to a point beyond where 
the reading of the watt- 
meter again falls to one- 




Fig. 223 — ^Wavemeter as a Source of Radio Frequency Oscillations.* 



*Bureau of Standards publication No. 235 describes the Kolster Decremeter in detail. 
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half that at resonance. The decrement dial will then indicate the combined decrement of the 
drciiit under measurement and that of the decremeter, 

A photograph of the Marconi decremeter appears in Fig. 220 and the Kolster decremeter 
in Figs. 221 and 222. The latter is used by all U. S. Government radio inspectors. 

171. Wavemeter as a Source of High Frequency OsciUations. — A wave- 
meter excited by an ordinary vibrating buzzer may be used to generate feeble 
oscillations of radio -frequency for measuring purj)oses. 

The complete diagram for the apparatus is shown in Fig. 223. The circuit from the 
battery to the buzzer B-1 is completed through the coil of the wavemeter L. To eliminate 
sparking at the vibrator, the windings (of the buzzer) are shunted by a non-inductive re- 
sistance of lOO ohms or by a condenser of 1 mfd. capacity. 

When the buzzer is put in action, a change tn the lines of force threading through L 
takes place and the condenser C receives a charge, which afterward discharges through L 
1 

at a frequency corresponding to Since the capacity of C is variable, oscillatiotis of 

VTC" 
various fretjuendes may be generated and caused to act inductively on another circuit of 
radio- frequency for whatever purpose required. 



172. Calibration of the Secondary and Primary Circuits of a Receiving 
Tuner. — The secondary circuit of a receiving tuner can be calibrated in 
terms of wave length by the method shown in Fig. 223, wherein the secondary 
windii^ of a tuner is indicated at L-1, the shunt variable condenser at C-1, the 
detector at D, and the telephone at P. 

A certain value of inductance and capacity are selected at L-1 and C-1 respectively, 
followed by setting the buzzer into vibration. With the wavemeter in inductive relation, the 
capadty of the wavemeter condenser is varied until a maximum of sound is heard at tele- 
phone P. The wave length of the secondary drcuit b then identical with the setting of the 
wavemeter. 
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Other values of inductance may be selected at L-1, the capacity of C-1 varied progressively 
from zero to maximum, and the corresponding wave length measured by the wavemeter. 
These calibrations may be plotted in curve form on cross-section paper or in the form of a 
table for ready reference. 

The open circuit of a receiving station can be calibrated by the method shown in Fig. 
213. With the buzzer in operation, inductance is progressively added at the aerial tuning 
inductance L-2 or the primary winding L-1 of the receiving transformer, and the wave 
length reading observed at the wavemeter. The reduction of wave length occasioned by the 
short wave condenser may be measured on the wavemeter in the same manner. 

If, during the preliminary adjustment, resonant response cannot be secured by this method, 
it indicates that the wavemeter has not the proper range for the tuner. Hence, some knowl- 
edge of the probable wave length of the circuit should be obtained before undertaking the 
test and a fitting wavemeter supplied. The wave length can be roughly estimated from the 
approximate values of inductance and capacity in the circuit 
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Fig. 225 — Showing How Open and Closed Oscillation Circuits of a Receiving Tuner May Be 

Calibrated. 

173. Calibration of the Open and Closed Circuits Simultaneously. — ^The 
most satisfactory method of calibrating a receiving tuner or adjusting the re- 
ceiving system to a standard wave length with a given aerial, is to place a wave- 
meter in inductive relation to the antenna at all times as in Fig. 225. 

Since a change of coupling changes the tuning of the open and closed circuits, the exact 
adjustment of the circuits for the loudest response with any degree of coupling can be de- 
termined by setting the wavemeter into excitation and causing it to act inductively upon the 
open circuit. This should be followed by variation of the inductance and capacity in both 
the open and closed circuits until a sharp maximum is obtained in the head telephones of the 
receiver. The loudest response, of course, is secured when the wavemeter, the closed, and 
the open circuit are all in electrical resonance; At the same time, the crystal rectifier can 
be adjusted to maximum sensitiveness. 

Care should be taken, during this calibration, to vary the values of inductance arid capacity 
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of the closed and open 
circuits in a progressive 
manner, e. g., an increase 
of inductance in the an- 
tenna circuit calls for a 
corresponding increase 
in the closed or detector 
circuit, or vice versa. 

Using solid rectify- 
ing detectors, the in- 
ductance of the wave- 
meter can only be placed 
an inch or so from the 
earth lead, but with a 
sensitive vacuum valve 
amplifier, the wave- 
meter may be pkiced 
several feet from that 
lead. 



L WAVEMETCR 




Fig. 226 — The Measurement of the Natural 

TnninfiT Coil. 



Wave Length of a Simple 



174. Measurement of the Natural Oscillating Period of a Coil. — The 
natural wave length of a tuning coil, as a simple open circuit oscillator, may be 
measured by the circuit and apparatus shown in Fig. 226. 

The radio-frequency coil A, B, is set into excitation by an aperiodic buzzer circuit which 
includes the 1 mfd. condenser C-1 and the resistance R of 2,000 ohms. The wavemeter, fitted 
with a sensitive detector 
D, is placed in inductive 
relation to the coil in the 
usual manner. If the 
coil possesses a fair 
value of distributed ca-- 
pacity, the resonant point 
on the wavemeter will 
^e sharply defined, but, 
lacking this, the point of 
resonance may be some- 
what difficult to locate. 

175. Measurement 
of Electrostatic Ca- 
pacity. — (a) Capac- 
ity at low voltage and 
audio-frequencies. We 
may measure the sim- 
ple electrostatic ca- 
pacity of a condenser 
or an aerial by the 
bridge method of Fig. 
227. The condenser 
of unknown capacity 
is shown at C-x, and 
a standard variable 
condenser calibrated 
in microfarads at C-n. 
R-1 and R-2 are non- 
inductive resistances 
of low value such as 
found in the usual 
sliding wire bridge, P 




k 



-yMMh 




Fig. 227 — Diagram for the Ifeasurement of Electrostatic Capacity. 
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and S are the primary and secondary windings respectively of an ordinary tele- 
phone induction coil. A buzzer and battery are connected in series with P. This 
apparatus affords a sourc* of electromotive force for obtaining balance of the 

bridge. 

To carry out the measurement, the buzzer is set into vibration and the values of R-1 and 
R-2 varied until complete silence or a minimum of sound is heard in the telephone P-1. The 
various quantities are then related as folows: 

C-x R.2 R.2 

= or C-x = X C-n 

C-n R-1 R-1 

If condensers C-x and C-n have different dielectrics, complete silence cannot be obtained, 
hence a minimum of sound is an indication of balance. To carry out the measurement for 
low values of capacity, the total resistance of the sliding wire bridge, need not exceed 110 ohms. 

If the aerial and earth 
wire of an antenna sys- 
tem be substituted for the 
condenser C-x, its elec- 
trostatic capacity may 
thus be determined, but 
it should be borne in 
mind that the simple 
electrostatic capacity of 
an aerial and its "ef- 
fective" capacity when 
traversed by alternating 
current of radio-fre- 
quency are of different 
value. This is due to the 
non-uniform distribution 

Fig. 228— Measurement of Electrostatic Capacity at Radio Frequencies. ?/ Current and voltage 

throughout the open ar- 
cuit which causes the capacity to vary with the applied frequency. Generally the effective 
capacity is less than the simple electrostatic capacity. (The latter value is the capacity 
obtained by considering the aerial merely as one plate of a condenser, the earth the opposite 
plate and with uniform current and voltage distribution.) 

A standard of capacity for the bridge may be constructed from flat brass 
plates of rectangular form and its capacity may be calculated by the following 
formula : 

A 

C = mfds. 

47r T 900,000 
where A = area in sq. cms. of the dielectric covered by the plates, 
T = separation of the plates in cms. 
(b) Measurement of Capacity at Radio-Frequencies. The capacity of the 
condensers used in receiving circuits may be determined by the method shown in 
diagram of Fig. 228. A wavemeter L, C (or any variable condenser and induct- 
ance within the required range) is set into excitation by the buzzer B-2. The 

resulting oscillations are caused to 
act upon the second circuit of vari- 
able frequency, L-1, C-x or L-1, 
C-n. C-n is a standard variable con- 
denser calibrated in microfarads, 
and C-x the condenser, the capacity 
of which is to be determined. A 
crystal rectifier connected uni-later- 
ally at D is shunted by the telephovie 
P. A double pole double throw 

Fi^. 229-Mea.urement of Capacity by Mean, of a ' ^^^^^^ permits either COUdenSer tO 

Wavemeter. be connected into the arcuit. 
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With the buzzer in vibration, inductance L-1 is varied until resonant response is obtained 
in the telephone or whan L, C = L-1, C-x. The D. P. D. T. switch is then thrown to C-n, 
and its capacity altered until circuit 1^1, C-n, is again in resonance with L, C. Obviously, 
the capacity of C-x is that of C-n, which is already known. 

For accuracy, the coupling between L and L-1 should be reduced to a degree consistent 
with the strength of signals. To bring the two circuits in resonance, it may be necessary 
with certain condensers to vary the capacity of C. 

Another method for quickly determining the capacity of a condenser is shown in Fig. 229. 
A standard wavemeter, L, C-n, has the condenser of known capacity C-n and the crystal 
rectifier D connected unilaterally. The wavemeter is tuned to resonance with any spark 
transmitter such as L-1, C-1, S-1, and the capacity of C-n noted. With the spark still dis- 
charging at S-1, C-x is connected in shimt to C-n and the capacity of C-n reduced until 
resonance is obtained again. For example, if the capacity of C-n in the first measurement is 
.007 mfds., and in the second test, .00(2 mfds., the capacity of C-x must be the difference of the 
two readings, or .005 mfds. Circuit L-1, C-1, S-1 may be replaced by a wavemeter and buzzer. 

176. Measurement of the Effective Inductance of a Coil at Radio 
Frequencies. — The effective inductance of a given coil can be determined by 
the connections and arrangement of apparatus in Fig. 228. Assume that the in- 
ductance of L-1 is required and condenser C-n is connected in shunt ; then L, C, 
and L-1, C-n, are tuned to resonance with very loose coupling. Then if L.C, is a 
standard wavemeter, the wave length of L-1, C-n is at once obtained. Then, 

X« 

1^1= 

3,552 X C-n 
where L = the inductance of the coil in centimeters. 

177. Calculation of Inductance from the Constants of the Coil.* — ^The 
Nagaoka formula for calculating the inductance of a single , layered coil is 
expressed as follows : ^ ^ 

L = 4ir« K, 

b 
where L = inductance in centimeters, 

a = mean radius of coil in centimeters, 

n = total number of turns, 

b = length of coil in centimeters, 

2 a 
K = a constant varying as the ratio . 

2a . ^ 

Values of K for — appears in the curves of Fig. 230. 

b 
If the dimensions of the coil are given in inches, the student can convert them to centi- 
meters by multiplying by 2.54 (1 inch = 2.54 centimeters). Also the radius is one-half the 

2a 
diameter, hence the ratio of — is readily obtained, and the corresponding value of K from the 

b 
2a 
curve. Thus if — = 1.35, then K = 0.84. 

b 
(a) Example 1. — Assume a coil of 10 turns with mean diameter of 18 inches, and overall 
length including the insulation (if any) of 12.5 inches. The inductance is calculated as follows: 

n = 10 turns ; 
b = 31.75 centimeters ; 
a = 22.9 centimeters ; 
2a 18 

— = — = 1.44 and from Fig. 230 K = 0.826. 
b 12.5 

(22.9)' X (10)' 

Therefore L = 4^ X 0.826 or 53,825 centimeters. 

31.75 



•Presented by Wm. H. Priess in the August, 1915, issue of the Wireless Age. 



PRACTICAL WIRELESS TELEGRAPHY. 



PRACTICAL RADIO MEASUREMENTS. 211 

(6) Example 2.— Calculate the inductance ot a coil three inches in diameter, 8 inches in 
lengdi, wound closely with No. 26 double silk-covered wire. From the table on page 213 flie 
diameter of No. 26 D. S. C. wire is .02014 inches, hence, 



0.02014 
b=20Jc 
a = 3.Sl centimeters. 
2a 

~~ = H~ 0.375, and from Fig. 196 
b 
K= 0.859 

(3.81)' X (397)' 
Therefore L = 4-' X 0.859, or 3,820,000 centimeters. 



040 
030 
020 
OIO 
, 000 

Fig. 2J1— Currei Showing the Value of a Conatant tot tie Kiiio of the Diameter of ft Wire to lu Pitch. 

In tiie curves of Fig. 230, values of K are given for coils lying between those of infinite 
length and those where the diameter is 9J^ times the length. Tliis covers all conditions 
encountered in practice. 

(c) Correction factor. — For practical calculation the foregoing formula is sufficiently 
accurate, but for greater precision a correction factor must be applied. In fact, the inductance 
values obtained in examples 1 and 2 are termed the "current sheet" inductance, based upon 
the assumption of a coil wound with infinitely thin tape, the turns of which are assumed to 
touch but not to be in electrical contact 

Dr. Rosa of the Bureau of Standards has given an expression for circular sectioned non- 
magnetic wire as follows: If the true inductance is designated as L, and the current sheet 
inductance as L-s, then, 

L = L-s — L-c 
where L-c is the correction value, and, 

1^0=4* an (K.+ K.) 
where K» and K» are constants of the coil. (See B. of S., vol 8, pp. 197 and 199). 
d 
How Kt is a constant plotted to the pavameter of — which is the ratio of the diameter 
D ' 
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Fig. 233— Showing Ihe Values of A Correction Faotor for DelennininB the True Inductance of ■ Coil. 
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d 
of bare wire to its pitch in a given winding and for any given value of — a value of K« 

D 
appears in Fig. 231. It should be noted that Km may be positive, negative or zero; that is, 
on the left of the zero line Ki is positive and on the right hand side negative. 

K» is another factor plotted against the number of turns in the coil as in Fig. 232 where 
it will be seen that K* is ttro for one turn and 0.3365 for 1,000 turns. 

(d) Corrections for Example 1. — We shall now calculate the value of L-c for example 1. 

d 
Assuming the wire of the helix to have a diameter of % inches with spacing of one inch, — 

.250 ^ 

= = .025 and from the curve. Fig. 231, K> = — 0.8 (of negative value). 

1.000. 

Since N = 10, then from the curve. Fig. 232, Ks = 0.266, hence, 
^ L-c = 4ir X 22.9 X 10 (—0.8 + 0.266), 
L-c = 12.566 X 22.9 X 10 (—0.534) cms. 
hence L-c = — 1,540 cms. 

and L = 53,825 — (—1,540) = 55,365 cms. 

(e) Correction for Example 2. — The diameter of bare No. 26 B. and S. wire is .01790 
inches and of D. S. C. No. 26, .02014 inches, hence, 

d .01790 

— = = 0.889 

D .02014 
From K« curve, Ks = +0.441 and since n = *397, therefore Ks = 0.335 approx. 
Therefore L-c = 4?r X 3.81 X 397 (0.441 + 0.335) cms. 
L-c = 14,750 cms. 
L = 3,820,000 — 14,750 = 3,805,250 cms. 

L-c . 

and — = 0.38 per cent, the correction factor. 

L 

The correction factor is thus quite appreciable for some coils and rather negligible for 
others. With currents of radio-frequency there is an altered current distribution in the con- 
ductor which affects the inductance, giving a lesser value than in circuits where the current 
is uniformly distributed throughout, but the finer the wire, the smaller will be the change of 
inductance due to increase of frequency. 

A table of the diameter of various sized wires in the B. and S. gauge follows : 

TABLE NO. 1. 
Silk and Cotton-Covered Annealed Copper Wire. 

Diameter in Mils. 



B.&S. 




Single 


Double 


Single 


Double 


Gauge 


Bare 


Cotton 


Cotton 


SUk 


Silk 


20 


31.961 


37.861 


42.161 


34.261 


36.161 


21 


28.462 


34.362 


38.662 


30.762 


32.662 


22 


25.347 


31.247 


35.547 


27.647 


29.547 


23 


22.571 


28.471 


32.771 


24.871 


26.771 


24 


20.100 


26.000 


30.300 


22.401 


24.300 


25 


17.900 


23.800 


28.100 


20.200 


22.100 


26 


15.940 


21.840 


26.140 


18.240 


20.140 


27 


14.195 


20.095 


24.395 


16.495 


18.395 


28 


12.641 


18.541 


22.841 


14.941 


16.841 


29 


11.257 


17.157 


21.457 


13.557 


15.457 


30 


10.025 


15.925 


20.225 


12.325 


14.225 


31 


8.928 


14.828 


19.128 


11.228 


13.128 


32 


7.950 


13.850 


18.150 


10.250 


12.150 


33 


7.080 


12.980 


17.280 


9.380 


11.280 


34 


6.304 


12.204 


16.504 


8.504 


10.504 


35 


5.614 


11.514 


15.841 


7.914 


9.814 


36 


5.000 


10.900 


15.200 


7.300 


9.200 


37 


4.453 


10.353 


14.653 


6.753 


8.653 


38 


3.965 


9.865 


14.165 


6.265 


8.165 


39 


3.531 


9.431 


13.731 


5.831 


7.731 


40 


3.144 


9.044 


13.344 


5.344 


7.344 
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This data is essential in the calculation of the inductance of the coils in radio-frequency 
circuits, particularly the tuning coils of the receiving apparatus. Knowing the length of 

the winding and the diameter of the wire, 
the total number of turns is obtained in 
dividing the former by the latter. Multi- 
plying this by the circumference of the 
coil, the number of feet of wire required 
for a given winding is at once obtained. 

178. Measurement of the Ef- 
fective Inductance and Capacity 
of an Aerial. — To measure the ef- 
fective inductance of an aerial, a 
standard wavemeter and a standard 
of inductance is required. The latter 
can be made up of Litzendraht wire 
and calculated from the inductance 
formula in the foregoing paragraph. 

The aerial is set into excitation by an 
induction coil or transformer S, Fig. 233, 
and the wavemeter placed in inductive 
relation. The reading of the natural wave 
length thus obtained may be designated as 
Xi. We next insert the standard induct- 
ance L^ and take a second reading of the 
wave length which may be designated 
by X«. 



INDUCTION coil 



o>< 



WAVE METER 




Fig. 233 — Diagram of Connections for Measuring the 
Inductance and Capacity of an Aerial. 



Xi« L* 



then L = 



(Xi«-.\i«) 

where L = inductance of the aerial in microhenries ; 

L* = inductance of the standard in microhenries. 

To determine the effective capacity of an aerial, first measure the natural wave length Xi 
then insert a condenser O of .001 microfarads capacity and take a second measurement, of 
wave length X«. Obviously X* is less than Xi. Then the capacity 

Xi» — X«» 

C = X c\ 

X,> 

where C = capacity of the aerial in microfarads. 

179. Calibration of a Wavemeter from a Standard. — If a calibrated wave- 
meter can be procured, the wave- 
meter described at the beginning of 
this chapter can be calibrated from 
it in a simple manner, as shown in 
Fig. 234. Here, L and C respec- 
tively, are the inductance coil and 
condenser of a standard wavemeter 
which is set into excitation by the 
buzzer, H, and the batteries B. The 
winding of the magnets of the 
buzzer are shunted by a condenser 
K, of about 1 microfarad capacity, 
for which may be substituted, if 
desired, a non-inductive resistance 
of about 100 ohms. These are in- 
tended to absorb the counter electromotive force of the buzzer winding. 

When the buzzer is set into operation, the wavemeter L C becomes a miniature trans- 
mitting set, radiating waves corresponding to a definite frequency of oscillation which will 
be recorded on the wavemeter L-1, C-1, when it is in resonance with L, C. The standard 




STANDARD 
WAVEMCTUl 



WAVEMETW 

UNOCK 

CAU&RMIOM 




Fig. 234 — Simple Method of Calibrating a Wavemeter 

from a Standard. 
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wavemeter L, C is then set at various wave lengths and the buzzer put into operation, being 
carefully adjusted for clear tones. The capacity of the condenser C-1, is then altered until 
a maximum of sound is heard in the head telephones. Obviously, L-1, C-1 has the same 
wave length as L, C, and a record of the setting is made accordingly. Thus if six or eight 
readings are taken, covering the entire scale of C-1, the data can be plotted on cross-section 
paper in the form of a curve. Intermediate values of wave lengths are readily determined 
from the curve. 

For accuracy during calibration, the degree of coupling between L and L-1 must be kept 
as low as is consistent with the strength of signals. If response is not secured readily at 
the wavemeter, D-l, C-1, it may be that the values of inductance and capacity are such that 
the circuit is out of resonance with the standard wavemeter L, C. If so, different values 
of inductance or capacity must be selected until a resonant response is secured. It is not 
necessary for the crystal rectifier, shown }n Figf 234, to be connected unilaterally to the 
wavemeter. It may be shunted around the circuit as in the usual receiving set 



U 



A. 



B. 



fljMilW,^ 



ivi'i'iii'j 



4. 







c. 



t 




ThfREE Way Method 

-Wave Meter 

Calibration. - 







Fig. 235 — ^Threc Way Calibration of Wavemeter for Greater Accuracy. 



To eliminate all possibility of error in calibration due to the added capacity effect of the 
shunt excitation circuit of the foregoing connection, a three-way method may be employed 
as shown in Fig. 235. Herein, B is an accurately calibrated standard wavemeter with a 
crystal detector and head telephones connected unilaterally. The wavemeter under calibra- 
tion is represented at C and also has a detector connected unilaterally. At A are the circuits 
comprising the fixed inductance L, the condenser C, the buzzer, the battery, and the 
shunt condenser. By means of the calibration chart furnished with the wavemeter B, the 
condenser C-1 can be set at any wave length within the range of the meter. 

The buzzer having been put into operation, the capacity of the variable condenser of the 
oscillation circuit. A, is changed until maximum response is secured at the head telephones 
of the wavemeter B. During this operation the coupling between the coils, L and L-1, should 
be as loose as is consistent with the strength of signals in the head telephones. The point of 
resonance having been determined, the coil L-2, of the wavemeter, C, is placed in inductive 
relation to L. The capacity of the condenser, C-2 is then altered until a resonant response 
is secured in the head telephones. Obviously, the wave length of the wavemeter C, is now 
identical with that of the wavemeter B. 
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This process is repeated until a complete set of calibrations are obtained. If desired, 
the crystalline detectors connected to the wavemeters, B and C, may be connected in series 
with the head telephone and then in shunt to the condenser. The connection shown, how- 
ever, affords greater accuracy because the calibration of the wavemeter is not so seriously 
affected. 

180. Measurement of Mutual Inductance at Kadio Frequencies. — As- 
sume that two coils such as the primary and secondary windings of a receiving 

tuner, L-2 and L-3, Fig. 236, are in 
inductive relation and the mutual in- 
ductance is required. 

With the binding posts A, B and C, D 
connected together by a jumper, the 
wavemeter is tuned to resonance with the 
spark gap circuit, L, C, S. The capacity 
of the wavemeter condenser C-1 is ob- 
served and may be designated as C-2. 
Inductances L-2 and L-3 are now con- 
nected in series and a new value of C-1 
obtained for resonance, designated as 
C-3. Then when the magnetic fields of 
the two coils are in the same direction, 
a large value of inductance is obtained 




Fig. 236 — Showing the Connections for Measuring 

the Mutual Inductance of Two Coils at 

Radio Frequencies. 

which is equal to L-2 + L-3 + 2M, and in terms of the two condenser capacities observed 
on the wavemeter, 

C-2 



D.2 -f L-3 -f 2M = f 1 ^ L-1 



where L-1 = inductance of the wavemeter in microhenries. 

After this value is obtained, the connections from L-3 to C, D are reversed (as shown 

by the dotted lines) and the measurement gone through again. Then if this is the smaller 
value of inductance. 



L-2 4- L- 



3-.M=(51_,) 



L-1 



Where C-4 = capacity of the condenser at resonance with the connections to 
C, D reversed. 

The two values of inductance having thus been obtained, the mutual inductance 

D.5 — L-6 

M = 

4 
Where M = the mutual inductance in microhenries ; 
L-S = larger value of total inductance ; 
L-6 = smaller value of total inductance. 

181. Comparative Measurement of the Strength of Incoming Signals. — 

The human ear is not to be rilied upon to judge the strength of incoming signals 
at a given receiving station when they vary in intensity by values less than 25 
per cent, and since the comparison of the signals from ,one or more transmitting 
stations is often desirable for purposes of record or adjustment, more accurate 

means must be provided. 

The ideal way to measure the strength of the incoming signals would be to place a 
galvanometer in the j-eceiver circuits, but this is not feasible, particularly when 
the receiving station is far distant from the trans^mitter or in case discharges of 
atmospheric electricity are rather severe. Hence the measurement is carried out by means 
of a calibrated shunt resistance connected across the receiving telephone. 

The measurement of the signal intensity is carried out as follows: A given transmitter 
is tuned to maximum strength of signals at the receiver, followed by connecting a variable 
resistance across the telephones, the resistance being reduced until the signals just disappear 
or are barely audible. 

If we designate the value of the telephone current in microamperes required to make 
the least audible signal as C-a, it has been shown that 
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R+T 

C= XC-a 

R 

the telephone without the shunt ; 

of the shunt for the least audible aignal; 
resistance of the telephone. 

Now the value of C-a for the least attdible 
signal varies with the frequenqr of the 
current flowing through the telephone, the 
impedance of its windings, and the seiui- 
tiveness of the human ear to weak sounds. 
Henee at a given station the value of C-a 

His ignored and the strength of the signal 
■ / spoken of as being so many times audi- 
biUty. 

Thus as in the diagram, Fig. 237, if 
the value of R for the least audible signal 
is 50 ohms, and the resistance of the tde- 
phone 2,000 ohms, then 
2,000 + SO 

C = C-a = 41. C-a, e. g., 

50 
_. . ircnlt of the AudibiHiy the signal IS 41 times that required to make 
*****^- an audible sound in the telephone. 

It is clear that the results obtained by this method vary at each station according to the 
type of apparatus and the keenness of the observer, hence the audibility factor cannot be 
used at two different receiving stations to compare the effectiveness of a given transmitter. 
]t does, however, .permit an approximation which is superior to mere guesswork. 




237— FundBmen 



Nmm^ — 



Pig. 23S— Audibility Meier (Amecican Marconi Company). 

Shunt resistance boxes are manufactured for this purpose and are termed audtbUily meters. 
The resistance coil is fitted with a multipoint switch and the contact studs are calibrated in terms 
of the audibility of the received signals as compared to the current corresponding to the 
least audible signal with the particular telephone supplied with the meter. The type manu' 
factured by the Marconi Company of America is shown in Fig. 238. 
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A typical chart* of the relative strength of signals received at different hours 
of the day fro:n the Marconi station at Ketchikan, Alaska, at the receiving 
station at Astoria, Ore., is shown in Fig. 239. These readings were taken on a 
Marconi audibility meter. 

•Curve A. Fig. 239, Ehows the signal audibility ihrouBliout the 24 hours of the ds7 f'"™ Ketchikan 
to Astoria. Curve S shows the intensity of atmospheric electricity. It is inlerestine to note the distinct 
tilt in both th« "eignat" and "Xaiic" intentitT near to midnight and (he distinct drop during (he early 
hours of the morning. The rise of the peak is found 10 occur at approximalelv the Hm^ h(>ur m 
obierrations taken over several months duration. 
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182. "Tight" and "Loose" Coupling. — The adjustment of the coupling of 

an oscillation transformer is important because if the primary and secondary 
are closely coupled, oscillatiotis of two frequencies occur in the antenna circuit 
as shown by the curve A, Fig. 240. If the coupling be reduced (by drawing the primary 
and secondary windings apart) and a second resonance curve obtained, the two frequencies 
tend to merge into one as shown by curve B, Fig. 240, Further reduction of coupling 
brings about the condition shown by curve C in which the energy radiated is confined to 
practically a single frequency of oscillation. The wave C may be of greater or lesser 
amplitude than waves A and B, according to conditions. 



V 



._^^ 




Fig. 241— Sbowln; How Looie Coupliat Can Be 
Obtained Wilb an Auto Transformer. 

A popular opinion seems to exist that the required loose coupling for radiating a pure and 
sharp xvave can only be obtained by use of the inductively coupled oscillation transformer. 
Contrary to this belief, however, a pure wave can be obtained by other methods of coupling 
M well. Take, for example, the auto-trani former shown in Fig. 241. By the use of three 
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contact clips, the turns for the aerial circuit can be included between C and D and for the 
primary circuit between A and B. With the taps in this position, the mutual inductance is 

reduced and the coup- 
ling in accordance. 
The radiated wave 
may therefore possess 
a damping factor as 
low as that obtained 
with the inductively 
coupled system. 

If the coupling re- 
quires still further re- 
duction, contacts C 
and D are moved up- 
ward and away from 
A, B, care being taken 
to keep the same 
number of turns be- 
tween C and D in 
order to maintain res- 
onance. 

Loose coupling can 
be obtained as shown 

Fig. 243— SWp Tuning Record (American Marconi Company). ^" ^*^' ^^^ ^^^^^ *^^ 

' , . condenser C is of 

such capacity that to obtain resonance with the antenna circuit only one-half turn is required 
between A and B. Hence, the mutual inductance between the open and closed circuits is small 
and the radiated waves approach unity. 

183. Measurement of High Voltages. — The maximum voltage per alter- 
nation of a high voltage current can be obtained by the sphere gap method. 
Two brass spark balls, two centimeters in diameter, are mounted on an insulating 
base and arranged so that the length of the gap can be increased or decreased by 
a micrometer adjustment. 

The gap is then connected to a given source of high voltage current and the gap length- 
ened until sparking just ceases. For a given separation of the electrodes, the voltage corre- 
sponding thereto is shown in the following table: 



%>ark Length in 




Spark Length in 




Millimeters. 


Voltage. 


Millimeters. 


Voltage. 


1 


4,700 


16 


41,300 


2 


8,100 


18 


44,700 


3 


11,400 


20 


47,400 


4 


14,500 


22 


49,800 


5 


17,500 


24 


52,000 


6 


20,400 


26 


54,000 


7 


23,250 


28 


55,800 


8 


26,100 


30 


57,500 


9 


28,800 


32 


59,000 


10 


31,300 


34 


60,400 


11 


33,300 


36 


61,800 


12 


35,500 


38 


63,000 


14 


38,700 


40 


64,200 



184. Tuning and Adjustment Record. — After a radio transmitter of any 
tjrpe has been adjusted by a Marconi Inspector, a complete tuning record is posted 
in the operating room. A typical record is shown in Fig. 243, which, as will be 
observed, indicates the number of turns in the primary and secondary windings 
of the oscillation transformer, also in the loading coils for each of the three 
standard wave lengths. In the event of repairs being made, the adjustments 
noted on this record must positively be duplicated. 
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In counting the helix turns for any standard wave, the operator should note 
first, the point on the helix at which the circuit begins and also the general direc- 
tion of the turns for an increase of inductance. He should then be sure to count 
the number of complete turns of inductance and not merely the bonds on the helix. 
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Fig. 244 — The Method of Checkipgr up Coupling and Turns of a Helix as Authorized 

by the U. S. Government. 

The timing adjustments of the quenched spark discharger are invariably rather critical 

and, therefore, the settings of inductance noted on the tuning cards must be more closely 

duplicated than for sets employing simple types of spark dischargers. A slight variation of the 

antenna inductance is permissible from time to time to compensate for detuning occasioned 

by sagging of the wires. 
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The coupling reference at the bottom of the card refers to the coupling of the primary 
and secondary windings on the panel sets shown by the scale attached to the coupling 
handle. The notation "8 for rotary" means that the coupling for the rotary gap is less than 
for the. quenched gap or at least the primary and secondary windings have greater separation 
than for the quenched gap. 

The notation condenser jars refers to the number of jars in use in the closed circuit 

Marconi Wirbxkrs Tex^rgraph Company of Ambrioa 
. AZTEC 
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Diagrams showing the difTerent ways Government Inspectors record the coupling and 
the number of primary and secondary turns for the standard wave lengths are shown in 
Fig, 244 which is a duplicate of the drawings printed on the back of the Government tuning 
record (form 765). Duplicates of these sketches are drawn in on the Government tuning 
record by the Government Inspectors and the exact number of turns for the standard waves 
in either circuit plainly marked for operator's reference. In certain standard types of 
Marconi apparatus, a diagram showing the turns in use is not required; the inspector 
merely marks the number of turns for the standard waves in both the primary and secondary 
windings. 

We have shown in paragraph 103 how the coupling of the type A oscitlalion transformer 
is reduced by tumittg the secondary winding at an angle to the primary. It is also mentioned 
in paragraph 202 that the antenna current can in this way be progressively increased from 



In the curve shown in Fig. 245 the antenna current corresponding to various angles of the 
secondary winding is plotted in the form of a curve. Such records are posted in the 
operating room. It will be observed in Fig, 245 that when the secondary winding bears an 
angle of 90° to the primary winding, the antenna current is zero, but, as the secondary 
winding is turned towards maximum coupling, the antenna current gradually increases to 
SYi amperes. By giving careful attention to the data shown in Fig. 24S the operator is 
enabled to communicate with ship or shore stations with the minimum of interference, using 
such values of antenna current only as will enable the desired distance to be covered. 
There is no hard and fast rule to lay down for determining the correct value of antenna 
current for transmitting over a given distance, but after a few experimental trials with 
'various stations, the minimum current for a given range is easily found out. 
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STANDARD MARINE SETS OF THE AMER- 

IGAN MARCONI GOMPANYo 

PANEL TRANSMITTERS— COMPOSITE TRANSMITTERS. 

185. Panel Transmitters. 186. Details of Type P-4 
Panel. 187. Description of Apparatus. 188. Complete 
Adjustment of Type P-4 Set. 189. Type P-5 Panel Trans- 
mitter. 190. Description of Apparatus. 191. Complete 
Adjustment of the Type P-S Set. 192. How to Remove 
THE Armature of the J4 K. W. Motor Generator. 193. 
The 1 K. W. Non-Synchronous Discharger Transmitter. 
194. Description of the Set. 195. Installation^ 196. 
Adjustment of the 1 K. W. Set. 197. Type "E-2" One- 
Half Kilowatt, 120 Cycle Panel Transmitter. 198. 

Details of the Circuits and Apparatus. 199. General 

• 

Instructions for Tuning and Adjusting. 200. Marconi 
2 K. W. 240 Cycle Transmitter. 201. Type P-9 % K. W. 
Cargo Transmitting Set. 202. Aerial Current and Reduc- 
tion OF Power. 203. General Instructions for the Panel 
Sets. 

185. Panel Transmitters. — In point of efficiency, general utility, economy 
of space, and ease of installation, the panel transmitter units of the Marconi 
Company of America excel. Three types are now supplied for marine service 
known as Type F-4, P-5 and P'9. The first has a normal power consumption 
of 2 K. W., the second J^ K. W. and the latter ji K. W. 

The 2 K. W. set has a daylight range of 450 to 650 miles, 1,500 to 2,500 miles 
after dark. The J4 K. W. set has a daylight range varying from 250 to 400 
miles, 600 to 1,500 miles after dark. 

Panel transmitter type P-4 is furnished for vessels of large tonnage requiring 
the maximum possible transmitting range, but type P-5 is particularly suitable 
for small yachts, cargo-carrying vessels and tug boats. It should be kept in mind, 
however, that set P-5 or type P-9 have sufficient range to comply with the inter- 
national regulations on vessels of any tonnage. 

Although the }4 K. W. and 2 K. W. panel transmitters are now standard for ship service, 
a number of vessels in the American Marconi Compan/s service are still fitted with com- 
posite sets popularly known as the **1 K, W, non-synchronous sef and the "2 K. W. 240 
cycle set/' Several vessels are fitted with s^ 1/9 K, W. 120 cycle panel transmitter (Type E-2) 
but the manufacture of this type has been discontinued. 

In this chapter, all sets now in use in the ship service will be described in de- 
tail and such information will be supplied as will enable the operator to adjust the 
apparatus to its maximum degree of efficiency. The 2 K. W. panel set will first 
ht described. 
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186. Details of Tjrpe P-4 Panel. — ^The complete 2 K. W. panel set comprises 
the following apparatus : 

(1) Panel Transmitter consisting of the necessary power measuring instrtu 
ments, oscillation transformer, condenser, variable and plug type aerial 
tuning inductance, quenched spark gapi motor and generator field 
rheostats, wave leng^ changing switch, several resistance units and a 
compensating reactance regulator. 

(2) Crocker-Wheeler or General Electric 2 K. W. 500 Cycle Motor Generator 
with sjmchronous rotary spark gap mounted on the generator shaft, pro- 
tective condensers, starting resistance, automatic motor starter and neces* 
sary controlling appliances. 

(3) Type 106 Receiving Tuner with crystal rectifier and head telephone 
receiver. 

(4) Tsrpe I Aerial Change-Over Switch with necessary appliances for protect* 
ing the receiving apparatus from the transmitter. 

(5) Tsrpe C Transmitting Key. 

(6) High Potential Closed Core Transformer. 

In addition to the foregoing apparatus, the owners of the vessel supply a 60 cell storage 
battery and a charging panel fitted with the necessary appliances for controlling the charging 
circuits. With an aerial equipment like that described in paragraph 117, the foregoing ap- 
paratus completes a standard marine wireless telegraph equipment. 

A simple fundamental diagram of the complete circuits of the type P-4 transmitter 
and receiver is shown in Fig. 246, a front view of the panel in Fig. 247, a side view in Fig. 
248 and a rear view in Fig. 249. 

187.* Description of Apparatus. — The motor generator consists of a 4 H. P. 
110 volt 2 pole direct current motor connected directly to z 2 K, W, 500 cycle alternator. 
The motor is specially constructed to operate with little variation of speed on pressures 
varying from 95 to US volts. 

The generator is of the rotating armature type, having a normal open circuit voltage of 
350 volts, and a working or load voltage of 140 volts. The voltage of the generator is varied 
by a rheostat of the sliding contact type mounted on the right hand side of the panel, and 
the speed of the motor by a similar rheostat on the left hand side of the panel. (See 
Fig. 247.) 

An automatic motor starter is provided which permits the motor to be controlled from a 
distant point in the operating room. The starter is of the magnetic plunger type having a 
piston which travels through a cylinder compressing the air on one side and ere* 
ating a vacuum on the other. The speed of the armature accelerates uniformly and the 
time of completing the circuit may be varied by a special adjustment scr^w attached to the 
starter. 

The starter is fitted with an electro dynamic brake which comprises a resistance coil 
thrown in shunt to the armature when the current to the motor is turned off. By means 
of this brake, the motor is brought to a standstill within ten seconds. 

An overload relay switch connected in series with the armature automatically opens the 
D. C. circuit to the starter solenoid when current in excess of a certain number of amperes 
passes through the motor windings. In case of overload, the plunger of the starter drops 
down breaking the main circuit to the motor armature. The circuit of the solenoid then 
remains open until the main D. C. line switch is opened by hand. If a short circuit exists 
in any part of the wiring and the power switch is closed again, the relay will open the 
circuit once more and continue to do so until the trouble is located. The relay is generally 
adjusted to open at 35 amperes. 

Each terminal post of the motor generator is connected to one terminal of a protective 
condenser to neutralize differences of potential that may be set up by electrostatic induction 
from the transmitting apparatus. The opposite terminal of the condenser is connected to 
the frame of the motor generator and then to earth (see Fig. 79). Six protective condensers 
are provided for each motor generator, and enclosed in a metallic case. The frame of the 
motor generator and also the lead covered wires connecting to the apparatus on the panel 
are thoroughly connected to earth. 
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The circuit from the alternator to tlie transformer includes a direct readme wattmeter 
for indicatinK the power consumed by the transformer. The current coil of this instrument 
is connected in series with the transformer primanr and the potential coil is connected across 
its terminals. 

The high voltage transformer, of the closed core type, is immersed in a semi-liquid 

grease. The primary wind- 
ing is connected to the con- 
trol panel by means of tead- 
covered wires which have 
thdr covering grounded to 
the transformer case and to 
the panel frame. The sec- 
ondary terminals of the 
transformer are brought out 
through two insulators and 
are mounted thereon. A 
protective spark gap is pro- 
vided which permits a dis- 
charge in case the voltage 
exceeds a certain critical 
value. The secondary po- 
tential is approximately 12,- 
500 volts. The secondary 
terminals of the transformer 
are connected directly to the 
terminals of the high poten- 
tial condenser of the closed 
oscillation circuit. Gener- 
ally, the transformer is 
screwed to the floor imme- 
diately to the rear of the 
control panel. 

The transmitting con- 
denser comprises six copper- 
plated glass jars of .002 
microfarads capacity each, 
three of which are connect- 
ed in parallel for the 300' 
meter wave, and six in 
parallel for the 450 and 600 
meter wave. These arc 
motinted in a metal rack, 
placed directly underneath 
the oscillation transformer 
and connected thereto with 
a multipoint switch to be 
explained later. 
Fig. 249— Rett View M«coni 3 K. W. SOO Cycle TrmuniltiiK Set. The oscillation trans- 

former IS of the inductively 
coupled type, the primary and secondary windings consisting of a strip-copper, spiral wound 
edgewise on a rectangular insulating support. The secondary turns for the three standard 
waves are selected by means of three flexible plug connections, but the three taps on the 
primary inductance for the 300, 450 and 600 meter waves are soldered fast in position, 
connections being shifted from one wave to the other by means of a multipoint wave-length 
changing switch. 

Two aerial tuning inductances are provided, one being a continuously variable inductance 
having a sliding contact which can be revolved by a handle in the front of the panel, per- 
mitting the inductance to be increased or decreased inch by inch. The second aerial tuning 
inductance, connected in series with this one, is fitted with three plug connections which are 
placed at positions on the coils corresponding tp the 300, 450 and GOO meter waves. 

The akori wajie conitnser, whldi conrists of 2, 3 tif 4 copper-plated jaw ctMueoted in 
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series, mounted in a. metallic rark, is shown connected in the aerial circuit in Fig. 246. When 
not in use, the jars are shunted by a flexible conductor or by a switch. 

The aerial ammeter is a direct current instrument, range 0-20 amperes, its terminals being 
connected to a ttermo-couple which is in turn mounted on a heating wire, the latter being 
connected directly in series with the antenna system, (See Fig. S3,) 

The Type I Aerial Change-Over Switch is 
fitted with the necessary contacts for opening 
and closing the transformer primary circuit 
and for protecting the receiving tuner circuits 
during the periods of transmission. It also discon- 
nects the secondary winding of the oscillating trans- 
former from the transmitter aerial during the re- 
ceiving period, interrupts the field drcuit to the gen- 
erator, and starts and stops the motor generator. 
This switch is described in detail in paragraph 155. 

The predominant feature of the 2 K. W. 500 cycle 
set is the specially designed wave-length changing 
switch, the function of which will be fully described 
in paragraph 188, section d. This switch auto- 
matically shifts the coupling, inductance and capacity 
values for the three standard waves, the entire opera- 
tion being performed by merely throwing a handle 
mounted on the front of a panel. 

To meet the government requirements, provision 
is made for transmitting at low power. A fixed re- 
sistance connected in series with the generator lield 
permits the voltage of the generator to be reduced to 
the lowest operative condition. The switch marked 
"low power" shunts this resistance coil, and, when 
open, only one or two gaps of the quenched dis- 
charger are to be employed. 

Type P-4 set is equipped with a tynchronous 
rotary gap, having 30 sparking points, mounted on the 
shaft of the motor generator, the disc being thor- 
oughly connected to earth; also a quenched spark gap 
consisting of 15 plates mounted in a metal rack and 
insulated therefrom. The disc of the rotary gap is 

fitted with air circulating vanes which force air at r^. 250— Special Submarine Type 
uniform pressure through a spedaUy designed air Panel Transmitter (Araerican Mar- 

duct to the plates of the quenched gap. ""^ Company). 

188. Complrte Adjustment of Type P-4 Set. — (a) Plunger Control Auto- 
matic Starter. The plunger of the automatic motor starter should be adjusted to reach the full 
running position within 12 seconds. A small regulating screw P, Fig. 2S1, is placed directly 
imdemeath the plunger chamber and, if turned to the right, the plunger moves up slowly, 
but to the left, rapidly. The contacts F, G, H, I, J, which make connection with the crossbar 
on the plunger K, should be adjusted to complete the circuit to the armature in progression; 
e. g., one is placed a littte bit higher than the other as shown. 

Set screw U should be adjusted until lever of the overload relay is opposite 30 or 35 
amperes. This is approximately the correct setting for average working. The tension on the 
springs atta^ed to the upper contacts of the automatic starter should be adjusted for firm 
contact witK bar K. 

The circuit to the solenoid N is opened and closed at T-I while contact T closes uie cir- 
cuit to a special magnet winding holding lever O upward in case of short circuit in the 
power circuits. Contacts Y and Z throw a small resistance coil in series with the solenoid 
winding after the starter has reached the full running position. A simple fundamental 
wiring diagram of this starter appears in Fig. 75. 

(b) Adjiulmenl of the Spark Note. In the adjustment of the note of the quenched spark 
disdiarger, it is to be understood that the pitch depends upon conditions of resonance 
between the open and closed oscillation circuits as well as upon the voltage of the generator. 
Careful regulation of the voltage, however, is the principal adjustment and the one to be 
undertaken first (provided the set has been tuned). 
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The operator should select a certain number of gaps, say eight, and follow it by varying 
the generator voltage. After the set has been tuned for maximum antenna current, the 
voltage shovld be tlighlly readjustid uhHI the spark is clear. 

It is easily seen, tliat if the note is clear and the secondary circuit tS thrown, out of 
resonance, leas energy will be withdrawn from the closed oscillation circuit, which will 
increase the voltage across the gap. The pitch of the note will therefore be destroyed. 

The rule to be followed is, tune the set first; afterwards adjust the gaps and voltage until 
the note is clear and the wattmeter indicates 2 kilowatts. 

The synchronous rotary gap is adjusted for a high pitched note by the small brass rod 
R and knob. Fig. 116, which moves the muffling drum carrying the stationary spark elec- 
trodes through a 2S-degree arc. 

It is also essential that the A. C. voh^e be carefully regulated. But the operator should 
take care that the reading of the itattmeter in no case- exceeds 2 K. W. Also he should 
adjust the length of the discharge gap until the stationary electrodes and the rotary elec- 
trodes are separated no more than .01 of an inch. The complete process will perhaps be 
clearer from the detailed drawing, Fig. 252, 
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Fig. 251— Aulomalii: SWrter Panel (Z K. W. SOO Cycle Trammitter). 

It is important that this adjustment be not undertaken until the motor is stopped. Then 
one stationary electrode is lowered down by means of the milled screw S until it touches one 
of the electrodes on the disc. The electrode is then raised to just miss the rotating electrodes 
when Ike disc is turned over by hand. Similarly the other stationary electrode must be 
lowered until it touches the disc electrodes and then raised until it clears the entire set of 
spark points on the disc. 

Each turn of the nut S represents a radical movement of .037 of an inch and as there are 
eight holes equally spaced in the face of the nut (which engage the pin P), the movement 
of one hole represents a radial movement of approximately .005 of an inch. The length of 
the spark discharge gap is adjusted correctly when the electrodes on the disc and the sta- 
tionary electrodes are separated .005 of an inch to .01 of an inch, and, after they have been 
so adjusted, the muffling drum should be- shifted backward or forward until a uniform 
clear spark note is obtained. 

(c) Details of Quenched Gap. A detailed front view of this spark gap partly in section 
Is shown in Fig. 253. The quenched gap consists of a number of copper discs or plates such 
as O, O, having drcular sparking surfaces J separated by paper washers which are specially 
treated with an insulating varnish. These plates are set in a trough and clamped together 
with such pressure that the space enclosed between the discs is airtight. A disc or insulating 
material F is placed against the end plates to insulate the gap from brackets K and C. Con- 
tacts P and Q, which extend to the condenser and oscillation transformer, may be plugged 
into the cooling flanges of any of the plates. Nuts D, D brace the eild castings K and C. 

Operators of the Marconi service should give the following instructions careful consider- 
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ation: /« setting up the quenched gap a 
abtolulely clean and smooth. The paper 
clean. Fifteen plates are stacked up '" *'■ 



N& 



? should be taken to keep the spark surfaces J 

iscs or washers N should also be scrupulously 

the rack and pressure applied through the pressure 

bolt B, which is locked in position hy the 

nut A, This screw should be taken up with 

a 10-inch monkey wrench. 

7/ the gap is not airtight the spark note 
vnll be irregular, Thia is a positive indica- 
tion that the gap is leaking and it should 
therefore he taken apart and the sparking 
surfaces cleaned and reassembled, using new 
gaskets if necessary. The gap should not be 
used over an extended period if it once starts 
leaking. 

In case one of the gaps become defective 
it can be short-circuited by means of a metal 
contactor which is furnished especially for 
that purpose. The defective gap can be de- 
tected by means of a short circuiting contact 
mounted on an insulating rod callerf a test 
rod. The gaps can be successively short- 
circuited and the defective one will be located 
by there being no sparking at the tips of the 
contactor. 

In event the gap is taken apart, before 
beii^ reassembled, the sparking surfaces of 
the copper plates must be cleaned and 
smoothed off by means of very fine sand- 
paper. Care should be taken to keep the sur- 
faces perfectly flat during the cleaning so 
that the opposing surfaces will be parallel 
when they are placed in the rack. When the 
gap is in proper working condition, the 
sparking surfaces show a uniform coloring 
over the whole area. If the surfaces of_ the 
plate are black or dark colored, it is an indi- 
cation that the gap is not airtight. 

If it becomes necessary to disassemble the 
gap, after reassembly, the spark must be dis- 
charged through the series of plates con- 
tinually for one or two hours. In fact, the 
note will not be clear until the gap is thus 
"seasoned." 

(d) Tuning and W ave- Length 
Changing Switch. It has long been the 
desire of radio engineers to fit the trans- 
mitting apparatu s with appliances 
whereby the wave-length of the trans- 
mitting set could be quickly changed by merely throiving a switch, but the re- 
quirements of radio-frequency circuits would not permit this to be done without 
certain mechanical and electrical considerations. 

For example: 'With the potentials employed in radio-telegraph transmitters, the switch 
to perform these functions must possess first-rate insulating qualities. The associated circuits 
and leads thereto must be widely separated and in addition they must not be of too great 
length in order that the length of the radiated wave may be kept within restrictions. Again 
the componept parts of the complete switch cannot be placed in any convenient mechanical 
position but must perform their functions near to the portion of the circuit in conjunction 
with which they operate. Additional considerations are involved obvious to the radio 
er^neer, but not of sufficient importance to be gone over in detail. 

The complete process of tuning of the 2 K, W. 500 cycle set, and the locating of the taps 
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on the secondary turns of the oscillation transformer may appear difficult to the unskilled 
operator, Init is easily accomplished by the trained engineer or inspector. 

The function of the wave length changing switch and the tuning of the 2 K. W. 500 cycle 
set will be described in detail and reference should be made particularly to Fig. 246 showing 
the complete circuits of the apparatus. 

First it thould be noted that when the quenched tpark discharger is cut in the circitil, the 
coupling between the primary and secondary wndingt is varied by varying the number of 
turns in the secondary vending only, the primary and secondary coils being placed in a 
axed mechanical position, but for the synchronous rotary spark gap they are drawn apart to 
whatever degree of separation ts necessary to radiate a pure viave. In certain installations 
the primary and secondary windings may be placed in a fixed mechanical position for the 
rotary discharger as well as for the quenched gap. 

(1) Explanation of the circuits. It will be observed from the diagram, Fig. 246, that 
these sets are fitted with a change-over svntch which permits either the rotary disc discharger 
or the quenched spark discharger to be cut in the circuit The gaps are connected in series 
and to change from one to the other, it is only necessary to shift the position of the switch 
K. When the quenched discharger is in use, a compensating inductance L, Fig. 246, makes 
up for the length of leads connected from contacts 58 and 59 to the rotary disc discharger, 
thereby keeping the wave-length of the dosed oscillatory circuit constant When the rotary 



Fig, 2S1— Detailed Sketch o( Marconi QueniScd Spark Cip. 

discharger is connected in the circuit, the Aexible leads attached to the quenched gap plates 
must be connected together. 

In the diagram. Fig. 246, the high potential transformer of the set is represented by the 
primary and secondary windings P and S respectively; the high potential condensers at C-1 
and C-2; the primary winding of the oscillation transformer at P-1, tke secondary at S-1; 
also an aerial tuning inductance S-2 with fleixible contacts A, B and C, and, in addition, a 
continuously variable tuning inductance S-3. The antenna system further includes the series 
condenser C-3 and the aerial ammeter. The distinctive feature of this apparatus is the 
primary wave-length changing switch W-1 operated simultaneously by a single handle in 
conjunction with the switch W-2. It will be observed that when W-1 is in contact with 
point 39, a single unit of the condenser C-2 (three jars in parallel of 0,002 microfarads each) 
is connected in series with the primary winding of the oscillation transformer at point A, 
i.e., the adjustment for 300 meters. 

Similarly, W-3 closes the aerial circuit to contacts 44 and 45, which connect in the correct 
number of turns to radiate the 300 meter vjave. Contacts A, B and C of S-1 and S-2 may 
be plugged in at any point on the secondary coil, but they are permanently attached to the 
coil after the set has been tuned to the three standard waves. Further movement of the 
handle connects together contacts 40 and 41, which not only connects in the correct number 
of primary turns for the wave-length of 450 meters, but also connects the condenser units 
C-1 and C-2 in parallel, giving a total condenser capacity of 0.012 microfarads. Still further 
movement of the switch closes contacts 42 and 43, also contacts 48 and 49, which connect in 
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the correct number of turns, in both the open and closed oscillatory circuits, for the standard 
600-meter wave. 

(2) The Process of Tuning, Before undertaking to tune a set of this type, the student 
should thoroughly consider the following facts: 

(1) In order to obtain the roaximuni flow of antenna current, a different 
degree of coupling at the oscillation transforn&er must be fdund for tech 
of the standard waves. 

(2) In order that the radiated waves can be rapidly changed by simply throw- 
ing a switch, the primary and secondary windings of the oscillation tranh- 
former must remain in a fixed position mechanically. 

(3) The coupling of the oscillation transformer is then varied for each 
standard wave by changing the self-inductance of the secondary, L t^ 
cutting in or out turns. 

Now the correct number of turns for the secondary winding is determined for each q£ 
the standard waves experimentally, as follows : 

For preliminary determination at a standard wave-length, say 600 meters, a trial number 
of turns (4 to 6 turns) is selected at the secondary winding S-1 through the flexible plug 
contact C. This having been done, a second trial number of turns, say 4 turns, are cut in 
at S-2. Turns are added or subtracted at the aerial tuning coil S-3 (with the spark gap 
discharging) until the aerial ammeter indicates a maximum deflection. The adjustment 
for resonance having thus been located, the windings P-1 and S-1 are drawn apart or placed 
closer to ascertain if an increase of antenna current will result. If separation of P-1 and 
S-1 increases the antenna current, it indicates that too many turns have been included at S-1 
for the mechanical position of the coupling coils selected at the start; and, in consequence, 
turns must be taken out at S-1 and additional turns cut in at S-2 or S-3, until resonance is 
secured. The primary winding P-1 must, however, first be placed in its original fixed posi- 
tion relative to S-1. The correct number of turns must now be found out for the standard 
waves of 450 and 300 meters, that is, the correct number of turns must be selected and the 
coupling adjusted until the maximum antenna current for each wave is secured with P-1 
remaining in a certain fixed position to S-1. At first sight, it may seem difficult to locate 
the correct position for contacts, A, B and C, on S-1 and S-2, but from the experience 
obtained by tuning several sets, approximately correct inductance values may be selected at 
sight. It should be understood that the positions of A, B and C on the primary and 
secondary coils shown in Fig. 246 do not necessarily represent their relative positions in 
actual commercial practice. With aerials of different capacity, inductance, and resistance,, 
decidedly different positions must be located. For example: At the wave-lengths of 450 
and 600 meters, less inductance may be required at point C than at point B for these two 
wave-lengths, or vice versa. 

Careful consideration of the foregoing procedure will reveal that (1) the continuously 
variable inductance S-3 aids in locating the number of turns to be finally connected in at 
S-2; (2) S-3 gives a fineness and quickness of adjustment which the coil S-2 with a flexible 
contact does not afford ; (3) the mechanical variation of the coupling between P-1 and S-1 
permits the correct number of turns to be selected much more quickly than by experimental 
trials with the plug contacts. 

It is now dear that after the set has been completely tuned, in order to change from one 
standard wave-length to the other, the operator needs only to shift the handle of the switches 
WA and W-2, with the exception that on the SQO-meter wave, the short wave condenser C-S' 
must be connected in series with the aerial system. In certain ship installations, thfe con- 
denser C-3 is connected in series with the lead from contact 45 to the aerial tuning induct- 
ance S-2 and when so connected is automatically thrown in series with the antenna system 
whenever the switch blades W-1 and W-2 are shifted to the 300-meter position. 

Because of the perfect quenching secured with this particular type of gap P-1 may remain 
in a fixed mechanical position relative to S-1 throughout the series of wave-lengths, but 
when the rotary disc discharger is employed, unless a complete new set of positions is 
located for contacts A, B and C of S-1 and S-2, P-1 must be drawn away from S-1 to 
secure a pure wave. P-1 might have to be placed from eight to ten inches away from S-1 
to radiate a pure wave with the rotary gap. 

The primary and secondary wave-length changing switch performs another function 
which has not been mentioned : When the switch is in the SQO-meter position, a reactance 
coil is automatically connected in series with the primary winding of the power transformer 
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to reduce the power to a value commensurate with the decrtated secondary condenser capacity. 
The transformer then consumes 1 k. w. 

During the tuning of these sets it has been observed that if initial adjustments are made 
near to metallic dock buildings, the effective antenna resistance is altered, and, in conse- 
quence, the tuning adjustments for maximum antenna current, need to be changed slighlly 
■when the skip is at sea. Generally it is only necessary to vary slightly the inductance of S-3 
for maximum aerial current 

After the set has been tuned in this manner, the purity of the wave and decrement of 
the oscillations Is measured by means of a wavemeter with a current indicating instrument 
connected in series, such as a wattmeter. 

The commercial value of a transmitting set equipped with these features cannot be over- 
estimated. The operator having at his disposal three standard wave-lengths, any of which 
may be brought instantly into play, can 
literally pick his way through the con- 
gested radio atmosphere, changing from 
one wave-length to the other as operating 
conditions may require. 

(e) Type 106 Tuner. The working and 
adjustment of this tuner is completely cov- 
ered in paragraph 138 of Fart IX. 

(0 Short Wave Condenser. This con- 
denser consists of 2, 3 or 4 jars connected 
in series. Owing to the variation in the 
capacity of commercial aerials, the correct 
capacity for the short wave condenser is 
best determined by experiment. Two 
standard jars in series have capacity of 
.001 mfds.i three in series .00066 mfds., 4 
in series .0005 mfds. Aerials having a 
natural wave-length of 250 meters do not 
JAR require a short wave condenser for three 

standard waves. A side view of one type 
of short wave condenser is shown in 
Fig. 254. 

ie) Spark Cap Change-Over Switch. 
To change from the quenched to the 
rotary gap, a small D. P. D. T. switch is 
connected in the circuits of radio-fre- 
quency. When the rotary gap is connected 
in the circuit, the quenched gap is ploced 
Fi(. 254— One Type of Msrconl Short W«ve cn short-circuit by Connecting toeethcT the 
C,ndon.er. (S« Fi,. 12« ,,„(„,, ,ii^,, 

189. Type P-5 Panel Transmitter, — In many respects this set duplicates 
the type P-4, but there are certain mechanical modifications. The motor gen- 
erator and the transformer are mounted on the panel frame together with the 
remainder of the equipment. Both the rotary synchronous discharger and the 
quenched discharger are supplied. A compensating inductance Joined to the 
change-over switch permits the use of either spark discharger without change 
of the wave-length of the closed oscillation circuit. 

A fundamental circuit diagram of the automatic starter for this set has been shown in 
Fig. 74 and a more detailed diagram is now presented in Fig. 255. The drcuils of radio- 
frequency are shown in Fig. 256 ; a front and side view of the panel in Fig. 257 and Fig. 
258 and a rear view in Fig. 259. 

190. Description of Apparatus.— The motor generator comprises a 110 volt 

direct current motor directly connected to a ^4 K. W. 120 volt 500 cycle alternator. 

The motor is designed to operate on pressures between 95 and 115 volts with little change 
of speed. The initial speed is controlled by a rheostat mounted on tlie left hand side of 
the panel. 

The generator is of the inductor type having a stationary armature and field winding, the 
flux being varied by a rotor of soft iron- (See photo. Fig. 67.) The open circuit voltage 
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DYNAlyAlC &RAKE. 



Fig. 25 S— Fundamental Wiring Diagram of the Automatic Starter Furnished With the Marconi J^ K. W. 

500 Cycle Transmitter. (See Fig. 74 and Section J in Appendix) 

of the generator is approximately 350 volts and the load vohage about 120 volts. The 
normal speed of the machine is 2,500 R. P. M. The voltage at the armature terminals can 
be varied by the field rheostat mounted on the right hand side of the panel. The low power 
circuits are protected by the usual set of protective condensers. 

A closed core transformer having a secondary potential of 14,500 volts is supplied and is 
fitted with an appropriate safety gap. 
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Rk. 256— Radio Frequiocjf Circuit! of the H K- W, SOO CycU Tfannnitter. 

The circuits of radio-frequency (Fig. 256) are similar to the 2 K, W, set with the excep- 
tion that a condenser of fixed capacity is employed throughout all wave lengths. Abo the 
secondary winding is moved away from the primary for change of coupling, which is the 
reverse of the method employed in the Z K. W. set. However, the change of wave-length i- 
accomplished in the same manner by a special switch and the primary and secondary wind- 
ings remain in a fixed mechanical position for all wave-lengths. 

The transmitter condenser consists of 4 copper-plated small Leyden jars connected in 
parallel having capacity of .Wl tnfds. each. These are mounted in a metal rack behind the 

This set is also fitted with a single pole double throw high potential switch which either 
connects the aerial to the transmitter or connects it directly to earth for protection against 
lightning. This switch operates independently of the antenna changeover switch. 

The automatic starter supplied with this set has been shown diz^rammatically in Fig. 74, 
but the diagram, Fig. 255, outlines the circuits more as they appear on the actual panel. 
The starter consists essentially of two magnets fitted with armatures, one of which con- 
nects the motor armature to the D. C line through a single resistance coil and the other cuts 
out this resistance thereby connecting the motor direct to the D. C. line. Appropriate resbt' 
ance coils are connected in series with the solenoid windings automatically, when the starter 
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FIf. 258— Side View of the Marconi yi K. W. 500 Qrde TransmittO'. 
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is in the full running position. This 
prevents the magnet windings over- 
heating as the potential difference 
across the motor armature rises. A 
dynamic brake attached to the motor 
starter consists of a shunt armature 
resistance, which is connected across 
its terminals by a special set of con- 
tacts attached to the starter. 

A 2-po1e single-throw switch dis- 
connects the motor from the power 
line. A single-pole switch permits Ihe 
circuit of the generator field to be 
interrupted as a matter of safety dur- 
ing adjustment of the set and a sec- 
ond D. P. S. T. switch breaks the 
circuit from the generator to the 
transformer. 

The remainder of the equipment 
consists of a Type I aerial switch. 
Type 106 receiving tuner and flash 
smtch for starting and stopping the 
motor generator from a distant point. 
Also an aerial amme^.r, range 0-10 
amperes, and a direct reading wait- 
meter, 0-750 watts. 

191. Complete Adjustment 
of the Type P-5 Set— (a) Tun- 
ing. The tuning of this set, the ad- 
justment of the frequency and the 
voltage of the alternator and the ad- 
justment of the rotary gap is prac- 
tically the same as the 2 fc. w. SOO 
cycle set described in previous para- 
graphs. The adjustment of the 
quenched gap is identical with the 
method described for the 2 k. w. set 
I in section b, paragraph 1S8. 

(b) Motor Starter. The opera- 
tion of the '/S k. w. starter shown ii 
Fig. 260 is as follows: The cut-out 
switches of the automatic starter are 
energized by direct current from the main D. C. line and operated by a distant control switch. 
When this switch is closed, the solenoid "A" is energized and moves the contact arm C 
radially in a vertical olane. oemendicular to the board, which cuts in the single resistance 

unit mounted in the re- 
sistance box behind the 
panel, 

As the speed of the- 
motor generator in- 
creases, the current 
falls off, and the poten- 
tial difference across 
the armature rises. 
When it reaches normal 
value, the solenoid B is 
energized and draws 
the contact arm F, cut- 
ting out the resistance. 
This connects full line 
voltage across the 

Fii. SCO— Automatic SUrter Pud (« K, W. 



Rb. 259— Ecar View of t 



_ Marconi M K. W. ! 
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, FIf. UI — Complete Wiring Diagram of Hirconl 1 K. W. 60 Cycle Non-arxchraaoiii Truumitter. 

'The time of eloting the eontaets of the automatic starter is regulated by the set screw E, 
Tfg. 260, attached to the bottom of the starter arm B. Both solenoids should perform their 
functions within six seconds from the time the starting switch is closed. Like in the 2 k. w. 
set, the motor starter is controlled by a Special set of contacts mounted on the aerial change- 
over switch or the motor may be held in a continuous state of operation by dosing the flush 
■witch mounted near to the antenna switch. In the later models of this set, when the 
starter is in full running position, resistances are cut in automatically at G and H to prevent 
the solenoid windings overheating. (See Section J Appendix). 

192. How to Remove the Armature ot the J^ K. W. Motor Generator.— 
-To remove the armature for purpose of repair or replacement, it is necessary first to remove 
'the casing of the spark gap, then remove the disc, after which the bearing bracket can be 
removed from the generator. Next remove the motor brushes after which the armature 
'Can be pulled out. When replacing the armature the oil rii^s should be held up to permit 
the ihaft to pass through the bearings. The oil rings should then be placed in their slots 
nuking sure that they move freely. 

To remove the disc of the rotary gap, the small machine screw in the shaft key should be 
unscrewed until it twms freely. A slight tap at the hub will then loosen the key which may 
be removed by a pair of pliers. After this a slight tap on the hub of the disc will loosen ttic 
other half of the key which may then be removed. The disc should then slip off readily. 
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193. The IK. W. Non*Synchronoiis Discharger Transmitter. — Certain 
ships in the Marconi service are fitted with a type of transmitter which originally was 
designed to be operated from a 60 cycle motor generator, with a plain spark gap, but the set 
is now fitted with a non-synchronous rotary discharger by which the effectiveness and range 
has been materially increased. A complete circuit diagram of this set is shown in Fig. 261 
and the lay-out of the transmitter and receiver in a silence cabin in Fig. 262. 

194. Description of the Set. — The motor generator for this set is the 
"Standard" Robbins and Meyers type. The motor is shunt wound for 110 volt direct current. 

The generator is of 1 K. W. capacity and has an iaccumulative compound field winding 
which tends to maintain a constant A. C. voltage under variable load. The generator delivers 
current at 110 volts, 60 cycles. (See Fig. 65; also Fig. 79a.) 

The circuit to the transformer is interrupted by a type C standard transmitting key. 

The power transformer is of the open core type and is designed to operate on 110 volt 60 
cycle circuits without external reactance. The secondary voltage is approximately 18,000 
volts. 
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Fig. 262— The Installation of a 1 K. W. Transmitter in a Silence Cabin. 



A hand-operated motor starter and two rotary field rheostats are supplied. The latter arc 
the Cutler-Hammer type. 

The high potential condenser comprises 6 copper-plated jars of .002 mfds. each, con- 
nected in parallel, mounted in a* metal rack and insulated from the operating table by corru- 
gated porcelain insulators. Connection between the outside coatings is established through the 
frame of the rack. Only four jars are required, the remaining two being used as spares. 

The oscillation transformer has been illustrated in Fig. 119. The primary winding is 
made of copper tubing mounted on porcelain insulating supports. Tappings may be taken 
from the primary inductance by means of special spring contact clips. The secondary wind- 
ing has a fixed number of turns wound about an insulating drum which slides vertically on 
a brass tube. One terminal of this winding is connected to the tube and the opposite terminal 
to a terminal of the aerial tuning inductance. 

The aerial tuning inductance consists of a number of turns of copper cable wound on and 
insulated from a wooden frame. The required number of turns for any particular wave- 
length are cut in by means of a contact clip attached to a flexible lead. 

The short wave condenser consists of four copper-plated jars mounted on a rack insulated 



PRACTICAL WIRELESS TELEGRAPHY 



IS 



STANDARD MARINE SETS OF AMERICAN MARCONI CO. 243 

by corrugated porcelain insulators. Each jar has capacity of .002 mfds., consequently the 
four in series have capacity of .0005 mfds. 

The remainder of the equipment consists of a Type \^ Tuner, head telephone. Type I 
aerial change-over switch, and the necessary aerial equipment. 

195. Installation. — ^The component parts of the closed oscillation circuit 
being mounted separately, short connecting leads must be employed to connect up the con- 
denser, oscillation transformer and spark gap. Otherwise, it will be difficult to secure the 
wave-length of 300 meters. Perhaps the best arrangement of the apparatus is that shown in 
Fig. 262, where the transmitting apparatus is installed in a silence cabin, the operating room 
having the receiving tuner, the motor starter, rheostats, the transmitting key and the aerial 
change-over switch. 

In, the transmitting cabin, the rotary gap is mounted atop the high potential transformer ; 
the oscillation transformer and condenser on the table immediately above. 

The motor starter should be installed where it is convenient to the left hand of the 
operator. 

Lead-covered cable is used to connect up the power circuits, No. 10 S. B. R. C. being 
used for the circuits carrying heavy current, and No. 14 S. B. R. C. for the field circuits and 
rotary-gap motor. Copper tubing is generally used for the radio-frequent circuits and copper 
ribbon for the earth wire. The receiving tuner is connected to the aerial switch by No. 18 
fixture wire. 

196. Adjustment of the 1 K. W. Set. — (a) Regulation of Voltage and Fre- 
quency, Care should be exercised not to overload this set by the use of abnormal voltages 
at the generator. These machines are constructed so that when 110 volts D. C. is supplied 
to the motor 110 volts A. C. is supplied by the generator. The contact on the generator field 
rheostat should occupy an approximate midway position for the correct voltage while the 
motor rheostat should be set at the zero position; e. g., all resistance cut out of the circuit 
(when the voltage of the ship's generator is normal). 

(b) Rotary Gap, The arm of the rotary gap should be driven at approximately 2,400 
R. P. M., but should be regulated according to the pitch of the note; in other words, the 
speed giving the clearest note is the one to use. A small speed controlling rheostat is 
mounted in the instrument room convenient to the operator. The adjustor should work 
in the direction of obtaining a note of high pitch with low values of voltage at the generator 
rather than with excessively high voltages. The gap between the points of the rotor and 
those on the stationary arm should be adjusted to a minimum length. 

(c) Tuning. The tuning of this set is accomplished by first tuning the closed circuit to 
one of the standard waves with a wavemeter, followed by a similar adjustment of the aerial 
circuit. The better method is to excite the antenna with a spark coil or vibrating buzzer 
and in this manner measure the natural wave length of the aerial, then add turns at the 
aerial tuning inductance until the wave-length of 600 meters is obtained. Proceed similarly 
for 300 meters, but the short wave condenser must be connected in series with the aerial 
and perhaps another selection of turns made at the aerial tuning inductance. 

The degree of coupling and the consequent purity of the radiated wave may be adjusted 
by raising or lowering the secondary winding in respect to the primary winding, on the 
vertical rod or post. The secondary winding may be clamped permanently at the correct 
position of coupling. 

(d) The type 106 receiving tuner circuits and adjustment are completely covered in para- 
graph 138, Part IX. 

(e) Tuned Coil Emergency Transmitter. The student should note that the diagram. Fig. 
261, contains the complete circuits of the Marconi tuned coil emergency transmitter. The 
diagram includes the wiring of the induction coil and the charging panel. 

When the left hand, two blade switch on the charging panel is closed, the main D. C. 
line to the batteries is closed, but current will not flow through the batteries until the 
plunger of the underload circuit breaker is pushed up by hand. If there are no loose con- 
nections in the charging circuit, the plun^r will remain in this position until the charging 
current is cut off or until the voltage of the generator drops below that of the batteries 
(note position of these switches in Fig. 205a, Chapter 10). 

In order to take readings of the battery voltage, a small strap key placed alongside the 
underload circuit breaker must be closed, 
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When the right hand double pole double throw switch is thrown to the upper set of con- 
tacts, the transmuting bey is connected i« series viilk the power transmitting set, but if 
thrown in the opposite position the key is in series with the primary circuil of the induction 
coil. 

To place the coil transmitter into operation, the flexible plus contact attached to B 
should be removed from A and connected into C 

The arm of the rotary gap should be stopped in such position that a gap of the correct 
length is provided for the induction coil. 

The student should also trace out (in this diagram) the circuit of the rotary-gap motor 
which includes the two-blade starting switch and the series rheostat In practice the rheostat 
is adjusted until a clear musical tone is obtained at the gap. 

The mator starter shown in this diagram is the standard General Electric Company's 
band starter, the circuits of which are fully shown in Fig. 72. 

197. Type "E-2" One-Half Kilowatt, 120 Cycle Panel Transmitter. — A 
number of vessels in the American Mar- 
coni service are equipped with J^ k. w., 

120 cycle panel transmitters fitted with 
a quenched g;ap but unlike the type 
"P-4" and type "P-5," this set is de- 
seed for the two standard wave- 
« lengths only, namely, 300 and 600 

meters. For emergency use, a rotary 
spark gap is mounted on the end of the 
motor generator shaft, which may be 
used in place of the quenched gap when- 
ever required. A complete circuit dia- 
gram of the type E-2 set appears in 
Fig. 263, a front view in Fig. 264 and 
rear views in Figs, 265 and 266. 

A number of spare parts, such as an extra 
motor generator armature, motor blower 
armature, quenched gap plates, condenser 
jars, etc., are supplied, positively insuring 
against all possibility of breakdown. 

19S. Details of the Circuits and 
Apparatus. — Explanation of the de- 
tailed wiring diagram shown in Fig. 263 fol- 

The motor generator is of the Eck type, 
having a two pole shunt wound motor and a 
simple shunt field winding for the generator. 
Fi«. ***-^"J'2'o^J*|,'^;3''*^,"j^,»''' J4 K. W. The speed of the motor is regulated by (he 
sliding contact rheostat R and the voltage ot 
the generator altered by the rheostat R-1. The generator field circuit may be broken by the 
small switch shown in the drawing. The receiving apparatus is thus protected from "hum- 
ming" noises due to induction from the A. C. generator drcuit 

The motor starter is the Cutler-Hammer single step type and is constructed somewhat 
differently than the types employed in the 2 K. W. and J4 K. W. 500 cycle panel transmitters. 
When the main D. C. line switch is closed, the resistance coi! S is connected in series with 
tiic D, C. armature. Owing to the almost complete absence of counter electromotive force, 
the potential difference across the terminals of the armature at the start of the motor is 
low; hence insufficient current flows through the solenoid windings W to draw up the 
plunger P. As the speed of the armature increases, the counter electromotive force rises, 
and accordingly the difference of potential increases; finally sufficient current flows through 
the solenoid W to draw up the plunger P, whereupon the contacts C and C-1 are short- 
drcuiied, shunting the resistance coil S out of the circuit. The motor is now connected 
directly to the D. C. line. 

The plunger P also separates the eonlaets D and D-\ connecting the resistance coil S-i 
in leries with the winding W to protect the latter from overheating or burning out. 
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The traiuforvferot the cIoMd'core type is denoted by the primary winding T and the 
«""'/?5' "''"^"?e T-1. Just previous to prcssins the key, the voltage of the generator Is 
about 300 volts, but immediately drops to approximately 110 volts when the primary ci^uit 
of the transformer is dosed. The secondary volt^e of the transformer with the con- 
densers in shunt IS about 14,700 volts. A safety discharge gap is connected to the second 
winding terminals for the protection of the condensers and transformer in case one ofAi 
leads from the regular discharge gap should become disconnected. 

The wattmeter- oi the ordinary switchboard type— range 0-7SO watts— is connected in the 
circuit from the alternator to the transformer primary. The resistance coil N placed in 
series with the potential coil of the meter is mounted at the front base of the switchboard. 

The condensers are of the tubular Leyden jar type plated inside and outside with copper. 
The average capacity of each jar is .0015 mfd. The actual value is acairately measured and 
marked directly on the glass of each jar. In case of puncture a condenser jar of like 
capacity must be substituted. The seven Ley- 
den jars connected in parallel give a total 
capacity of about .011 mfd. The inside and 
outside ter^ninals of the condensers are con- 
nected directly to the secondary winding of 
the transformer, 

The oscillation transformer consists of a 
primary and secondary winding of the pancake 
type, which are indicated at L and L-1 re- 
spectively. Each winding consists of a single 
coil of copper ribbon properly mounted and 
spaced on an insulated base. 

The secondary winding L-1, mounted on A 
movable base, permits the coupling between it 
and the primary winding L to be quickly and 
easily adjusted. 

The wave-length changing switch, operated 
by the handle H, has two single blade contacts 
which when thrown to the right simultaneous- 
ly connect such values of inductance in the 
antenna circuit and closed oscillation circuit as 
to give each circuit a period corresponding to 
600 meters. When thrown to the left both 
circuits are given a wave-length of 300 meters, 
provided the short-circuiting switch of the 
short wave condenser X is open. 

The correct number of primary and second- 
ary turns for the 300 and 600 meter waves arc 
determined by means of a wavemeter and con- 
nection therefor made through the flexible 
connectors E and E-1. The taps on the sec- 
ondary inductance are located in the same Fi«- ^''""'^jo^c*! "t** M*":*"' si K. W. 
manner. Two values of inductance for the ^ ' ranuni er. 

standard wave lengths are selected through the fle:fib!e conductors F and F-1. 

The spark discharger is of the multiple plate series type (quenched gap), consisting of 
fifteen plates giving fourteen gaps. No more than eight of these are generally required, 
leaving a number of spares. The discharge plates are of copper carefully ground, prcsentit^t 
an absolutely smooth and uniform sparking surface. The piates are separated by specially 
treated fibre washers. Cooling is effected by means of a small direct current blower J. The 
motor circuit includes a switch for starting and stopping purposes. 

The synchronous rotary gap discharger V is mounted on the end of the motor generator 
shaft The rotating member has six discharge electrodes, while the stationary electrodes are 
two in number. The stationary electrodes may be shifted through a small arc, thereby 
permitting a spark discharge for each alternation of the charging current. This produces a 
discharge of uniform pitch having a musical characteristic. The group frequency of this set 
ia 240 sparks per second. 
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The aerial tuning inductance of the continuously variable type, represented at L-2, is con- 
nected in series with the earth lead and consists of a single spiral of copper ribbon having a 
sliding contact U which allows connection to be made at any point on the spiraL 

The aerial changeover switch for shifting the antenna from the sending to the receiving 
apparatus consists of a single blade double throw switch. When thrown to the right, the 
antenna is connected directly to the terminals of the receiving tuner; when thrown to the 
left, connection is made direct to the secondary winding of the transmitting oscillation trans- 
former. These sets may be supplied with the type S, S, H, or I aerial changeover switch 
as well 

The aerial ammeter of the Roller-Smith type, having a range of lero to 10 amperes, is 
permanently connected in the aerial circuit and is used for obtaining the maximum value of 
current and to indicate conditions of resonance between the open and closed oscillation 
circuits. 

The thort wave condenser is of the standard Marconi type and may consist of either four 
flat plates of glass connected in series or four 
Leyden jara connected in series, giving a re- 
sulUnt capacity of .0005 mfd. 

The low potential power circuits are pro- 
tected from electrostatio induction by prO' 
tective condensers of large capacity. Two of 
these condensers are connected in series and 
earthed at the middle point. These protective 
units are connected across the generator field 
windings, the motor field windings, the arma- 
ture of the blower motor and the alternating 
current armature. The frame of the motor 
generator is connected directly to earth. 

199. General Instructions for Tun- 
ing and Adjusting. — The following 
general instructions should be carefully 
observed by inspectors and operators: 

(a) Regulation of Voltage and Frequency. 
Connect the D. C. line (110-120 volts) to the 
lower terminal of the fused switch marked 
"D. C. Line," the aerial to the binding post 
marked "A" on the back of the antenna change- 
over switch and ground either one or both of 
the terminals of the iron frame which sup- 
ports the panel. 

The slider of the generator field rheostat 
should be placed near the lower end, the an- 
tenna switch turned to "Send" position and 
about eight or nine gaps of the quenched gap 
connected in the circuit 

Next observe that none of the leads be- 
tween the double two-point wave length switch 
i H K. W. and the oscillation transformer are discon- 
nected. Close the D. C. line switch which starts 
the motor generator through the automatic starter. Then close the "generator field" and 
the "blower motor" switch; finally close the "A. C. line" switch, 

(6) Tuning. The complete set is now ready for tuning. Disconnect the antenna and tune 
the dosed oscillatory circuit to the desired wave length by means of a wavemeter. 
Set the two-point switch indicator at "300." 

Adjust the tap leading from the front coil of the oscillation transformer to switch point 
marked "300" to the 300 meter wave length. Then turn the indicator to "600" and adjust the 
tap to the higher wave length. 

Next connect the set with the antenna, tune the secondary or open circuit to the closed 
circuit and locate taps for each of the two standard wave lengths. 

The coupling as well as the sliding contact which travels over the turns of the aerial 
tuniiv inductance, sbould be varied while locating the wave-length tap. to find the be« posi- 
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tion of both the coupling and flexible connection. The circuits are in resonance when the 
aerial ammeter shows the highest possible reading. 

With the average ship's aerial it is possible to locate the correct number of turns at the 
secondary winding of the oscillation transformer so that the radiated wave can be changed 
from 600 meters to 300 meters by simply throwing the changeover switch to the proper posi- 
tion. When this switch is in the 300 meter position, the short wave condenser which is placed 
in series with the earth lead must have its short-circuiting strap removed. Generally speak- 
ing, the aerial tuning inductance tap is placed at a fixed point for either the 600 meter or 300 

(c) Adjustment o{ the Spark Note. Either a receiver or a wavemeter may be used to indi- 
cate the quality of the note. If the note is not clear vary the generator voltage, the number 
of gaps and the transformer coupling, until it is clear or has a pitch of about 240 sparks per 
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second. If the generator voltage is too high or too low, the note will either be rough or 
else have the wrong pitch. The note may also be judged by the tone of the brush discharge 
of the condensers. 

Maximum antenna current does not indicate maximum efficiency. The note must also be 
kept clear and the gap not worked above the antenna current at which the clearness is not 
maintained. 

The wattmeter should indicate about 500 watts and the number of gaps used should be 
between eight and twelve. 

The power of the set varies in the square of the number of gaps; that is, if the ten gaps 
represent full power the power would be 10* ^ 100. 

The set is designed to carry a load of SCO watts. Any overload is liable to develop volt- 
ages tliat may break down the condensers or cause trouble elsewhere in the set, 

(rf) Adjustment of the Quenched Cap. The quenched ^-ap should not be taken apart until 
absolutely necessary. When the circuits are in resonance, but the antenna current is less than 
5 to 7 amperes or the wattmeter reading falls below its usual value, or when unable to get a 
clear note, the gaps should be opened and the spark surfaces examined. 

If the gap becomes short-circuited it can be determined by the use of the "gap tester" 
fan insulated rod having a brass piece inserted in one end), which will indicate no spark 
when bridged across two adjacent spark discs. 

To open the gap, loosen the set screw in the left hand of the gap with a wrench which is 
supplied with the set Then lift out the plates. 
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If the plates and gaps stick together take care when forcing them apart not to injtire the 
gasket or the sparking surfaces. Should the gasket become injured or cling to the metal, 
clean the plate off carefully and insert a new gasket 

The sparking surface of the plate should have a light, pink color with a somewhat dull 
finish. If a plate has a rough, black appearance, it indicates that the gap was not airtight and 
the sparking surfaces should be carefully cleaned with a very fine emery cloth. 

Do not operate the set unless the blower motor of the gap is running, otherwise the heat 
may destroy the gaskets. Never touch any circuit which may be alive without Arst opening 
the field switch or the generator main switch, or possibly both. 

200. Marconi 2 K. W. 240 Cycle Transmitter. — ^A number of vessels in the 
Marconi service are fitted with a 2 k. w. synchronous spark transmitter consisting 
of several isolated instruments mounted on an operating table in a convenient 

wav. 

The motor generator is a special £ck machine which takes current at the motor at 110 
volts and generates current at 500 volts at frequency of 240 cycles. The motor is of the 
interpole type which gives sparkless commutation and constant speed regulation under 
variable load. 

A synchronous rotary spark discharger, mounted on the generator shaft; consists of a 
fiber disc carrying twelve spark points connected together by a copper strip. The stationary 
electrodes, two in number, are mounted on a wooden muffling drum which encloses the disc. 
Synchronous discharges are obtained by shifting the drum carrying the stationary electrodes, 
one way or the other, until a uniform spark note is secured. Simultaneous adjustments of 
the generator voltage must be made noting the reading of the ammeter to insure that normal 
power consumption is not exceeded. The complete motor generator and spark gap is 
shown in Fig. 266a. The condenser may be either of the flat plate glass or copper-plated jar 
type. The oscillation transformer is th/: type mentioned in connection with the 1 k. w; 60 
cycle sets and shown in the photograph, Fig. 119. • 

An open core transformer is employed taking current in the primary at 500 volts and 
delivering at the secondary, current at pressure of 15,000 volts. 

The receiving equipment may consist either of type 107a or a type 106 tuner connected to 
a type I or type S. H. aerial changeoyer switch. 

Either a General Electric Company or Cutler-Hammer Hand Starter may be supplied 
with the motor generator. 

Since the process of tuning of radio "sets has been gone over repeatedly in connection 
with other sets of the Marconi Company and particularly in paragraph 164, it is not deemed 
necessary to repeat the instructions again. Briefly, the rotary gap is adjusted for a clear 
spark note after which the closed circuit is tuned to the standard wave by a wavemeter and 
the antenna circuit is adjusted to resonance by a hot wire ammeter or by the wavemeter if 
desired, 

201. Type P-9, J4 K. W. Cargo Transmitting Set. — One of the latest types 
of transmitters developed by the Marconi Wireless Telegraph Company of America 
is the type P-9 set which was primarily intended for cargo vessels or ships of 
small tonnage. 

Although the apparatus of this set is not placed on a panel board as the types 
P-4 and P-5, the component parts are mounted in a convenient way in an angle 
iron frame as shown in the photographs. Figs. 266-b and 266-c. Fig. 266-d is a 
complete wiring diagram of the set. 

It is to be noted first that the lower part of the frame holds the motor generator, the high 
voltage condenser and a step-up closed core transformer. 

On the upper shelf is placed the oscillation transformer, the aerial tuning inductance, the 
short wave condenser, the lightning switch and a resonance indicator for purposes of tuning. 

A hand-operated motor starter is mounted to the side of the panel and immediately under- 
neath a terminal board for making connections to the power mains, the aerial changeover 
switch and the telegraph key. 

This set was designed with the utmost simplicity of construction and operation in view 
and is one that can be placed in unskilled hands without fear of breakdown. 

Unlike the Marconi transmitters previously described, type P-9 is not fitted with a 
variable field resistance or an aerial ammeter. Fixed resistance coils are connected in series 
with both the motor and generator field windings and conditions of resonance between the 
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open and closed oscillalion circuits are determined by a itnall glow lamp shunted by a seml- 
loop of wire. It is to be observed also that the coupling between the primary and secondary 
windings is changed by moving the primary at right angles to the secondary. 

(ii) Description of the Set. The motor generatoF is a J4 K. W, 500 cycle machine of the 
Crocker-Wheeler type, the load voltage of the alternator beiiig about 120 volts. 




Fig. 266b— The Marconi }i K. W. Carjo Type 



ig Set Codtplele. 



The motor has a differential tield y 
load and it is designed for connection 

The motor starter is one of the Industrial Controller Company's hand-operated type with 
the usual connections to the motor. (See wiring diagram, Fig. 266-d.) 

Protective J^ microfarad condensers are attached to the motor generator circuits to 
neutralize any differences of potential that may be set up by the transmitter. One tenninal 
of these condensers is connected to a binding post of the machine and the other terminal to 
the frame of the motor generator, which, in turn, is thoroughly connected to earth. 

The high voltage transformer is one of the closed core type (Fig. 266b), which is im- 
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merscG in a semi-liquid grease. A small fixed reactance coil is connected in series with the 
primary winding for regulation of the current 

The high voitase condenser consists of two small sized copper-plated jars of .001 micro- 
farads each, which are shunted across the secondary terminals of the transformer. 

The oseillalion transformer has two flat spiral coils made of copper strip wound edgewise, 
the primary winding being connected in series with the spark gap circuit and the secondary 
grinding in series with the antenna circuit. The correct number of turns in either winding 
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for the standard waves is obtained by means of a small clip contact attached to a flexible 
lead. The positions of the 300, 450 and 600 meter waves at the primary winding are clearly 
marked and the contact clip must be shifted by hand fOr each change of wavelength. 

The aerial tuning inductance also consists of a flat spiral copper strip wound edgewise 
on an insulating base, the inductance being varied by a flexible lead and contact clip. 

Instead of an aerial ammeter, a resonance indicator is connected in series with the 
antenna circuit It consists of a small glow lamp shunted by a loop of wire upon which 
bears a sliding contact. By regulating the length of the shunt circuit, the proportion o< 
current flowing through the lamp can be carefully regulated. 
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The shor$ wave condenser consists of two .001 microfarad condensers connected in series 
which are shunted out of the circuit by a knife blade switch. This switch also connects the 
aerial to earth for protection against lightning. 

The type I aerial changeover switch furnished with this set is fully described in Para- 
graph 155. This switch in the transmitting position: 

(1) Closes the alternating current circuit to the transformer; 

(2) Closes the field circuit to the generator; 

(3) Disconnects the aerial from the receiving tuner primary; 

(4) Places the detector, head telephone and secondary of the receiving tuner 
on short circuit 
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Fig. 266<1 — Complete Wiring Diagram of the H K. W. Cargo Transmitjmg Set with Type 112 Receiving 

Tuner and Type I Aerial Chaiigeover Switch. 



In the receiving position the reverse operations are performed. 

The remainder of the type P-9 equipment comprises a type C transmitting key, type 112 
receiving tuner and a pair of 2,000 ohms D. H. receivers. 

In addition, lead-covered wire, rubber-covered wire and copper tubing is supplied for 
connecting up the apparatus. 

The type 112 receiving tuner is described in detail in Paragraph 156. 

(6) Installation, The main D. C. line to the motor generator and hand starter is inter- 
rupted by a 30 ampere knife blade switch which is fused for 20 amperes. This is placed in a 
position convenient to the operator. 

The blades of the switch are connected to studs No. 1 and No. 2 of the terminal board 
with No. 14 lead-covered wire. Stud No. 3 of the terminal board connects to one terminal 
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of the type C key; the other key terminal connects to terminal No. 12 of the type I switch. 

Terminal No. 11 (type I switch) connects to stud 6 of the terminal board. 

Stud No. 4 pf the terminal board connects to terminal No. 10 of the type I switch. 

Terminal No. 7 of the type I switch connects to stud No. 5 of the terminal board. 

In order to conduct induced currents to earth, the lead coating of the wires is thoroughly 
connected to the earth wire. 

The antenna lead-in insulator is connected to the type I switch contact marked "ANT 
C'K'T" by means of quarter-inch copper tubing. 

The type I switch contact marked "OSC C'K'T" is connected to the switch blade terminal 
of the short wave condenser. 

All other connections to the type I switch are firmly soldered in special lugs provided for 
the purpose. The copper tubing is supported by two standard lighthouse type of insulators 
supplied by the Marconi Company. 

The ground stud on the frame work of the transmitting apparatus is connected to earth 
by a zinc strip one-half inch in width. 

Terminal No. 1 of type I switch is connected to binding post marked "Aerial" or "ANT" 
on the receiving tuner. 

The tuner binding post marked "Ground** or "GND** is connected directly to the earth. 

The left telephone binding post is connected to the terminal No. 5 of the type I switch. 

The right telephone binding post is connected to terminal No. 2. 

On the type 112 receivers with serial numbers from 2 to 13 inclusive, the small binding 
post marked "Detector" (located beside the primary tap switch) is to be connected to terminal 
No. 4 of the type I switch ; but on receiving tuners with serial numbers from 14 up, the 
binding post marked "Detector" or "DET" opposite the telephone binding post is to be con- 
nected to terminal No. 4 of the type I switch. 

The three dry cells are connected to the battery binding posts on the receiver as shown in 
Fig. 266d. The receiving apparatus is connected with No. 18 rubber-covered solid wire. 

(r) Adjustment, After the transmitting set is connected to the power mains, aerial switch, 
etc., the first adjustment is to be made at the electrodes of the rotary gap. 

(1) Lower the stationary electrodes by unscrewing the adjusting nut at the 
top (one at a time) until they touch the electrodes on the disc; then turn 
the adjusting screw to the right until the electrodes just clear those on 
the rotary disc, when the latter is turned over by hand. The proper 
separation is from .005 to .01 of an inch. Be sure that the engaging pin 
on the stationary electrode is properly seated. 

(2) Next close the main D. C. line switch and start the motor generator by 
drawing the starting handle over slowly. 

(3) Close transmitting key and shift the mu£Bing drum carrying the stationary 
spark electrodes until the note is dear and musical. 

(d) Tuning. The set is tuned to the three standard waves as fallows: 

(1) Set contact clip on the primary coil of the oscillation transformer at the 
desired wave length (the position of the tap for each of the three standard 
waves is plainly marked on the coil). 

(2) To insure accuracy, check back the wave length of the closed oscillation 
circuit by a wavemeter. 

(3) Set the primary coil of the oscillation transformer at an angle of about 50"* 
to the secondary. 

(4) Cut in 4 or 5 turns at the secondary winding. 

(5) Add turns at the aerial tuning inductance until the resonance indicator 
glows brightly. 

(6) If glow lamp becomes excessively incandescent, turn the small shunt 
switch counter clockwise. 

(7) Continue changing the antenna inductance until the indicator shows a 
sharp maximum. 

. (8) Then draw the primary winding further away from the secondary and 

slightly retune the antenna circuit. 
(9) The set generally will be properly tuned when a slight change in coupling 

or antenna inductance causes a decrease of the antenna current. 
(10) If the coupling proves too close with the primary winding at right angles 

with the secondary, cut out turns in the secondary and add turns at the 

aerial tuning inductance until resonance is obtained. 
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When connected to aerials having natural wave lengths between 250 and 300 
meters, these sets will give antenna current of from 3 to 4 amperes, which will 
permit communication over several hundred miles. 

202. Aerial Current and Reduction of Power. — In order to familiarize 
operators with the approximate values of aerial current to be expected from the 
different Marconi transmitters at the three standard waves, the following table 
is appended. Different values will be obtained with different aerials but those 
given may be considered as a good average: 

Type of Transmitter. 300 meters. 450 meters. 600 meters. 

2K.W.500cycle 3 to 5 amperes 9 to 13 amperes 12 to 17 amperes 

^ K. W. 500 cycle 2 to 4^ amperes 5 to 7 amperes 5^ to 8 amperes 

1K.W. 60 cycle 1^ to 3 amperes 5 to 7 amperes 

1^ K. W. 120 cycle 1^ to 3 amperes 5 to 7 amperes 

2 K. W. 240 cycle 1^ to 3 amperes 5^ to 8 amperes 

^ K. W. 500 cycle lto2 amperes 3 to 4 an^>eres 

(o) Reduction of Power. The International Regulations require that the 
transmitter be constructed to permit the power to be reduced progressively from 
maximum to zero. The United States regulations permit the power to be reduced 
in certain types of sets by reduction of the coupling between the primary and 
secondary windings, which reduces the antenna current. 

In the quenched gap sets, the power is reduced {I) by cutting out the gaps, 
(2) by reduction of the generator voltage or (3) by lowering the coupling if 
necessary. The power of the synchronous spark sets is reduced by reduction of 
the coupling between the primary and secondary windings of the oscillation trans- 
former {thereby reducing the antenna current) or by lowering the generator 
voltage. 

In order to secure a uniform spark discharge under reduced power, it may 
be necessary with synchronous spark sets to slightly readjust the position of the 
stationary electrodes. 

Certain types of transmitting sets are provided with primary or secondary 
reactance coils which reduce the. primary or secondary current to a minimum 
value, but there is an objection to reducing the power in this way because a total 
readjustment of the gap and secondary voltage is required for clear tones. 

In sets like the Marconi 2 K. W. 240 cycle transmitter or the 1 K. W. 60 cycle 
transmitter, the antenna current is reduced by turning the secondary winding of 
the type A oscillation transformer at right angles to the primary winding or at 
any intermediate position. (See curve Fig. 245A). 

203. General Instructions for the Panel Sets. — Operators in the Marconi 
service are urged to give careful attention to the following general instructions 
for the care and maintenance of the panel transmitters : 

(1) Observe the oil containers of the generator and motor bearings frequently 
and keep them well supplied with oil. Opea small petcock occasionally 
for test. 

(2) Keep close watch on the spring contacts of the aerial changeover switch 
for looseness of contact 

(3) Wipe the insulating rods of the panel board frequently with a slightly 
oiled cloth to prevent the accumulation of dust or moisture. 

(4) Make daily test of the reading of the aerial ammeter. Vary the in- 
ductance of the aerial tuning inductance slightly to compensate for vary- 
ing sag of the wires. 

(5) Make daily test of the auxiliary battery or auxiliary set. Keep batteries 
fully charged. 

(6) Tighten up all nuts and bolts on the panel board frequently. 

(7) Take up the adjusting nut on the quenched gap a fraction of a turn now 
and then. 

(8) Keep brushes o» the motor dean. 
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(9) Keep close watch on the dead-end switch wpiing contacts of the receiving 
tuner. Also keep metal sectors on the rubber rod and the brushes dean. 

(10) If aerial ammeter bums out, disconnect it completely from the thermo 
couple. If necessary place a shunt around the heater terminals. 

(11) If the resistance coils in series with the solenoid windings bum out, 
substitute two 16 C. F* lamps connected in paralleL Should the plunger 
on the automatic starter not rise when the starting switch is dosed, raise 
it by hand and block it in position with a stick of wood, for temporary 
operation. At an opportune time examine the resistance coil in series 
with the solenoid winding. 

(12) Oil bearings and gear wheels of wave length and coupling adjustment 
with a few drops of 'thin oiL 

(13) In so far as possible protect set from moisturo at all times. When 
sparking takes place at the safety gap, readjust rotary gap or use less 
plates at the quenched gap. 

(14) Do not under any circumstances exceed th« power rating of the set. 

(15) For broad interfering wave use close coupling and full power input. 

Although the circuits and description of the various parts of a complete panel 
transmitter when treated in detail may appear raAer complicated to the beginner, 
he should bear in mind that these senders are entirely automatic in operation. 
In fact, during practical operation, in order to change the apparatus from a 
transmitting to a receiving position, the operator is only required to shift the 
position of the antenna changeover switch. 

Moreover with the panel sets, the length of the radiated wave can t)e instantly 
changed from one \o the other of the three standard waves (300, 450 and 600 
meters) by merely throwing a switch. 

One skilled in the knowledge of td^raphy could learn to manipulate a 
transmitter and receiver within a day's practice, but more detailed knowledge of 
the circuits is required on the part of the operator, in order that he may be able 
to cope with such troubles as may arise at sea. 






PART XIII. 

MARCONI DIRECTION FINDER OR WIRE- 
LESS COMPASS AND ITS 
APPLICATION. 

204. In General. 205. Description of Equipment. 206. 
The Direction Finder Aerials. 207. The Circuit Com- 
plete. 208. The Tuned Buzzer Tester. 209. How Cur- 
rent Is Induced in the Looped Aerials. 210. Direction 
OF Magnetic Forces Within the Goniometer, 211. Gen- 
eral Instructions for Operation of the Direction Finder. 
212. To Find the Direction of a Radio Station. 

204. In General. — The radiogoniometer or direction Under is a specially 
designed receiving apparatus for determining the direction of a wireless tele- 
graph transmitting station at a given receiving station. The device was primarily 
intended as an aid to navigation, enabling the officer of a vessel to make observa- 
tions and establish his position independent of weather conditions, such as fog, 
etc. It is applicable in many other ways also and can be employed to advantage 
by armies and navies; by means of it a hostile wireless station may be definitdy 

located, or the direction of the enemy's 
battleships while in radio communica- 
tion, "sensed." 

Government inspectors are likewise 
enabled to "round-up" interfering ama- 
teur stations by using the direction finder. 
The apparatus is even of considerable 
value for ordinary receiving purposes 
(short range work), for it allows the re- 
ceiving operator, when the ether in a 
given locality is congested, to "screen out" 
unwanted wireless telegraph signals. 

The Marconi direction finder is an 
adaptation of the apparatus originally 
evolved by Messrs. Bellini and Tosi; 
however, the device as produced by 
these inventors was not adapted to 
1 ship work. Improvements were made 
by the Marconi Company and equip- 
ment is now turned out in a form en- 
Fi,. !6?-The s«iio Goniometei. tlrely satisfactory for use by naviga- 

tors, giving, as It does, a high degree 
of accuracy. 

205. Description of Equipment. — The complete equipment consists of a 
goniometer with the necessary appliances for control as in Fig. 267, a tuned mre- 
tess telegraph receiver shown in Fig. 268, a tuned busser tester as in Fig. 269, 
and on angle divider as in Fig. 270. 
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206. The Direction Finder Aerials. — A distinctive feature of the direction 
finder equipment is the use of two closed circuit looped aerials having the form 
of an isosceles triangle as shown in Fig. 271. These aerials bisect each otUer at 
right angles and also hold an angle 
of 45° with the bow and stem line 
"1 of the vessel, 
, It ii important that the aerials be 

placed in a somewhat clear space on the 
deck and that the two loops have identical 
dimensions. The wires should be held 
taut and Srmly in place. The current col- 
! lected by the aerials, from the advancing 
' electromagnetic waves, is made to flow 
^ through a specially designed set of excita- 
! tion coils, setting up a magnetic tield which 
acts upon a third coil known as the ex- 
ploring coil. The latter coil carries a 
pointer which moves over a 360° scale and 
gives the sense of direction of any trans- 
mitting station. This portion of the ap- 
paratus is known as the goniometer, the 
windings for which arc clearly shown in 
he Direction the photograph. Fig. 272. It will be re- 
ferred lo again hereafter, 
'iew of the two triangular aerials as previously described, 
) the bow and stern line of a given vessel (marked B 



Fig. i«8— The Tuned Keci 



The sketch, Fig. 273, is a plan 
ihowing their relative positions t 
and S). 

Before entering into a detailed explanation of the circuits, the diagram in Fig. 274 
should have consideration. Let A and B represent two sides of a single loop of the direc- 
tion finder aerial, and the arrows, the direction of the flux in a passing wireless wave ; 
then, this loop receives the maximum induction when its plane bears the position, to the 
passing wave, shown. Furthermore, a little study of the diagram will show that the current 
set up by this flux in side A, is in op- 
-1 position to that «W uP An side B ; but if 

the two sides ofitbc loop are spaced a 
certain dv$tance apart, the current in- 
I 'duced in %i8e B will attain maximum 
amplitude an instatit later than in side 
A; hence, an electric current, the re- 
sult of the two E. M. F.'s flows around 
the loop A, B, The magnetic flux 
generated thereby, in the coil L, acts 
inductively upon the exploring coil L-2 
the resulting oscillations being rectified 
1>y the detector and associated appa- 
ratus, and -made audible in head tele- 
phones in the usual manner. 

It is plainly evident that both sides 
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of the loop A, B, are acted upon equally and at the same instant when its plane is at a right 
angle to the plane of the advancing wave. Equal and opposing electromotive forces will, there- 
fore, be induced in both legs, resulting in no flow of current 

//, hoxutver, the loop A, B, it acted upon at any other angle than a right angle, an elec- 
tromotive force will be 
induced, the intensity of 
which varies as the co- 
sine of the angle which 
the advancing flux 
makes with the loop. 

The description juit 
given does not take into 
account the phenomena 
involved when both 
loops are employed and 
the consequent effect on 
the goniometer coil. This 
will be explained in a 
later paragraph. We 
shall first proceed to a 
description of the direc- 
tion Under complete. 

207. The Circuit 
Ccnnplete. — Careful 
inspection should he 
made of the diagram of 
connections in Fig. 27S. 
The triangular loop 
aerial, A, B, is connected 
in series with the vari- 
able condenser K and to 
the excitation coil L. 
The loop aerial C, D, is 
connected in series with condenser K-l and the excitation coil L-1. The condensers K and 
K-1 have identical values of capacity and their capacities are altered simulUneously by a 
handle mounted on the top of the box as shown in Fig. 267. 
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Fig. 373— Detail of the S^dio Goniometer. 




.n Fiadcr ActJala. 



258 



PRACTICAL WIRELESS TELEGRAPHY. 



The inagnetic field produced by the coils L and L-1 combine ind act upon the exploring 
coil Lr2, the position of which wHl be more clearly understood from the photograph, Fig. 
272^ whidi also shows the rectangular coils to be connected to the loops of the aerial The ex- 
ploring eoil is placed inside the antenna coils and is turned by the handle on the top of the set. 
The oscillations induced in L-2 by the oscillatory current flowing in the coils L and L-1 is 
transferred to the inductance coil of the local detector circuit L-4 by the coil L-3. 

The coil L-2, the variable condenser 
V, and the coil L-3, constitute an inter- 
mediate circuit similar to that employed 
m the well-known Marconi valve tuner. 
The coupling between the coils L-3 and 
L-4 is varied by a knob mounted on the 
side of the tuned receiver. 

The detector circmt consists of the in- 
ductance coil (of fixed value) L-4; the 
billi-condenser V-1 in shunt; the fixed 
condenser and the head telephones H; 
the potentiometer P and the battery B. 
Two detectors are employed for this set; 
one a crystal of carborundum, the other 
a crystal of cerusite; either one of which 
may be connected in the circuit as de- 
sired. When the cerusite detector is in 
use, the battery and potentiometer are citt 
out of the circuit 

208. The Tuned Buzzer Tester.— 

The direction finder equipment also in- 
cludes a tuned busser tester which may 
be set to radiate waves either 300 or 600 
meters in length. The buzzer box has 
four holes, one in each comer, through 
which the four leads from the two looped 
aerials pass. These holes are marked S F 
(Starboard Forward), S A (Starboard 
Aft), P A (Port Aft) and P F (Port 
Forward). Care should be taken to bring 
the corresponding leads from the loop 
aerials through the proper holes. The 
leads for both aerials are now inipductive 
relation to the tuned buzzer circuit ; hence, 
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the aerials and in fact the entire apparatus inay be preadjusted to the two standard wave 
lengths, assuring that a sender transmitting on one of these waves will be heard 

It is sufficient for the time being to say that for the practical operation of the apparatus, 
the aerial circuit, the intermediate circuit, and the local detector circuit must be accurately 
tuned to resonance and to the incoming waves. The exploring coil is then turned on its 
axis until the ^maximum strength of signals is secured in the head telephones. The pointer 
attached to the coil L-2 will then lie in the direction of the transmitting station. 

We shall now explain the induction of current in the two looped aerials by an advancing 
electromagnetic wave. 

« 

209. How Current is Induced £n the Looped Aerials. — If the waves from 
a given transmitting station. Fig. 273, advance in tibe general direction E, oscillating cur- 
rents will be Induced in the loop C, D, but none in loop A, B. To obtain the maximum 
induction from these oscillations, the exploring coil must, in this case, lie parallel to the 
goniometer excitation winding connected to the terminals of the lo(H> C, D. 

Again, if the waves advance in the direction EA, the induction on the loop A, B is maxi- 
mum and on C, D nil. Hence, the exploring coil must now lie parallel to the goniometer 
winding connected to the loop A, B to receive the maximum induction, and the pointer will 
lie along the direction £-1. 

// the waves advance in the direction E-2, both loops are acted upon simultaneously and 
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equally, and an oscillatory current Hows through both excitation windings of the goniometer. 
The magnetic fields set up by the two coils combine and produce a resultant Held from 
which the maximum induction will be obtained in the detector circuit, when the pointer of 
the exploring coil lies parallel to a Une drawn midway between C and D, A and B {dotted 
line). 

But let the waves arrive in the direction £-3 ; in this case the loop A, B will receive the 
maximum induction of the advancing wave while the loop C, D will be acted upon feebly. 
To obtain the maximum induction from the resulting magnetic field, the goniometer coil 
will be in such position that the pointer will lie along the direction E-3. 

210. Direction of Magnetic Forces Within the Goniometer. — Fig. 277 

outlines the production of the magnetic field within the goniometer when both aerials 
are acted upon by the advancing wave simultaneously. It should be remembered that in 
order to induce the maximum current in the detector circuit, the exploring coil is always 
at right angles to the magnetic field within the goniometer windings. This is shown in 
the diagram, Fig. 276, which is in fact a plan view looking d^wn from the top on a single 
coil connected to one of the loop aerials. The direction of the magnetic lines of force with 
a given direction of current and the corresponding position of the exploring coil for maxi- 
mum induction is clearly mapped out as well as the position of the pointer on the scale and 
its mounting relative to the coils. 

Fig. 277 is a plan view looking down from the top on the two coils of the goniometer 
showing, by the dotted lines, the resultant magnetic field when both aerials are acted upon 
simultaneously and with equal intensity. If current flows in the coil A, B only and in the 
direction shown, the corresponding magnetic lines of force will take the general direction 
of the inside loops (the N and S polarity being as indicated). And again, if only the loop 
C, D is acted upon by the advancing waves, then the general direction of flux in the 
corresponding goniometer coil will be that shown. But when current flows in both coils at 
the same time, it is clearly seen that the corresponding fluxes are at right angles and a 
resultant field is produced which will take the paths F and F-l and the pointer on the coil, 
for maximum induction, will lie in the direction P and P-1, The exploring coil must, there- 
fore, be in the position shown to receive the maximum induction from the resultant mag- 
netic field. 

211. General Instructions for Operation of the Direction Finder. — (1) As 
a matter of convenience, the box containing the goniometer coils and the variable condenser, 
should be so placed that the zero position on the scale coincides with the bow and stem line 
of the vessel. 

(2) The tuned buzzer circuit is then set into operation at either 300 or 600 meters, de- 
pending upon which wave-length it is desired to receive. 

(3) The coupling knob on the tuned receiver is turned to 90*. 

(4) With the buzzer in operation, the condenser connected! across the intermediate 
circuit and the billi-condenser are altered in capacity (simultaneously adjusting the de- 
tector) until maximum response is secured in the head telephones. 

(5) When the foregoing adjustments have been made, the capacity of the condenser in 
the antenna circuit is altered by the knob on the top of the goniometer box until a still 
greater response in the head telephones is obtained. It may then become necessary to 
slightly readjust the values of capacity in use at the intermediate circuit condenser and the 
billi-condenser. 

(6) When the two loop aerials are in use and the 'buzzer is in operation, the loudest 
signals are obtained from the buzzer when the pointer is at zero. The signals should 
gradually decrease in strength as the pointer is moved toward the 90** position. , 

(7) When the two aerials are in use, zero signals should be obtained when the pointer 
is in the position 90*-90*. 

(8) When one of the aerial loops is disconnected by means of the switch on the top of 
the goniometer box, the maximum signal is received with the pointer at 4S*-13S* in one 
direction and the zero signal with the pointer 45°-135° in the opposite direction. The re- 
verse condition takes place when the second loop is in use alone. 

(9) If, when the loops are thus tested singly, it becomes necessary to alter the capacity of 
the intermediate or the billi-condenser for maximum response, it is a positive indication 
that the loops are unsymmetrical and therefore out of balance. Identical positions of con- 
denser capacity should be obtained on both loops. Steps should be taken immediately to 
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correct this error which undoubtedly lies in the aerial. A slight compensation for this un- 
symmetrical condition may be made at the variable condensers insid<e the box by means of 
two small adjusting screws. 

(10) The strength of the signals in one loop should be identical with that in the other. 
If not, a bad connection probably exists in one of the aerials. 

212. To Find the Directions of a Radio Station. — (1) The station whose 
direction is to be determined if not already in the. act of sending, should be called and 
requested to send a test letter for two or three minutes, making sure to disconnect the two 
looped aerials of the direction finder by switches mounted on the top of the goniometer 
box during the sending period. 

(2) When a reply is received (on the ordinary receiving equipment), the ship's trans- 
mitter and receiver are put out of action, even to the disconnecting of the flat top aerial 
from the earth, which, if left in the circuit, will seriously affect the accuracy of the goni- 
ometer reading. 

(3) Next close the two switches for the loop aerials and swing the direction finder 
handle until the maximum strength of signals is obtained in the head telephone. This should 
not be a difficult adjustment, as the apparatus has previously been adjusted to the maximum 
degree of sensitiveness and to the standard wave length adjustment by means of the test 
buzzer. The pointer will now indicate on the goniometer scale the general direction of the 
transmitting station from which signals are being received, that is to say, it shows the 
direction with respect to the bow and stern line of the vessel. 

(4) If the signals received are not sharply defined, having about equal strength over 
a considerable portion of the goniometer scale, the positions should be noted where the 
signals fall to zero (above and below maximum) and a mean of the two readings taken. 
The mean reading is obtained by the angle divider furnished with the set. 

(5) Before transmission is again resumed, care should be taken- to disconnect the two 
loop aerials trom the goniometer by means of the switches previously described, and also 
to put the detector switch at zero. 

It should be understood that the direction finder only gives the sense of direc- 
tion in reference to the bow and stem line of a vessel and not the geographical 
direction of the wireless station, which, of course, must be obtained by the readings 
of the standard ship's compass. More clearly, the direction finder gives the angle 
which the advancing wave from the transmitting station makes with the center 

line of the vessel. 

For instance, if the pointer of the direction finder indicates that the general direction 
of the transmitting station is 20^ off the port bow, it does not show whether that station 
is 20** to the port bow or 20® to the starboard quarter. In the case of land stations there 
need be no doubt concerning this, as it is generally known whether the station is to the 
port or starboard side of the vessel. There can never be much doubt as to whether a ship 
is approaching or receding from a land station, for by the reverse interpretation, the land 
station would be located at sea — ^an obvioius absurdity. 

If, in case of a heavy fog, the signals from another ship indicated that it bore a direc- 
tion over the bow and stem line of the vessel, and the signals from the ship became of 
gradually increasing intensity, it, of course, indicates that the ships are approaching each 
other, but does not show whether bow-on, or in the same general direction. A wireless 
message sent to the ship asking her course, would of course, remove all doubt and enable 
the navigator to avoid a collision. 

Readings may be taken simultaneously of two land stations, and the position of the 
vessel located by well known navigation methods. Readings may be taken from a single 
station and the ship moved forward in a straight course to a definite distance and a second 
observation made. The data obtained in this manner is sufficient to establish the position of 
the vessel. 

An interesting application of the direction finder is the assistance it gives in locating a 
distressed vessel in foggy weather or after darkness. After the distress signals have been 
received, the position of the distressed vessel transmitted and certain information given to 
the relief vessel to enable the commander to know what direction he shall take, the distressed 
vessel is then asked to make the test letter **V", or any other prearranged signal. The direc- 
tion finder of the relief vessel is then put into operation and the general direction of ^^^ 
signals of the distressed vessel obtained. 
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The relief vessel is then swung by the helm until the bow and stern line of the vessel 
coincide with the position of the pointer on the direction finder where maximum signals are 
obtained. In this manner, the relief vessel can be kept on a direct course and the distressed 
vessel located in the quickest possible manner. 

When entering ports like New York harbor, where the atmosphere is at times congested 
with wireless traffic, the direction finder has been employed in a most efficient manner for 
eliminating unwanted signals. First one loop is thrown in the circuit; if the station desired 
is not heard, the second loop is thrown in and a test made. If the signab are received on 
this loop, 50 per cent, of the local interference under some conditions may be wholly elimi- 
nated, or at least detuned to such an extent as to be negligible. Or, if desired, hoih loops 
of the direction finder may be employed, and the pointer of the goniometer set in the direc- 
tion of the station from which signals are being received. It is certiuii that in this direction 
the maximum strength of signals will be received, and those of all other stations not on the 
same general line will be reduced or wholly excluded. 

Under favorable conditions, bearings may be taken with the direction finder mthin two 
or three degrees of accuracy; the error due to the instrument itself does not exceed 1 degree. 
The rai^e of this apparatus with a carborundum detector is from 40 to 50 miles, but with a 
cerusite detector it may be extended to 160 or 170 miles, which is aDy)le for navigation 
purposes. 

The direction finder has been found applicable to the reception of long wave length 
signals over great distances. Recent tests with this aerial were carried out by the Marconi 
Wireless Telegraph Company of America, at their transatlanHc receiving station, located 
at Belmar, N. J., U. S. A. The direction finder loop aerials were erected on a 450-foot 
mas^ and the receiving apparatus designed to be responsive to waves inclusive of 10^000 
meters. With a receiver responsive to undamped osdllations, daylight signals were re- 
ceived from the Marconi Stations at Carnarvon, Wales, and Clifden, Ireland; also from 
the German stations at Nauen, Germany, and Hanover, Germany. The direction of these 
stations was readily found with a notable degree of accuracy. 
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213. In General. 214. The Arc Generator. 215. Signal- 
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System for the Production of Continuous Waves. 
220. The Pliotron Oscillator. 

213. In General. — Progress in the United States in the development of 
sustained oscillation generators has been particularly marked during the past few 
years. 

In fact, by the use of undamped wave apparatus the transmitting range of 
high-power stations has been materially increased; and in view of the wide- 
spread interest in continuous wave equipment, the fundamental circuits 
and operation of some of the more important systems will be briefly described 
and explained. 

Sustained waves are defined as the waves radiated from a conductor in which alternating: 
current flows. The terms "undamped" "sustained" and "continuous" are often employed 
synonymously and are presumed to indicate oscillations of continuous amplitude and constant 
formation in contrast to "discontinuous" oscillations which occur in groups of 200 to 1,000 per 
second, and are obtained by the recurring charge and discharge of a condenser across a 
spark gap. A slight distinction in the use of these terms should be made, as electrical 
oscillations may be continuous in the sense that they are not broken up into distinct groups 
but the successive cycles may vary in amplitude, an example being the type of oscillations 
generated by the arc 

Continuous waves are set into motion by: 

(1) The radio-frequency alternator such as the Alexanderson and Goldschmidt 
types. 

(2) The Poulsen or Duddell arc generator. 

(3) A battery of vacuum valve tubes, such as the General Electric Pliotron oscil- 
lators. 

At the writing of this volume, marine wireless telegraph sets are fitted with discontinuous 
wave transmitters, almost exclusively, but high power stations employ either continuous or 
discontinuous wave apparatus. One reason why continuous wave transmitters have not been 
universally adopted for ship service is accounted for by the fact that the apparatus for the 
production of continuous oscillations (or waves) generally involves mechanical and electrical 
problems difficult to surmount or else the apparatus is too intricate or cumbersome to be 
installated aboard ship. It is therefore safe to predict that discontinuous wave apparatus will 
be employed in this branch of radio communication for some time to come. 
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214. The Arc Generator. — A simple system for generating continuous 
oscillations is the arc generator, the circuits of which are shown in Fig. 278, 
where an arc gap of copper and carbon electrodes A, B, is shunted to the terminals 
of a 500 volt direct current dynamo. In this diagram C-1 and C-2 are iron core 
inductances which prevent the oscillations of radio-frequency discharging back 

into the generator. C 
is the usual con^ 
denser of the closed 
oscillation circuit 
and L the variable 
inductance. In the 
usual manner, the 
oscillations generat- 
ed in this circuit are 
transferred to the 
antenna circuit by 
means of an oscilla- 
tion transformer. 

The functioning of 
this apparatus is as 
follows : When the 
electrodes of the arc A, B, are first placed in contact and then given the correct separation, 
considerable difference of potential exists across the terminals as can be shown by a volt- 
meter. Accordingly a certain amount of current flows uito the condenser C which receives 
a charge. The charge taken by the condensers robs the arc of some of its current, which 
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Fig. 278 — Fundamental Diagram of the Poulsen Arc Generator. 
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Fig. 279— <:omplete Circuits of a Modern Arc Transmitter. 

further increases the potential across the arc and places a still greater charge on the con- 
denser. When fully charged, the condenser discharges across the arc gap and lowers the 
arc voltage. This decrease of arc voltage also assists the discharge of the condenser mate- 



266 3KACTICAL WIRELESS TELEGRAPHY. 

rtally and due to the inertia of the oscillation circuit, the condenser will continue to discharge 
in the opposite direction, qr, in other words, an alternating current will flow through tht 
otcillation circuit Due to the fact that direct current is constantly supplied to the arc and 
condenser, this proqess of charge and discharge continues so long as the arc is in operation, 
and the rcsultaiit frequency of oscillation is' approximately that due to the inductance, 
capacity, and resistance ai -the condenser circuit The osdllations flowing in this circuit 
are transferred to the aerial wires from which part of their energy is radiated in the 
form of eontinuoiit waves. 

It is found that enclosing the arc gap in an airtight chamber and feeding it with hydrogen 
gas, alcoholic vapors or even' steam tends to increase the potential difference as well as to 
prevent the arc blowing out. It has been determined further that powerful electromagnets 
mounted at a right angle to the arc, tend to increase the potential differeace and, at the 
same time, cause the arc electrodes to bum more evenlyn For continuous operation, and 
to prevent overheating) the containing chamber and the arc electrodes must be cooled by 
water drculatioo. ^ '.'.•: 

In the latest -jtaval installations, the arc gap is connected directly in series 
with the antenna xizcuit as shown in Fig. 279, which is a duplicate of the con- 
nections of the U: S, Naval Station at Radio, Va., and other naval stations. It 

is claimed that con- 

^— necting the arc in this 

\ I way has increased the 

\ raiige of such trans- 

■ mitters to a remark- 

\ able degree, and that 

the operation of the 
^ system as a whole has 

C been simplified. 

S ^3 Referring to the dia- 

C aram (Fig. 279) : The 

t^ choking inductances are 

indicated at C-1 and C-2; 
the regulating resistance 
for the arc shown at R 
is connected in series 
with the blow-out mag- 
nets placed at right angles 
to the arc A source of 

direct current of 500 

• ^s volts is connected to the 

"= arc gap, the pltu pole of 

which is constructed of 
copper, the nanus pole of 
cMhon. 

An arc transmitter of 
this type is adjusted for 
operation as follows : 
The arc is struck at low 
' voltage by connecting 
large values of resist- 
ance in the circuit at R. 
The gap is then length- 
ened out and the voltage 
increased until the aerial 

Kg. 280— Detiiri »nd ConneMions at tbe Alexandenon Radio Frequency ^'"."^ indicates a 

AlternMor. maximum reading. It »j 

. noted that a critical 

length of arc gap gtves the maximum value of antenna current and this is the adjustment 

always to be aimed for. 

The condenser shunted across the arc (Fig. 279) acta as a by-pass for the radio-frequent 
currents flowing in the antenna circuit 
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215. Signalling with the Ate TranMutter. — It is obvious that a telegraph 
key cannot be placed in series with the arc gap for signalling and, in consequence, 
the fonnation of the Morse characters is usually-effected by changing the in- 
ductance of the antenna circuit at coil L-1, Fig. 2/9. When the lever of the key 
K is released, the radiated wave, for example, is 6,900 meters in length, but upon 
pressing the key, a few additional turns of wire are inserted in the antenna circuit ; 
the wave length thus is increased to 7,000 meters. , Now if the receiver is tuned 
to the wave radiated by the transmitter when the key is closed (^jOOO meters), the 
wave radiated, when the key is open (or when the key lever is. Up,),- will not be 
heard in the receiving telephone, hence the Morse characters are formed at 
the sender and easily distinguished at the receiver. 

The wave radiated when Ike key is released is termed the "compensation" wave, but the 
second wave is termed the "signalling wave." In stations employing this system of signalling, 
it is difficult to distinguish the signals of the sending wave unless very careful resonant 
adjustments are made at the receiver, otherwise a mixture of the two radiated waves is 
obtained, which cannot be deciphered. 

An imporUnt feature of the arc system is the ease by which the length of the radiated 



Fig. 280*— The 2 K. W. 100,000 Cycle ALexandersan Alternator. 

wave can be changed. This can be instantly effected by simply adding or subtracting nirns 
at the aerial tuning inductance. 

Undamped wave transmitters of the are type operate most efficiently at wave lengths in 
excess of 3,000 meters, and, in fact, the majority of arc stations operate at wave lengths in 
excess of 6,000 meters. Satisfactory tests have been carried otrt between the Darien 
Isthmus of Panama and San Diego, Cal., naval stations with arc sets at the wave length of 
18,000 meteia. 

Arc generators of 100 kilowatts capacity are in daily use. The radio station at Tucker- 
ton, New Jersey, under U. S. Navy control, employs a 100 K. W. arc set which, at the wave 
length of 7,-100 meters, gives antenna current of 150 amperes. Communication is eflected 
with the corresponding station at Hanover, Germany, during the favorable hours of the day. 

The U. S. Naval Station at San Diego, Cal., is filted with a 200 K. W. arc transmitter 
giving an antenna- currei^t, ef 120 amperes; otlier naval stations are litted frith 30 K. W. 
and 60 K. W. transmitters. The naval station under construction at .Cavite, Philippine 
Islands, will be fitted with a 3S0 kilowatt arc set -giving an antenna current of 200 amperes. 

Daylight communication between Radio, Va., and Darieri Isthmus of Falnama, and San 
Diego, Calif., has been Carried on- for a number of months.' ' ■ . •< 
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Certain battleships in tlie U. S. navy are fitted with 20 or 30 kilowatts arc transmitters 
operating at the wave length of 4,000 meters. These sets can intercommunicate over dis- 
tances of 2,000 miles in daylight 

216. The Alexanderson High Frequency Alternator. — ^A 2 K. W. alter- 
nator (Fig. 280-a) has been developed by the General Electric Company which 
generates current at a frequency of 100,000 cycles per second, the rotor of the 
alternator being driven at a speed of 20,000 R. P. M. In this particular type of 
generator both the armature and field windings are stationary, the rotor consist- 
ing merely of a steel toothed disc. Current at 15 amperes and 130 volts is 
obtained from the 2 K. W. machine, which may flow directly into the antenna 
circuit or may be induced therein by an oscillation transformer. In the inductive 
method, shown in Fig. 280, currents of radio-frequency flow through the primary 
winding of the oscillation transformer P, the secondary S being connected in 
series with the antenna. Signalling is accomplished by placing a telegraph key 
in series with the field winding of the alternator or by variation of the localized 
inductance in the antenna circuit, as with the arc system. 

In the diagram. Fig. 280, the excitation 
Held winding, F, consists of a single coil, 
wound inside the frame of the entire ma- 
chine. The rotor is a toothed disc with 
300 projections, the space between teeth 
being filled with a non-magnetic material 
to cut down wind friction. 

The armature coils, R, R, consist each of 
a single turn of wire wound zigzag in 
slots, and any consecutive pair may be said 
to constitute a pair of coils of one turn 
each. 

Current is induced in the armature coils 
as follows: When a tooth on the rotor 
comes opposite the armature cores. A, B, 
the magnetic flux passes through windings 
R, R, but a minimum of flux threads 
through the coils, when the tooth lies be- 
tween two armature coils. Thus an oscil- 
latory current is induced in R, R, the fre- 
quency of which is determined by the speed 
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FIf. 281 — Showing the Fundamental Circuit of 
Radio-Frequency Control Device Developed by 
the General Electric Company. 



of the rotor and the number of field poles. 

A unique method for controlling the antenna current of an undamped transmitter has 
been developed by the engineers of the General Electric Company, the fundamental prin- 
ciple of which is shown in Fig. 281. In this system, a specially constructed, magnetically 
saturated, amplifying coil is connected in shunt to the radio-frequency alternator, and if a 
telegraph key is inserted in the direct current circuit as at K and proper adjustment made 
of the circuit connected to battery B, the effect of opening and closing the key is as 
follows : 

When the telegraph key, K, is up (the contacts at the rear of the lever closed), the 
iron core, by proper selection of ampere turns of the coil M-2, becomes magnetically satu- 
rated, and the self-inductance of the winding M-1 is practically that of a simple coil without 
an iron core. When the telegraph key is pressed and the control circuit of battery B opened, 
the iron core, in respect to the winding M-1 becomes magnetic, and its self-induction is at a 
maximum. In this position of the telegraph key, the voltage across the terminals of the 
radio-frequency alternator is maximum and maximum current flows in the antenna circuit. 
In this way the dots and dashes of the Morse telegraph code can be readily formed, and 
in fact, the signals may be transmitted at an extremely high speed with a practically non- 
arcing control. 

Practically no current is induced in the winding M-2 (the control winding) because 
it includes both legs of the core of winding M-1. It is necessary in this system that the 
ampere turns of windings M-1 and M-2 be practically equal. 

'Alternate arrangementa of thia circuit are in use, which are fully deicribcd in the April, 1916, 
Precaadingf of the Inatitute of Radio EncineeTi. 
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For the transmission of speech, a microphone transmrtter may be connected in the circuit 
of B and wireless telephony carried on at large powers. 

A photograph of a 75 K. W. high frequency alternator of the Alexanderson type appears 
in Fig. 282. Sp far, alternators of this capacity have been used for laboratory experiments 
only, but there'is no reason to believe that they will not prove a commercial success, at least 
at high power land stations. 

Radio- frequency alternators for the production of lower frequences, in the region of 
30,000 cycles per second, are less difficult to construct than the type just described, on ac- 
count of the reduced 
peripheral speed of the 
n. 60.000- \|/" armahire. Analtema- 

crating current at a fre- 
quency of 30,000 cycles 
per second would exdte 
an aerial having a natur- 
i al wave length of 10,000 
meters and provided the 
proper output could be 
obtained would be of 
great use for land station 
work, but an alternator 
having a normal speed of 
20,000 revolutions per 
minute obviously is not 
practical for continuous 
service at either ship or 
shore stations where a 
twenty-four-hour oper- 
ating schedule is in ef- 
fect. It is just, however, 
to state that high speed 
alternators such as the 
Alexanderson type are 
monuments of engineer- 
ing skill, and many me^- 
chanical and electrical 
problems, heretofore 
K considered impossible nf 

Tig. 2S3— Complete arcuit of Hie GoldKhmMt Alternator. solution, have been com- 

pletely solved. 
217. Goldschmidt Radio-frequency Alternator. — By adopting the simple 
principles of electrical resonance. Dr. Goldschmidt has designed an alternator 
which, by the use of a single armature, generates radio current at frequencies 
from 30,000 to 75,000 cycles per second. The great advantage of this alternator 
is the low speed of the-armature, which, even in the 200 K. W. sizes, does not 
exceed 3,100 R. P. M. 

It will be observed from diagram. Fig. 280, that in addition to the stator and 
rotor windings of the usual alternator, a number of external inductance coils 
and condensers are connected in both the shunt and rotor circuits, which are 
employed for tuning these circuits to several frequencies. In fact, by correctly 
proportioning the inductance and capacity, current at a frequency of 60,000 
cycles per second can be taken from the field winding, and if made to flow in a 
properly tuned antenna circuit will radiate waves, 5,000 meters in length. 

In the diagram, Fig. 283, the Held zoindings of the allemalor are represented at F (gen- 
erally referred to as the stator) and the armature winding at A known as the rotor. The 
armature inductance A and the condenser C-4 are shunted by the inductance L-3 and the 
condenser C-S. Similarly, L-3 and C-4 are shunted by condenser C-3. The values of C-4, 
L-3, C-5 and A are so chosen that either C-4 and A, or C-S and L-3 are in resonance to the 
initial frequency of the generator, that is to say, C-4 and A or C-5 and L-3 have identical 
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time periods and since they are connected in parallel, the period of the circuit remains 
unchanged and in resonance with the initial frequency of the alternator. The function of 
inductance L-3 and condenser C-4 is to place the armature on short-circuit at a given 
frequency. In fact, it would not be possible to completely short-circuit the rotor winding 
for radio-frequent currents by merely placing a short piece of wire across the terminals. 
However, by placing another circuit containing inductance and 'capacity of identical time 
period in shunt to the rotor, a complete short-circuit is effected. 

The circuit of the stator F, C-1, L-2 and C-2, are similar to those of the rotor A, but this 
circuit b tuned to twice the fundamental frequency of the alternator. Also, the distributed 
capacity of the antenna system takes the place of the condenser, C-3, of the rotor circuit 

The field winding of the stator, F, primarily magnetized by the source of direct current, 
B, has the dioking coil, L-1, connected in series to prevent the oscillations of radio-frequency 
flowing back to the exciter B. A regulating rheostat R permits close variation of the field 
current 

It will assist the student to gain an understanding of the operation of this generator^ if 
he will but consider the following well-known phenomenon : If a common alternating cur- 
rent generator armature revolves at such speed as to generate an initial current at a fre- 
quency of 60 cycles per second, and the field coils, for example, are mechanically rotated in 
the opposite direction at a similar speed, it is- plain that the relative motion is doubled and 
therefore the frequency will be doubled. It is also established that we might dispense with 
the revolving appliances for the field coils^ and pass an alternating current of a given 
frequency through a stationary field winding. 

If the speed of the armature is N^ revolutions per second and the frequency of the field 
current N cycles per second, there will be induced in the armature E. M. F.'s of two fre- 
quencies, one of N + N*, and another of N — N^. 

In case N and N^ are just equal, then, the frequency of the current induced in the arma- 
ture will be N -|- N^ or 2N, and N — N* or zero. Hence, if current of 60 cycles flows 
through a four pole field winding and the armature is driven at 30 revolutions per second, 
current at a frequency of 120 cycles per second will be generated in the armature. 

The student, having some knowledge of the fundamental principles of the induction 
motor, is well familiar with the fact that a rotating magnetic field is produced by an alter- 
nating current flowing through a stationary field winding. Such a current flowing through 
the stator of a generator, for instance, will give rise to two oppositely rotating magnetic 
fields of angular velocity corresponding to the frequency of the current, and if the speed 
of the armature is carefully adjusted to the velocity of the field, it will cut through one of 
these fields and thereby double the frequency, but it will be stationary in respect to the other 
field. 

By employing several generators to step-up the frequency, this principle might be ex- 
tended further. For instance,^ current of a certain frequency generated in the armature of 
generator No. 1 could be passed through this -field winding of generator No. 2 and by proper 
selection of armature speeds, the frequency would be doubled in the second generator, 
and to on. But, owing to the number of steps involved in such frequency transformation, 
there would be serious current losses which could not be compensated for. However, Gold- 
schmidfs alternator accomplishes this in a single armature and by adoption of the principles 
of electrical resonance, several frequencies are generated in the armature and field windings. 
The current of one of these frequences is selected and diverted to the anteiina system where 
part of the energy is radiated in the form of electromagnetic waves. 

The design of Goldschmidt's alternator is such that when driven at normal speed, the 
initial frequency of the current generated in rotor A is 15,000 cycles per second. Since the 
inductance and capacity of the rotor circuit are selected to. give it a natural time period of 
oscillation suitable to the fundamental frequency; an alternating current of considerable 

intensity flows (in .the ^rmatur^ windings A, C-4, L-3, C-S), 

' ' . . ,.'■'' *.,»■"'■•* 

The field of the rotor correspondingt to this frequency is composed of two component 
magnetic fields of equal intensity, which rotate in opposite directions In respect to the wind- 
ings of the rotor. The velocity of one of these fields is zero in respiect to the rotor, but the 
other travels at twice synchronous speed and, therefore induces \n^ the circuits of the stator 
an E. M. K ait a frequency of 30,000 cycle's per second (and .zei'o "frequency) (N -}- N and 
N — N or 2N and 0>. And since, the circuit F, C-1, L-2 and. C-2 is tuned to this frequency, 
current of considerable amplitude flows. 

• • • 

Now the E.-M. F. of 30,000^ xy^les^ induced .in the stator, induces inj ^he rotor two fre- 
quencies, one of 45,000 cycles per seconii and another of 15,000 cycles (2xi +'.N and 2N — N 
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or 5N and N). The current of 45,000 cycles flows through the condenser C-3, bjit the 
current of 15,000 cycles can, by proper design of the circuits, be made to nearly neutralize 
the former current of 15,000 cycles in the rotor. There remains, therefore, in the rotor, an 
E. M. F. at a frequency of 45,000 cycles per second which flows through the condenser C-3, 
and due to a well-defined resonant adjustment, a powerful current flows. 
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Fig. 284 — ^Thc Joly-Arco Undamped Wave Transmitter. 



The current of 45,000 cycles flowing in the rotor, will induce in the winding of the stator, 
current at 30,000 cycles per second and 60,000 cycles (3N — N and 3N + N or 2N and 4N). 
This current of 30,000 cycles nearly neutralizes the former current of 30,000 cycles, leaving 
in the circuits of the stator, current at a frequency of 60,000 cycles, to which the antenna is 
carefully tuned. Because the impedance of L-2, C-2, is considerably greater than that of 
the antenna, the current of 4N oscillates in the antenna circuit. 

Signalling is accomplished in the Goldschmidt system by placing a key in the exciter cir- 
cuits, the circuit being alternately opened and closed. 

An alternator of this type installed at the radio station, Tuckerton, New Jersey, U. S. A., 
is employed for transatlantic communication with a corresponding station located at Han- 
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over, Germany. Although capable of generating 200 K. W.« it is normally used at 100 to 150 
K. W. The driving motor is of 250 H. P. capacity, operated from 220 volts direct current 
and has a speed of 4,000 R. P. M. 

The armature of the generator is constructed of very thin laminated iron and revolves 
within 1-32 of an inch from the field poles. Oil is pumped to the bearings at considerable 
pressure and afterwards cooled through a refrigerating machine. 

Operated at the wave length of 7,400 meters with a generator input of 175 K. W., 135 
amperes flow into the antenna at the Tuckerton station. When atmospheric electricity is 
not severe, communication is maintained with Hanover, Germany, but the stations operate at 
a disadvantage because they are not duplexed as are the Marconi Transoceanic stations. 

218. The Joly System for the Production of Undamped Oscillations. — ^The 
U. S. Radio station at Sayville, Long Island, employs the Joly-Arco system for the produc- 
tion of continuous waves. In this system a specially designed generator having an initial 
frequency of 10,000 or 15,000 cycles per second is connected to two transformers having 
magnetically saturated iron cores which, are designed to double or triple the frequency of 
the alternator. 

A fundamental circuit diagram of this system is shown in Fig. 284, wherein an alternator 
N having an initial frequency of 15,000 cycles per second is connected to the two specially 
designed transformers, T and T-1. Transformer T has the excitation winding S, which 
saturates the core fully, a similar winding S-1 being provided for the transformer T-1. 
A source of direct current for the excitation windings S and S-1 is indicated at B with 
the regulating rheostat, R, connected in series. The current generated by the alternator N 
flows through the primary windings C and A, the complete primary circuit being tuned to 
resonance with the initial frequency of the alternator by the variable inductance and the 
variable condenser connected in series with the circuit. 

The secondary circuit, or antenna system, embraces the windings D and B connected in 
series with the antenna inductance L, the earth connection E and the aerial wires W. The 
hot wire ammeter M is connected Jn series with the earth lead to determine conditions of 
resonance. As intimated previously, the transformers T and T-1 are fully saturated, the 
magnetization being brought to the knee or bend of the characteristic saturation curve by 
carefully regulating the rheostat R. 

To illustrate the functioning of this apparatus, let us assume that the primary coils are 
wound on the cores so that the direction of the magnetic lines of force will be that indicated 
by the full-line arrows; furthermore, assume that at a particular half cycle of current from 
the alternator, the direction of the current throug^h the primary winding is such that the 
corresponding magnetic flux flows in the direction indicated by the broken-line arrows ; then 
the normal flux of the core T will not be increased because this core is already saturated 
fully, the added flux flowing in the direction of the core flux, but the normal flux of the 
core T-1 will be opposed by the flux of the winding A and the total lines of force flowing 
through the core, therefore, reduced. This reduction of flux, followed by subsequent rise 
to normal saturation upon the completion of an alternation from N, causes two changes of 
flux through coil B of transformer T-1, resulting in the production of two alternations in 
that winding for one alternation of current from N. The final effect is to induce airrent of 
double frequency in the antenna system. 

Let the next half cycle of the alternator N be completed through windings A and C; 
then, the change of flux takes place in the core of the transformer T, rather than in T-1, 
resulting in the induction of two alternations of current in the secondary winding D. Sum- 
ming up the foregoing, a complete cycle of current from the generator N will induce two 
alternations of current in the coil B, followed by two alternations of current in the coil D, 
thereby doubling the initial frequency of the generator current. This current flows in the 
antenna circuit which has been carefully tuned to resonance, and part of the energy is con- 
verted into electric waves. 

By an additional set of transformers, the current of double frequency generated by the 
first set of the transformers may be again doubled, but the efficiency of the apparatus, as a 
whole, decreases considerably as the steps of transformation are increased. 

Another system of transformation has been evolved by Joly, in which the frequency of 
the generator may be tripled by a single set of transformers, which are adjusted to have — 
when A. C. current flows — unequal degrees of saturation. In this system the D. C. excita- 
tion winding for the transformer is dispensed with. 

In systems of this type in order that resonance between the alternator current 
and the antenna_system may be maintained, it becomes important that the fre- 
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quency of the alternator may remain constant ; in consequence, the speed of the 
driving motor must be carefully governed and to this end several devices have 
been brought forth, the principal one being a signalling key fitted with a special 
set of contacts which, just previous to the closing of the key, add resistance in 
the motor field circuit, maintaining a practically uniform speed of rotation. 
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Fig. 285 — ^Mmrconi'i Method of Generating Continuous Oscillations. 

Signalling is accomplished, in the Joly system, by inserting a key in series with the direct 
current excitation winding, or by interrupting the generator circuit to the primary winding 
of the transformers by a special electromagnetic key, or by cutting in and out a few turns 
of the aerial tuning inductance. The first-named method is the one in use at present. The 
alternator at the Sayville station has a capacity of 100 kilowatts and gives antenna current 
of about 140 amperes. Fair communication is effected with the station at Nauen, Germany, 
throughout the 24 hours of the day, but the best results have been obtained during the dark 
hours. At present the Sayville station operates at the wave length of 9,400 meters, the 
antenna frequency being slightly above 30,000 cycles per second. 

219. Marconi's System for the Production of Continuous Waves. — Signer 

Marconi and his engineering staff have developed an ex- 
A lA ceedingly novel method for generating continuous oscilla- 

•l-^^^ ^-:^ tions, doing away with many of the problems encountered 

vl I xA* in the construction of intricate high frequency alternators. 

The fundamental principle upon which the system is based is 
disclosed in the diagram, Fig. 285, wherein a number of disc dis- 
chargers, D-1, D-2, D-3, D-4, are mounted on a common shaft, 
each of which is connected to an oscillation circuit, such as P-1 
and C-1, P-2 and C-2, etc. The main condensers, C-1, C-2, C-3, 
C-4, are charged by a source of high potential direct current, indi- 
cated at G, consisting of two 5,000 volt generators connected in 
series. The disc dischargers, D-1, D-2, etc, are set on the shaft so 
that the condensers discharge and recharge at regular intervals in 
succession, and if the velocity of the discs is adjusted so that the 
interval between the beginning of the discharge of one condenser 
and the beginning of the discharge of the next condenser is equal 
to the period of the oscillations in the antenna circuit, or an exact 
multiple thereof, the oscillations flowing in the antenna circuit will 
overlap, producing continuous oscillations of practically constant 
amplitude, as shown in Fig. 286. 

To insure that each condenser discharges at the right moment 
and that the successive groups of oscillations induced in the antenna 
circuit are in phase, the discharge circuit is provided with an auxiliary timing rotary disc 
discharger, known as the trigger or iiming disc (not shown in the drawing), which performs 
the function of setting off the main spark discharge at the proper time. 




Fig. 286 — Showing How 
Groups of Damped Osdl- 
lationi Can Be Made to 
Overlap One Another. 
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A modified form of the timed-spark oscillation generator is shown in U. S. Patent 1,156,477 
of 1915, one arrangement being that shown in Fig. 287. Here a direct current generator is 
indicated at G and a choking coil at L-1. Since G has an electromotive force of about 10,000 
volts, condensers K-1 and K-2 receive a charge which enables them to discharge across the 
spark gap. A terminal of either condenser is connected to the disc dischargers, D-1 and D-2, 
and the studs of the latter are placed so that condensers C-1, C-2 and G-3 are alternately 
and successively charged, let us say, through inductance L-2 and successively discharged 
and recharged through L-3. 

The oscillations set up in L-2 or L-3 are made to act inductively on an intermediate 
circuit, L-4, 1^5 and C-4, and if the discs be revolved at a certain speed and are properly 
timed, the trains of oscillations induced in the intermediate circut overlap one another, re- 
sulting in a continuous flow of oscillations in the antenna circuit, A-1, E. 




-^JLOJLr- 




Fig. 287 — One Typ« of Marconi Continuoui Ware Generator. 



In this system, signalling is accomplished by inserting a high tension relay key in series 
with the source of direct current from the generator or by closing the circuit of the timing 
disc 

The apparatus for this system has been developed further by the Marconi's Wireless 
Telegraph Company, Ltd., and is not used at present as shown in either Figs. 285, 286 or 287. 
The details of the more modem apparatus cannot be published for the present, but it may 
be remarked that a transmitting set of this type is in daily use at the great Marconi station 
at Carnarvon, Wales, England, and a similar set will be installed in the transoceanic station 
at Marion* Mass., U. S. A. 

With a power input of less than 100 K. W., the author has copied the signals from the 
Carnarvon station in New York City during the daylight hours with an aerial 100 feet in 
length. The signals were considerably stronger than those obtained from other foreign 
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Stations using radio-frequency alternators of greater power. The wave length employed 
during these tests was close to 10,000 meters. 

220. The Pliotron Oscillator. — Highly exhausted two or tjiree element 
vacuum valv€S of enlarged dimensions can be employed to generate current at audio- or radio- 
frequencies. In the form designed by the engineers of the General Electric Company, the 
device has been termed a "Pliotron/' The Pliotron bulb contains a tungsten filament F (hot 
cathode) brought to a state of incandescence by 110 or 220 volts direct current, a grid of 
tungsten, G, and a tungsten plate, P, (anode), as indicated in Fig. 288. 

The filament F is brought to incandescence by a source of direct current, A, B, 
which source also supplies current for the anode circuit between the filament and the plate. 
The radio-frequency inductance of the anode circuit, indicated at L, is shunted by the 
condenser C-1. L-2, the radio-frequency inductance of the grid circuit, also has the shunt 
condenser C-2. By variation of the capacity of C-1 and C-2, the grid circuit and anode 
circuit may be tuned to resonance and the oscillations flowing in the anode circuit repeated 
back to and reinforced through the grid circuit by inductively coupling coil L to L-2. 
By means of a third winding, L-3, coupled to either L or L-2, current of any desired' 

frequency can be gen- 
erated by proper varia- 
tion of inductance and 
capacity; in fact, cur- 
rent at frequencies from 
60 to 1,000,000 cycles 
per second can be ob- 
tained. 

The radio-frequent 
currents generated in 
the circuits of the 
Pliotron can be trans- 
ferred to the antenna 
system by connecting 
the terminals of the 
coil L-3 to the antenna 
and earth wire, the 
precaution being taken 
to tune the aerial cir- 
cuit to resonance with 
the local current. A 
number of Pliotrons 
may be connected in 
parallel and direct cur- 
rent at any desired 
power converted into 
oscillations of radio- 
frequency. 
^ The Pliotron vacuum 

Fig. 288 — ^The Pliotron Oscillator Connected for the Production of Radio- bulb can also be USed tO 

Frequency Oscillations. ^^^ ^^^ amplitud* of 

the oscillations in an antenna system traversed by undamped oscillations. If properly con- 
nected, it is applicable for radio- telephony as well as telegraphy. If the anode of the Pliotron 
is connected to a point of high potential in the antenna system and the negative side of 
the filament to earth, and the grid potential of the Pliotron is strongly negative, no leakage 
to earth takes place, but if the negative potential is decreased, sufficient energy will be with- 
drawn from the antenna to strongly damp the oscillations. In fact, practically all the energy 
of the antenna oscillations can thus be diverted to earth. 

If an external electromotive force of the correct value is impressed upon the grid 
through a small telegraph key, the dots and dashes of the Morse code are formed by simply 
closing the circuit and thus v&i'ying the grid potential 
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PART XV. 

RECEIVERS FOR UNDAMPED OSGILLA 
TIONS OR CONTINUOUS WAVES. 

221. The Problem. 222. The Tikker. 223. The Hetero- 
dyne System. 224. The Vacuum Valve as a Source of 
Radio-Frequency Oscillations. 225. Vacuum Valve as a 
Combined Detector, Amplifier and Beat Receiver. 226. 
Oscillating Vacuum Valve Detector Circuits of the U. S. 
Navy. 227. The Goldschmidt Tone Wheel. 228. Marconi 
System for Reception of Undamped Oscillations. 



221. The Problem. — If an ordinary crystal rectifier be connected to a 
receiving set tuned to a continuous wave transmitter, owing to the lack of discon- 
tinuity in the advancing wave, a continuous pulsating current flows through the 
receiving telephone. These pulsations take place at such rapid rates that the 
diaphragm of the telephone is either held down continuously or repelled continu- 
ously resulting in no sound except at the b^inning or end of the flow. 

To make undamped oscillations audible, we are compelled to break up the 
oscillations of either the transmitter or receiver into groups suitable for maximum 
response in the head telephone or to supply other means at the receiver to make 
them audible. 

The receivers at present in use are : 

(1) The Poulsen tikker or chopper; 

(2) The "Heterodyne" system; 

(3) The Goldschmidt Tone Wheel; 

(4) The Regenerative Vacuum Valve (used as a *bcaf ' receiver). 

The mode of func- 
tioning of these detectors 
is briefly described as 
follows : The Poulsen 
tikker interrupts the cir- 
cuits of the receiving 
tuner at a uniform rate 
per second {approxi- 
mately 300 to 600 times); 
the heterodyne system is 
based upon the interac- 
tion of two radio-fre- 
quent currents in the 
receiving aerial, resulting 
in the production of an 
audio-frequent current in 
the telephone circuit; the 
Goldschmidt tone wheel 
converts the current of 
radio -frequency {the in- 
coming oscillations) into 
an audio-frequent current 
and the regenerative 
"beai^' receiver employs 
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Fig. 289.— The Simple Poulsen Tikker and Oreiiit 



278 PRACTICAL WIRELESS TELEGRAPHY. 

Ihe vacuum valve as an oscillator at radio-frtqumcits to produce tke "heteroiyne" effect 
This, combined with the well-known relaying action of the vacuum valve and its ability to 
repeat currents of radio-frequency, makes a receiver of unusual sensitiveness, 

222. The Tikker. — In its commercial form the tikker con^sts of a com- 
mutator interrupter, the principal of which is shown in Fig. 289. 

A disc D mounted on the shaft of the motor M has a number of teeth filled in between 
with insulating material such as fibre. The radio-frequent currents flow from brush B to A 
through the disc which interrupts them from 300 to 1,000 times per second. The charge built 
up in the condenser, C-I, by resonance with the aerial system discharges into the telephone 
condenser, C-2 (Fig. 289), at regular intervals. Condenser C-2, in turn, discharges through 
the head telephone creating a single sound for the charge accumulated. Due to the fact 
that the tikker discharges C-1 at various potentials, or we might say, at different points on 
the cycle of the incoming osdllations, a non-uniform note is produced lacking the desired 
musical pitch for reading through atmospheric electricity. However, the tikker suffices as a 
simple receiver and good results have been obtained by its use at several ship an4 shore 
stations. 

A favored form of circuit interrupter for the reception of undamped osdllations is the 
tliding wire or slipping contact detector, shown in Fig. 290. In the diagram a small brass 
wheel, W, mounted on the shaft of the motor, M, is in contact with the brush B. The 
terminals of the slipping contact, 6, are connected in the drcuit of the tuner as the tikker, 

D, of Fig. 289. The dr- 
cuit is completed 
through the brush, B-1, 
incontact with the wheel 
W. When the wheel is 
in rotation, there is a 
constant slipping and 
gripping of the brush B 
on the wheel which 
makes a contact of vari- 
able resistance, causing 
the charge accumulated 
in the telephone con- 
denser to vary in ac- 
cordance. The note in 
the telephone will have 
a pitch in accordance. 
Both the tikker and 
the slipping contact de- 
tectors arc considered 
as current operated devices, meanmg that they function best in a tuning drcuit which 
affords a maximum ot current rather than a high voltage. The coils of the tuner for these 
osdllation detectors are wound with Litsendrahl wire or conductors of equal high frequency 
conductivi^. 

These detectors are applicable to the reception of damped osdllations or discontinuous 
waves, but, owing to the discontinuity of the wave trains, an irregular note, much similar 
to the discharges produced by atmospheric electricity, is obtained. 

223. The Heterodyne System^ — The functioning of the heterodyne* re- 
ceiver is based upon the interaction of alternating currents of two frequencies in 
some part of the receiver circuits. 

For example, it an alternating current of SO,0O0 cycles per second flows throt«:h a given 
drcuit, and there is superposed on it another current having frequency of 49,000 cycles per 
second, a "beal"^ current will result having a frequency equal to the numerical difference 
of the two applied frequencies or 1,000 cycles per second. The same frequency would be 
obtained by superposing a current of 51,000 cycles upon another current of SO,000 cycles; in 
fact,^ in any case, the frequency of the beat current could be the difference of the tWo 
applied frequencies. 

By adoption of this prindple we are afforded ready means for making audible undamped 
osdllation s from a given transmitter at the recdvcr. On? method is shown in Fig. 291, 

'Abroad. Ibii receiver li called the '^ogbI intErfetence" recNVcr. 
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where the receiver circuits are indicated by L-l, L-2, the crystal rectifier D, etc An utp- 
damped oscillation generator consisting of tiie D. C. arc gap A, B, the variable condenser C 
and inductance L are shown at the base of the drawing. By means of this generator, a steady 
stream of oscillations is supplied to the aerial system through the coupling coil L-3, the 
frequency of which can be altered either 
by the' condenser C or by the induct- 
ance L. 

Now, if the receiving tuner, for ex- 
ample, is tuned to the wave length of 
6,000 meters corresponding to an oscilla- 
tion frequency of 50,000 cycles per second 
(which may be the wave length of a given 
transmitting station), and the arc genera- 
tor adjusted to generate oscillations at a 
frequency of 49,500 cycles per second, a 
beat current of a frequency of 500 cycles 
per second will flow in the circuit of the 
receiver where it will be rectified by the 
detector, D, and made audible in the head 
telephone P. 

By carefully adjusting the local fre- 
quency, the beat note can be varied from 
a pitch equivalent to that of a 200 cycle 
alternating current up to the limits of 
and beyond audibility. The interaction of 
these two frequencies in the receiving 
system not only makes undamped oscilla- 
tions audible but also amplifies the re- 
ceived signal to a marked degree. Even 
damped oscillations may be amplified by 
this means, but in this case the normal ,,• o«* t. , t. * tt * j « • 

note of the spark transmitter is distorted, ^'^' ^^l-Early Form of Heterodyne Receiver. 

the resultant note being of lower pitch. The note of the local beat current generated by the 
heterodyne recdver has the most uniform pitch when the sending station employs a radio- 
frequency alternator; although flute- 
like tones are obtained from arc trans- 
mitters, the "beat" current does not 
have anywhere near the musical pitch 
that can be obtained from the radio- 
frequency alternator. The arc gener- 
ator of Fig. 291 might be replaced by 
a radio-frequency alternator of small 
output or by a buzzer excitation sys- 
tem, but a generator giving genuinely 
undamped oscillations is preferred. 

The precise actions taking place in 
the heterodyne receiver of Fig. 291 can 
be explained by the series of curves in 
Fig. 292. The oscillations 0-1, indi- 
cated on the upper line, are those in- 
coming Sit a given station (without the 
local arc generator in operation) while 
those on the second line 0-2 corres- 
pond to the frequency of the arc gen- 
erator and are of a lower order of 
frequency than the incoming oscilla- 
tions. 

The third curve 0-3 indicates the 
resultant ^beat^ current due to the in- 
teraction of the local frequency and 

that of the, incoming signal. This cur- 
Pig. aM—Curret Showtog the Functioning of tlic Heterodyne ^^^ ^' ^^ ^^^^ ^^^ *^* ^^ 

ReceiTer. groups of oscillations oppose and max- 
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imum value when they assist or are in phase, and the frequency of the beat current b the 
numerical difference of the frequency of the incoming oscillations and that of the local 
generator. 

When rectified by the crystal, the successive cycles of the beat current take the form of 
the curve 0-4, where the negative halves have been cut off and the positive halves remain, 
for operation of the telephone, as shown by the curves of line 0-S. 

224. The Vacuum Valve as a Source of RadioHFrcquency Oscillations. 

— If a three element vacuum valve is connected up as in Fig. 293 with the correct values of 
inductance for the coils L-4, L-S, L-6 and L-7, and for the condensers, C-3, C-4 and C-5, 
oscillations of radio-frequency flow through IM, the periodicity of which may be varied 
principally by C-3 and C-5. Connected in this manner, the vacuum valve becomes a gen- 
erator of sustained oscillations which may interact witli the incoming oscillations for the 
production of "beat" currents. For the maximum strength of signals, the coil L-4 bears a 

certain critical coupling 
to L-3, and the coupling 
between L-5 and L-6, 
also requires care- 
ful adjustment for steadi- 
ness and constancy. 

The "beat" current set 
up in the receiver wind- 
ings Lr2 and condenser 
C-2 is rectified by the 
crystal rectifier D, and 
made audible in the head 
telephone P. 

Increased strength of 
signal is obtained by the 
use of a single three ele- 
ment vacuum valve or a 
triple valve amplifier in 
place of the crystal recti- 
fier D. 

Since the reception of 
very long wave lengths 
is involved in a system of 
this type, the inductances 
L-7 and L^ are of the 
order of 90,000 micro- 
henries each. It has been 
found possible to design 
a beat receiver tuner hav- 
ing fixed values of in- 
ductance throughout, the 
required changes in fre- 
quency for "heterodyn- 
ing" being obtained by 
variable condensers. 

225. Vacuum Valve as a Combined Detector, Amplifier and Beat Receiver. 

— Much of the record-breaking, long distance transmission effected, of late, is due to the 
vacuum valve being employed as a combined detector and "beat" receiver. One circuit of 
this tjrpe is shown in Fig. 294, wherein it will be observed that the secondary circuit, L-4, 
L-3, C-2 and L-S, can be placed in resonance with the tertiary circuit, L-6, L-7 and C-4, 
and when the filament is brought to the correct degree of incandescence by the rheostat R, 
the discharge of condenser C-4 through L-7 and L-6 starts the flow of undamped oscilla- 
tions which are transferred to the secondary circuit through L-5 and L-6. 

Due to the relaying action of the valve, the oscillations are repeated back to the grid 
(of the valve) through L-5 and L-6 and accordingly amplified. 

Now if the antenna circuit, L-1, L-8 and L-2, is adjusted to the frequency of the incom- 
ing oscillations, and the secondary, as well as the tertiary circuit, adjusted to a slightly 
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'different frequency of oscillation, a beat current is set up in the secondary circuit, which is 
^amplified in the local telephone circuit by the charge placed upon the grid. 

As explained by Armstrong, the incoming oscillations are transferred from the antenna 
'circuit to the secondary circuit in the usual manner, and due to the repeating action of the 
'valve, they are reproduced in the tertiary circuit, coupled back to the secondary circuit 
•through the coupling transformer, L-5 and L-6, and re-enforced, all this taking place while 
the valve is generating oscillations locally. Simultaneously, beats are produced by the 
interaction of the local oscillations and the incoming oscillations, the effect being to alter- 
nately increase and decrease the amplitude of the oscillations in the complete system. 
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Fig. 294 — Complete Circuits of a Beat Receiver. 

An increase in the amplitude of the grid oscillations, increases the negative charge in the 
grid condenser, producing a decrease in the average value of the B-Z battery, and, therefore, 
a decrease in the telephone current, but a decrease in the amplitude of the local oscillations 
allows some of the negative charge in the grid condenser to leak off and thereby permit an 
increase of the telephone current. The result of all this is the production of an alternating 
current of audio-frequency, which is practically a simple harmonic current. 

(a) Operation and Adjustment. For wave lengths between 6,000 and 10,000 meters, the 
tuning, for the secondary and tertiary circuits is done principally at the condensers, C-2 
and C-4. Also the coupling between L-5 and L-6 must be carefully adjusted for maximum 
response. Careful regulation must be made of the voltage of the B-2 battery, which 
normally varies from 50 to 150 volts, depending upon the type of valve in use. The vari- 
ometer inductance L-8 is a useful element of the antenna system for variation of its natural 
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frequency. It attords a dose adjustment of inductance between the taps of the mulu-iK..nt 
switch, and also permits variation of the frequency of the beat current 

It facilitates the preliminary adjustment of this receiver if access can be obtained to an 
accurate wave-meter. The wave-meter, shunted by a buzzer excitation circuit, is placed in 
inductive relation to the earth lead of the antenna system, and the signals at any particular 
wave length of the wave-meter are recorded on the receiving apparatus. In this manner a 
precalibration is effected, eliminating all guesswork. It is not difficult, however, to tune the 
apparatus to an undamped transmitter without a wave-meter, if certain precautions are 
observed. To begin with, the coil L-5 is placed in slight inductive relation to L-6. L-4 b 
placed about half way inside L-2 and the coil L-7, generally, is used at its maximum value. 
The condenser, C-3, is used at an exceedingly small value of capacity (very near to zero). 
The condensers, C-2 and C-4, are varied simultaneously in capacity until a peculiar ''thump- 
ing" sound is heard in the head telep}ione. Near to this point the secondary and local 
telephone circuit are in oscillation and in resonance. 

It is found that the vacuum valve having less than the maximum amount of exhaustion, 
oscillates far below the characteristic "blue glow" point On the other hand, this glow is not 
evident, in the highly exhausted valves, regardless of the locally applied voltage. The 
correct adjustments throughout, in this type, are determined by experiment 

We may resume the complete process of tuning a receiving set of this type as follows: 
The antenna system is tuned to resonance with the incoming wave, but the secondary and 
tertiary circuits are set into oscillation at a slightly different frequency. Due to the inter- 
action of the two currents, "beat currents" within the limits of audibility are produced and 
by variation of the local frequency, the pitch of the note in the head telephone may be varied 
over a considerable range. In manipulating this apparatus it is shown, during the reception 
of undamped oscillations, that proper adjustment has been attained when, if the variable 
elements (the coils and condensers) of either of the associated circuits of the complete 
tuner are altered in value, the pitch of the note changes accordingly. During the initial 
adjustment, and afterward the body of the manipulator must be kept at a considerable 
distance from the high potential ends of the tuning coils, otherwise the circuits will be 
thrown out of resonance and the signals will disappear. 

With the apparatus of the foregoing type, signals have been recdved in New York City 
from a certain transmitting station at Honolulu at a distance of approximately 6,500 miles. 

Dimensions of a recdving set of this typt, adjustable to wave lengths up to 10,000 meters, 
which has been tried and tested experimentally, follow: 

Referring to. the diagram, Fig. 294, the high voltage battery, B-2, consists of from 50 to 
100 miniature flashlight cells adjustable in steps of three at a time or preferably singly. The 
filament battery B-1 generally does not exceed four volts, although valves have been con- 
structed having 12 volt filaments. The rheostat R has resistance varying from 10 to 20 
ohms. It is essential that it be dosely adjustable. 

The inductance coil of the local telephone drcuit, L-7, is 26 inches in length and 5^ 
inches in diameter, wound closely with No. 28 S. S. C. wire. The coil, L-6, is 6 inches in 
diameter by 6 inches in length, wound closely with No. 26 S. S. C. wire. The coil, L-5, is also 
6 inches in length by 5^, inches in diameter and mounted so it can be placed in variable induc- 
tive relation with L-6. It is rarely necessary to place L-5 completely inside of L-6, but the 
coupler should be constructed to permit the coupling between the two coils to be adjusted 
over a fair range. The coil, L-5, is also wound with. No. 26 S. S. C. wire. 

The secondary winding of the receiving tuner, L-4, is 5 inches in diameter by 14 inches 
in length, covered with No. 28 S. S. C. wire. The secondary loading coil, L^3, has similar 
dimensions to the coil L-7, each of which may be wound on a cardboard form or hard 
rubber tube. 

The secondary condenser, C-2, has maximum capacity of .0005 microfarads and preferably 
is constructed so that the zero position on the condenser scale actually represents zero 
capacity. The grid condenser, C-3, has the same capadty as the condenser, C-2. Both 
condensers should be fitted with handles at least 12 inches in length, in order that the 
constants of the drcuit are not changed by the body of the manipulator. The condenser, 
C-4, should have a maximum capadty of .002 microfarads. 

The primary winding, L-2, is 5^ inches in diameter by 12 inches in length, covered with 
No. 24 S. S. C. wire. It is somewhat difficult to give complete dimensions for the aerial 
tuning inductance, L-1, unless the inductance and the capadty of the antenna with which 
it is to be employed is known, but for receiving work with an aerial having a natural period 
pf 450 meters, it may be 28 inches in length by 5^ inches in diameter, wound closely with 
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No. 22 S. S. C. wire. A tap-off should be taken every inch and led to the contacts of a 
multiple point switch. The leads to the switch from the tap-off should not be "bunched'' 
but spaced as far as possible. 

226. Oscillating Vs^cuiun Valve Detector Circuits of the U. S. Navy. — 

A modified vacuum valve circuit for the reception of undamped oscillations by the produc- 
tion of "beats," is described by Dr. Austin in the Proceedings of the Institute of Radio 
Engineers. It is a duplicate of the circuit developed at the Naval Laboratory and employed 
at Naval stations throughout the United States and outlying possessions. 

It will be noted from the diagram, Fig. 295, that a certain similarity exists between this 
circuit and the one described in the previous paragraph, both generating a "beat" current 
by the superposition of locally generated oscillations upon those of the incoming wave. 

It is to be noted, first, that the two terminals of the secondary winding are connected to 
the grid and plate of the vacuum valve rather than to the grid and filament, the more usual 
connection; and, upon close examination, the secondary and tertiary circuits are found to 
be electrostatically and electromagnetically coupled through the condenser C-5 and head 
telephone P respectively. And, as in the former circuit, the incoming oscillations and the 
final audio-frequent currents are reinforced by repeating them back to the grid. Simultane- 
ously, by adjustment of condensers, C-5, C-I and C-2, the valve generates oscillations locally 
at a frequency determined by the constants 
of the secondary and tertiary circuits. 

A novel feature of this circuit is the 
placing of the head telephone in shunt to 
the battery, B-2, rather than in series, but 
it is claimed by Dr. Austin that this con- 
nection results in a decrease of interference 
from atmospheric electricity. 

An important adjunct to this system is 
the so-called "sensitising circuit*' IM, C-3. 
It is advanced by Dr. Austin that this cir- 
cuit reduces the amplitude'*' of the local 
oscillations and therefore increases the 
strength of the received signals from three 
to four times. It also permits looser 
coupling between the primary and second- 
ary circuits of the system, thus cutting 
down the interference of static. 

A different and more plausible explana- 
tion is advanced by Armstrong for the 
action of the "sensitizing** circuit Accord- 
ing to this investigator, when the grid cir- 
cuit of the vacuum valve is set into oscilla- 
tion at a frequency differing from the in- 
coming oscillations, the reactance of the 
circuit to the local oscillations is zero, but 
the reactance and therefore the impedance 
to the incoming oscillations is considerable 
and results in a loss of energy (due to the dissimilarity of the wave length adjustment of 
the primary and secondary circuits). 

Now the effect of coupling the "sensitizing" circuits to the grid circuit, is to give the 
latter two frequencies of oscillation differing by 1,000 to 1,500 cycles. By adjusting the system 
to oscillate at one of the resulting frequencies and having the other coincide with that of the 
incoming oscillations, zero reactance is obtained and the signal strength accordingly increased. 

Owing to the severe discharges of atmospheric electricity experienced at the U. S. Naval 
Stations, it has been found necessary to connect the grid of the valve to earth through a 
small variable condenser; for, otherwise, communication between the naval stations could 
not be maintained. < 

No explanation of the function of the audio-frequency impedance coils, with the iron 
cores, has been advanced. 

It is needless to say that many other circuits, when used in connection with the 

*This is an important consideration in the operation of the heterodyne, namely, that the amplitude 
off the localljr generated oscillations be carefully regulated for maximum response. 




Fig. 295 — Beat Receiver Circuits as Employed at 
U. S. Naval Stations. 
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vacuum valves, have been found suitable to the reception of undamped oscillations ; in fact, 
the majority of these circuits are equally well adapted for the reception of damped oscilla- 
tions, but, as mentioned previously, the normal note of a spark transmitter is distorted when 
the maximum amplification is obtained. 

(a) G. E. Amplification Relays, One system of connecting magnifying relays for the 
purpose of first increasing the amplitude of the oscillations of radio-frequency is set forth in 

J J Fig. 296, which is a 

V 



ruomoNrs 



TUNMG 
TRANyORMCR 




moNC 



Fig. 296 — Showing the General Electric Company's Cascade Connection of 

Electron Relays. 
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method of connection 
particularly suited to the 
pliotron oscillators of the 
General Electric Com- 
pany. 

It is to be observed 
that the usual grid con- 
denser is excluded from 
the circuit of all valves 
except the last one. 
The oscillations of 
radio-frequency are re- 
peated from one bulb to 
the other, and in the last 
bulb they are made audi- 
ble by being rectified. 



e. g., each group of oscillations places a charge in the grid condenser which has a relaying 
effect upon the battery circuit of bulb No. 3 (over the duration of a wave train), causing a 
single sound for each spark of the distant transmitter. 

The foregoing explains the functioning of this circuit during the reception of damped 
oscillations, and it should be mentioned that this system for repeating radio-frequencies 
affords a marked degree of selectivity. For example, if each of the tuned circuits is adjusted 
to give response to the incoming signal which has 20 times the strength of an interfering 
signal and furthermore the desired signal is amplified ten times by each oscillation valve, it is 
self-evident that the interfering signal will practically disappear in the circuit of the last bulb. 

The circuit of Fig. 296 can be made responsive to undamped oscillations if the tertiary 
circuit of valve No. 3 is shunted by an inductance and capacity. With this connection the 
amplified incoming oscillations interact with the locally generated oscillations and produce 
a beat current in the usual manner. 

The .student should note that the valves in Fig. 296 have a source of direct current 
electromotive force in series with the grid to fix definitely the potential of the latter in 
respect to the filament and also that the third valve has a source of E. M. F. in shunt to the 
grid condenser to prevent the accumulation of excessive potentials on the latter. This pre- 
caution is usually necessary with extremely highly exhausted vacuum valves. 

The transformers, P-1 and P-2, shown in the diagram, are radio-frequency transformers 
shunted by variable condensers of small capacity for obtaining conditions of resonance. 

227. The Goldschmidt Tone Wheel. — The mode of operation of this 
detector during the reception of undamped oscillations will be more readily understood by 
reviewing certain facts in connection with the functioning of the ordinary tikker. When 
the tikker interrupts (periodically) the secondary circuit of a receiving transformer tuned 
to a distant transmitter, the interruptions do not take place in synchrony with the incoming 
oscillations. The telephone condenser, therefore, receives an irregular charge which, at one 
instant, may be taken at the peak of the charge accumulated in the secondary condenser, 
and, at another instant, at a charge of lesser value, the final result being the production of a 
note in the telephone of irregular pitch which is not highly pleasing to the ear. 

The Goldschmidt tone wheel overcomes this defect by converting the incoming oscillations 
into an audio-frequent current. To illustrate its mode of operation we may assume 
that signals are being received from the high-power station at Tuckerton, New Jersey, the 
normal wave length of which is 7,400 meters corresponding to an oscillation frequency of 
40,540 cycles per second. Now, if a specially constructed mechanical circuit interrupter 
giving 40,540 interruptions per second is connected in the receiver circuit in place of the 
usual tikker, the positive half, let us say, of each successive cycle will be interrupted at the 
peak, such as A, B, C, D, E, etc.. Fig. 297, and the current of successive negative halves 
only will be admitted to the receiving telephone. There will then pass per second through 
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die r«crivint telephone 40,540 pulses of direct current, but, owing to their rapid rate, theie 
pulses do not individually afFect the receiver diaphragm, except when the current ii turned 
on and off. 

If the circutt interrupter be driven to give, for example, 39,540 interruptions, the result 
will be that indicated in the curves. Fig. 298a (not scaled) where alternation A is inter- 
rupted directly at the peak, al- 
ternation B further down the 
peak, alternation C still further 
down, and so on. 

Now, when a positive alter- 
nation is interrupted at the 
peak, the fvU amount of nega- 
tive current is admitted to the 
head telephone and when a 
negative all emotion is inter- 
rupted at the peak, the full 
amount of the positive current 
is admitted to the telephone (note also Fig. 298b). As the positive alternation is interrupted 
at points off the peak, a smaller amount of negative current and a larger amount of positive 
current will be admitted and the net result of this will be a decrease of telephone current 
as the zero axis (Fig. 29ea) is approached. 

When the interruption of the incomir^ oscillation takes place at the zero axis, equal 
amounts of positive and negative current (G and G-1, Fig. 298a) will be admitted to the 

telephone and there will 
be no deflection of the 
telephone diaphragm. As 
the interruptions con- 
tinue beyond this point, 
positive current of grad- 
ually increasing strength 
will be admitted to the 
telephone until the full 
amount of positive cur- 
rent flows. There is thus 
seen to flow through the 
telephone, an audio-frequent current which rises, falls and reverses tmiformly at a frequency 
which is the numerical difference of the interruptions of the tone wheel and the frequency of 
the incoming oscillations. 

The resulting note in the telephone is found to have a musical pitch whidi can be Taried 
over a range equivalent to frequencies lying between 200 and 3,000 cycles per second. 

In the diagram, Fig. 298b (not scaled), the interruptions of the positive and negative 
g oscillations are shown by the curve A, D, and the amplitude of the telephone current 

by curve B, C. The peak 
of the dotted curve is the 
point at which a positive 
alternation is interrupted 
at the peak, and, as 
shown by the peak B, the 
audio-frequent current is 
negative and at a maxi- 
mum. The peak D is thr 
_, „,„ PI ■ ^ 1 . J, • .- point where a negative 

Fig. 2SI8b — Showing SuperpOBed Audio -frequent Curienl. *^.^ .. ■■..,. j 

• J- J- 1 alternation is mterrupted 

at the peak and the telephone current, as shown by peak C, is seen to be positive and at a 
maximum. At all other points on the curve, the strength of the periodic telephone current 
will be less varying as the relative amounts of positive and negative current admitted to 
the telephone by the tone wheel. 

To produce a note of audio- frequency from the Tuckerton transmitter at its present wave 
length, a toothed wheel interrupter having 800 contact segments revolvii^ approximately at 
3>000 revolutions per minute would be required. This would interrupt the receiver circnjt 
J9,45D times per second, which would give a note equal to the pitch of 1,000 per second. . 



Fig. 29Sa— Effed 



f the Tone Wheel When Driven As-ayncbTonoutlj. 
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The tone wheel is frequently termed a frequency transformer because it converts me- 
chanically the oscillations of radio- frequency into current of audio-frequency. It is superior 
to the ordinary tikker, first, because it produces a musical pitch so highly desirable for 
aurul reception, and, second, it converts more energy of the incoming oscillations into useful 
sound than does the tikker. 

A photograph of the Goldschmidt tone wheel appears in Fig. 299. The commutator disc 
of this detector is driven at speeds approximating 4,000 revolutions per minute. 



Tit. 299— The Tone Wbeel ImUllcd W the Tuckerton SUtlon. 

228. Marconi System for Reception of Undamped Oscillations. — The 
diagram of connections. Fig. 300, covers the systems for the reception of im- 
damped oscillations, developed by Signor Marconi and H. J. Round. 
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The circuit in general contains the fundamentals of the Marconi balanced crystal re- 
c«vcr, and, as «xplained in a previous paragraph, if crystal No. 1 and crystal No. 2 are 
adjusted independently to the maximum degree of sensitiveness, they will produce praeticaOy 
equal and opposite effects, resulting in the production of no sound in the head telephone. If 
P<^entiometer P-2, let us say, is adjusted so that crystal No. 2 is in a non-conductive state 
4o signals, they will be received at moderate strength on crystal No, 1. However, very stroi^ 
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impulse! of static or atmospheric electricity will cause both crystals to become equally con- 
ductive resulting in the almost complete elimination of this interference. 

To make this apparatus receptive to undamped oscillations, a circuit J, C-1, C-2, C-3, C-4, 
is provided, which is acted upon by the buzzer energized inductance B. The voltage set up in 
J alters the conductivity of the crystals in the following manner: Crystals No. 1 and No. 2 
are adjusted to oppose one another in the usual manner, but the potentiometer voltage is 
adjusted so that only very strong signals can be recorded. Now if circuit B is adjusted to a 
very short wave, the electromotive force induced by the buzzer acts for short intervals on 
the two crystals, making them conductive for a brief period, and thereby releasing the energy 
stored up within the condenser K, in accordance. Condenser K is, of course, constantly 
charged by the undamped oscillations induced in the receiving aerial. If the groups of 
waves from the buzzer have a slightly different period or a submultiple of the initial fre- 
quency of the incoming oscillations, an audio-frequent current will flow in the head telephone. 
For example, if the frequency of the incoming oscillations is 50,000 cycles per second and 
the buzzer produces 4,900 groups of oscillations per second, the result will be a musical tone 
in the head telephones having a pitch equal to 1,000 per second. 

These circuits have been used by Marconi and his assistants for the reception of signals 
over very great distances. 
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229. Marconi Devel<^ment and General Considerations. — The ^eater 
share of credit for estabhshing; radio communication over extremely great dis- 
tances, is directly due to the energetic and painstaking experimenters, Marconi and 
his staff of engineers. Realizing at an early date that the commercial utility of 

wireless telegraphy was not 
confined to ship to shore 
communication alone. Sig- 
ner Marconi began the con- 
struction of powerful sta- 
tions on both sides of the 
Atlantic as early as 1901, 

The first high power sta- 
tions for trans-oceanic cont' 
municalion were established at 
Poldhu, Cornwall, England, and 
South Wellsfleet, Cape Cod. 
U. S. A., but, as was antici- 
pated, these stations were re- 
quired solely for the dispatch of 
traffic to ships at great dis- 

F^^. 30Q.— Eitly MBreoni Station it Glace B«y, Not. ScotU. tan<«S at Sca and, therefore, 

other sites were selected as 
soon as possible at Glace Bay, Nova Scotia, and C!if den, Ireland. 

A number of experiments were carried out at this station, seemingly insurinoiintable ob- 
stacles were overcome and, by continued application and research, an efficient transmitter 
and receiver were finally developed, which could be depended upon for 24-hour communica- 
tion between these two points. 

An unfortunate fire at Glace Bay, Nova Scotia, in 1909, delayed the further use of these 
stations for several months, but in the process of rebuilding a more efficient station was con- 
structed, which has been in commercial service continually since that time. 

The work of designing wireless stations such as the Marcont Company have 
erected for trans-oceanic work is essentially an enlargement of the work in con- 
nection with the sets of only a few kilowatts used for ship and shore stations. 
The engineer cannot, however, sit down with a slide rule and multiply the figures 
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for his calculations relating to the small stations by a hundred or so, and have as 
a result a station that will work over a long range. Many problems present them- 
selves in a large radio installation which require much care and experimentation 
adequately to cope with the requirements of high power transmitters and which, 
in smaller sets, are of so little importance as to be practically negligible. 

The reader, to assure himself that the construction of the high power stations is an 
engineering proposition of the highest order, need only consult the accompanying photo- 
graphs showing in a very small part, the apparatus in use at certain of the Marconi Sta- 
tions in the United States and abroad. Not only were the technical problems encountered 
in their construction broad in their scope and somewhat unusual, but the erection of masts 
and building, the transportation of materials, the furnishing of water supply, sanitation, 
the provision for power, the housing of employees, etc., each brought their individual prob- 
lem which required most painstaking calculations and, in some cases, the provision of 
new means to overcome. 

It is not adequately possible in the space at our disposal to go over the details of con- 
struction of the various Marconi high power stations, but a brief description of the equip- 
ment will be given, together with such additional information as may make clear the 
general plan of these stations and the method of operation. 

As explained in Chapter XIV, both continuous and discontinuous wave systems 
are employed for long distance radio communication, and we should add that 
either system has its advantages. It cannot be denied that undamped oscillations 
give better syntonic effects at the receiver, but almost equal selectivity can be ob- 
tained by feebly damped oscillations. 

Generally, undamped wave transmitting apparatus requires very careful adjust- 
ment and is not continuously operative over extended periods without very frequent 
attention, whereas the spark transmitters, even of 500 K. W. capacity, can func- 
tion over very extended periods with only nominal care. 

The general trend of development in the United States, however, seems to be 
in the direction of undamped wave transmitters which, more and more, are being 
put to commercial use. The final result of experimentation in this direction cannot 
be foretold, but the results already obtained seem to indicate that even short wave 
undamped oscillation generators may shortly be available. 

230. Marconi's Duplex System. — A complete resume of the series of ex- 
periments which made trans-oceanic communication possible, would in itself con- 
stitute a volume of no small proportions, but one of the unique features of the 
Marconi high power stations, which has doubled the volume of traffic that can be 
handled from continent to continent, with a given set of stations and has con- 
tributed to the prevention of traffic interruption by outside interference, is Mar- 
coni's Duplex System, combined with his "balancing out" aerial. 

The mode of operation of his Duplex System can perhaps be better understood 
by citing a particular example of commercial use. As already mentioned, the Mar- 
coni high power station at Glace Bay, Nova Scotia, transmits to another high 
power station at Qifden, Ireland, but in order that traffic may be dispatched in 
both directions simultaneously additional receiving stations have been erected on 
both sides of the Atlantic, a few miles distant from either transmitting station. This 
separation of stations would not in itself prevent interference between the trans- 
mitter and receiver, but by combining this plan with the balancing out aerials inter- 
ference is wholly prevented. 

The transmitter at Glace Bay, Nova Scotia, is approximately 30 miles north of the 
receiving station located at Louisburg, Nova Scotia, while the receiving station for the 
opposite side is at Letterfrack, Ireland, approximately 12 miles north of the transmitter 
at Clifden, Ireland. 

With this separation of transmitter and receiver, Glace Bay station, for instance, may 
dispatch messages to Letterfrack freely and not interfere with Louisburg station receiving 
from Qifden, Ireland. Not only may this system be used for simultaneous transmission 
m both directions, but it can be used as a "break-in" system as well, permitting the reoeiv- 
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ing operator to break in on the sending operator, asking for the repetition of a word, 
a letter or a sentence if necessary. 

Now that the general plan of the Duplex System has been explained, the reader should 
refer to the diagram, Fig. 301, showing in a more detailed manner the operation of the 
Duplex System in a spediic instance, viz., as employed on the Glace Bay-Clifden route. 

The 150 K. W, transmitter at Glace Bay, Nova Scotia, connected to aerial A, B, ia 
designated as station No. 1. Operated at the wave length of 8,000 meters, this station- 
transmits to Letterfrack, Ireland^ direct, designated as station No. 2. 

The transmitter at Gifden, station Mo. 4, transmits to Louisburg station No. 3 at the 
wave length of 5,500 meters. 
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Fig. 301— Mireonl'i 



t High Power Trentmltlei Scheme With Balucing Out AeiUI*. 



Stations No. 1 and No. 3 are connected by wire line, similarly, stations No. 2 and No. 4. 

The sending operator for station No. 1 is located at station No. 3, the transmitter at No. 1 
being actuated by a manually operated key or automatic sender, the circuit of which ex- 
tends over the wire line connecting the two stations. 

Similar arrangements are in use on the opposite side of the Atlantic, the transmitter 
at Gifden, Ireland, being' controlled by an operator stationed at Letterfrack. Both the 
transmitting and the receiving operators may thus work side by side, traffic being dis- 
patched freely in both directions. But to positively insure against interruptions of service, 

1 the transmitting stations are equipped with receiving sets, to be employed in event of a 

'^breakdown at the regularly appointed receiving stations.* 
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2ol. The Balancing Out Aerial. — It will be well to understand that al- 
though transmitting stations No. 1 and No. 4, Fig. 301, operate at wave lengths of 8,000 
meters and 5,500 meters respectively, some of the energy of the 8,000 meter wave is apt to 
induce oscillations of its own frequency in the receiving aerial, C, D, station No. 3, when the 
latter is adjusted to the wave length of 5,500 meters.. 

In the same manner, station No. 4 would induce oscillations in the receiving aerial at 
No. 3, setting up no small amount of interference, were it not for the use of the balancing 
out aerials, E, F, and E* F* at stations No. 3 and No. 2, respectively. 

These balancing aerials are generally located at a right angle to the main receiving 
aerial in such a way as to receive the maximum induction from the nearby transmitter and 
the minimum induction from the far distant transmitter. 

The circuit of the balancing aerial is tuned to the interfering wave and inductively op* 
posed to the interfering oscillations induced in the main receiving aerial at the secondary 
winding. Then by proper adjustment of coupling and phase relation of currents, the energy 
induced by the interfering wave is electro- 
magnetically balanced out, leaving the 
main receiver aerial free to receive from 
the far distant transmitter.* 

In the diagram, Fig. 301, aerial C, D, 
for instance, at station No. 3, is favor- 
ably disposed for the reception of signals 
from aerial A\ B', and the balancing aerial 
E, F, receives the maximum induction 
from A, B, and the minimum from A* B\ 

Similarly, balancing aerial Ei, F^, re- 
ceives the maximum induction from A^, 
B^, and the minimum induction from A, 
B. If oscillations be induced in €, D, 
by the 8,000 meter wave from A, B, and 
thereby cause interference to the recep- 
tion of signals at the wave length of 5,500 
meters from A^, B^, the balancing aerial 
E, F, is tuned to 8,000 meters and its 
circuit inductively opposed to the secon- 
dary of the tuner connected to C, D. 
Proper adjustment of coupling and de- 
crement permits the oscillations (induced 
by the 8,000-meter wave in each) to be 
brought opposite in phase, and the inter- 
fering signals thus balanced out, signals 
being received all the while from A^, B^. 

In practice, this system has been found 
to work well, preventing the transmitter 
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Fig. 302— FundamenUl Circuit of the Glace Bay Typ^ 

of Transmitter. 



and receiver from interfering with each other, although separated no more than 8 or 10 miles. 

232. Glace Bay-Clifden Stations. — We have already intimated that the 
installation and the subsequent successful operation of the Glace Bay and Clifden 
high power stations opened up a new era in long-distance communication. In view 
of the pioneer work performed at these two points, it may be of interest to de- 
scribe fundamentally the transmitters in use. 

Contrary to previous installations, the condensers were charged by 14,000 volts direct 
current, the source of which was a battery of 6,000 storage cells connected in series. These 
batteries in turn are charged by three 5,000- volt generators (A, B, C, Fig. 302), of very 
special construction, connected in series and then to the terminals of the battery. 

As will be seen from the fundamental diagram, Fig. 302, the energy stored up in the 
condenser C-3 is discharged through the usual oscillation transformer and Marconi's studded 
disc discharger. 

This discharger consists of a large steel disc several feet in diameter, with sparking 
electrodes' mounted thereon and which pass clopcly to the fixed electrodes B, "B. 

*Sce Section I Appendix. 



292 PRACTICAL WIRELESS TELEGRAPHY. 

The electrodes B, B, in reality revolve slowly, and therefore present constantly cooled 
surfaces to the path of the spark discharge. Protective chokes C-1 and C-2 protect the 
generator from the discharge of the condenser. 

The principal advantage of the disc discharger is the quenching effect obtained when the 
disc is driven at a certain velocity. This prevents the re-transference of energy to the 
spark gap circuit, and in consequence, the antenna oscillations have a decrement as low as 
.03 per complete cycle. In addition a spark or group note of distinct musical pitch is obtained 
which has been found extremely desirable for aural reception through atmospheric electricity. 

The high potential condensers at both of these stations are of unusual construction and 
dimensions. Consisting of a number of large steel plates suspended from the ceiling on 
special insulators, they are separated sufficiently to prevent the spark discharging between 
plates, and the required capacity is found in connecting a large number of such plates in 
parallel. 

Beyond the size of this condenser, the oscillation transformer comes in for attention, 
principally because of its dimensions. The primary winding has but two turns, consisting 
of a specially constructed cable, one foot in diameter. Owing to the large amounts of 
power in use, a cable of these dimensions is positively required, and good surface conduc- 
tivity is among the chief considerations. 

Signalling is not effected by interruption of the primary circuit as in small-sized Marconi 
transmitters. In these sets, specially constructed high voltage relay switches (S-2), in turn 
controlled by a small telegraph key and source of D. C. current, interrupt the high voltage 
circuit from the battery to the condenser. Arcing is prevented by forcing an extra heavy 
air blast on the contact points by specially designed motor blowers. 

The receiving apparatus at these stations may either consist of a Marconi balanced crys- 
tal receiver, employing the carborundum rectifier, or a set of Fleming vacuum tubes of 
special design, type and construction. Through a set of microphonic relays, connected in 
cascade, the signals may be amplified considerably and either deciphered in an ordinary ear 
telephone or the pulsations of current may be indented on the wax records of a dictaphone. 

233. Marconi Directional Aerial. — The great success of Signor Marconi's 
Trans-oceanic system is in no small measure due to the use of the horizontal direc- 
tional aerial,* Fully convinced by a series of quantitative experiments that the 
flat top aerials radiate more freely in the direction opposite to which the free end 
points, particularly if the length of the flat top exceeds the length of the vertical 
portion by four or five times, Signor Marconi decided that the adoption of this 
aerial would not only permit the transmission of messages over great distances 
with small powers but also on account of its directional properties would prevent 
a considerable amount of interference to the operation of other stations. 

In the same series of experiments, it was determined that a flat top aerial receives with 
greater intensity when the free end points in the direction opposite to the free end of the 
transmitter aerial. Irrespective of its selective directional properties, a horizontal aerial 
of given capacity and inductance for any required wave length, is less expensive to erect 
than a vertical aerial of similar electrical dimensions; hence, from this consideration alone, 
the flat top aerial is the one that would be adopted. 

In order to radiate the energy of a 300 K. W. transmitter, the aerial should have a 
fundamental wave length of at least 6,000 meters ; in fact the greatest distances are covered 
when such aerials radiate near to their fundamental wave length. 

The great Marconi station at New Brunswick, New Jersey, U. S. A., for example, has 
an aerial of 32 wires connected in parallel, 5,000 feet in length. The aerial is supported by 
12 tubular steel masts, 400 feet in height, arranged in two rows of six each. The funda^ 
mental wave length is approximately 8,000 meters, but the initial transmitting experiments 
were carried on at the wave length of 15,000 meters. 

The receiving aerial for this station at Belmar, New Jersey, consists of two wires 6,000 
feet in length, suspended on six tubular masts, 400 feet in height. The aerial has a general 
direction favorable for reception from the giant transmitting station at Carnarvon, Wales. 

234. Marconi Transoceanic Stations. — By far the greater number of high 
power radio stations here and abroad have been designed and erected by tfie 

*An escplanation of the cause of the unsymmetrical radiation of an inTerted L aerial appears in 
Page 167 of Fleminff's Elementary Manual of Radio Telegraphy. 
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Marconi Company. In fact, their stations only have maintained a continuous 
operating schedule from day to day, from continent to continent. Individual con- 
cerns may have carried out spectacular experiments here and there, but nothing 
has been evolved by them that would tend to make long-distance communication 
a success commercially. The mere fact that a message may, for instance, be sent 
across the ocean by a low-powered transmitter and received on a small aerial at 
certain hours of the day is no indication that such equipment could be used for 
continuous 24-hour service, because experiment reveals that very large powers 
are required for continuous operation, when the sender and receiver are 3,0(X) 
miles apart. 

Those who are familiar with the great globe-girdling scheme of the Marconi Company 
cannot help but be impressed with the stupendous undertaking involved in the construction 
of their high power stations, for not only is the task of designing the apparatus, buildings 
and power machine«ry one of extraordinary undertaking, but the actual installation of such 
has, in many instances, called for painstaking labors and effort largely due to the location, 
the nature of the soil, and the topography of the surrounding country. 

In view of the universal interest manifested by students of radio in behalf of high power 
radio stations of the Marconi Company, a brief description of their equipment will be pre- 
sented, together with such additional information, as will make clear the general plan and 
mode of operation. First let it be explained that although these stations could all be 
made intercommunicative, it is more usual to construct a pair of stations to cover a specific 
route or to join together two continents only. 

With the idea in view of showing which of these stations was intended for 
communication with the other, they shall be grouped into ''radio circuits^' or routes, 
as follows : 



CIRCUIT NO. 1. 



o. J* f Glace Bay, Nova Scotia. . .transmits to. . .Letterfrack, 

frtted "Pj Ireland, 

OA •^•i\ "1 Louisburg, Nova Scotia... receives from... Clif den. 



30 mile.. [ i^^i^^ 



Stations sep- 

>>arated about 

12 miles. 



Since the apparatus for the Glace Bay station has been very briefly described in para- 
graphs 274 and 275, it will not be gone over again, except to mention tiiat the Duplex Sys- 
tem has been installed and thoroughly tested. Because these two stations established the 
first successful trans-oceanic commercial radio service, they are purposely grouped at the 
head of the list 



CIRCUIT N6. 2. 

Q . f New Brunswick, N. J., U. S. A transmits to.... 

stations sepj Towyne, Wales. Great Britain, 

* SO mil* I ^«^*«^» N- J-' U. S. A. . . . receives from . . . Carnarvon. 
**• [^ Wales. 



Stations sep- 

*>arated about 

62 miles. 



The transmitting station at New Brunswick is of 300 K. W. capacity and can be operated 
at various wave lengths from 7,000 to 15,000 meters. Power is taken in the station from a 
commercial power house at 1,100 volts, 3 phase 60 cycle alternating current, stepped down 
to 440 volts and led to the terminals of a 60 cycle, 440-volt 3 phase 550 H, P. motor, which 
drives a 300 K. W. 120 cycle generator. 

The current is led from the generators to a bank of high voltage transformers, the sec- 
ondaries of which may be connected in series or in parallel according to the power required. 

In the usual manner the current from these transformers charges a large bank of high 
voltage oil plate condensers which, in turn, discharge through an oscillation transformer 
and rotary disc discharger of uncommon proportions. As in the Glace Bay Station, the 
circuit from the transformer secondaries to the condenser is interrupted by a specially 
designed set of high tension relay keys which, in turn, are actuated by a small sending key 
and a source of direct current. 

Arcing at the contacts of the main signalling key is prevented by a heavy blast of air 
forced directly at the contact points by specially designed motor blowers. The advantages 
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derived in interrupting of the hfeh voltage current lies in that it permits 300 K. W. to be 
handled at various speeds of transmission up to 100 words per minute without error. 

A more detailed description of certain apparatus of the circuits of radio frequency for 
the New Brunswick station and others with like equipment (damped wave apparatus) will 
be given in paragraph 236. 



Rg. 303— Power Boom at the Tram- Atlantic Marconi Station at Cariiarvoii, Wales. 

The transtttitfing aerial at the New Brunswick station is of the inverted L type, consist- 
ing of 32 wires with a flat top approximately 5,000 feet in length. It is supported on two 
rows of steel tubular masts (6 masts in each row), which are approximately 400 feet in 
height. The two rows of masts are separated about 250 feet 
in length, consistii^ of 2 wires supportedin length, consisting of 2 wires supported 
on six tubular ousts, each 400 feet in height 



Fi|. 3IM — Motor Blowcn at Canurvon Station. 
The transmitter at Carnarvon, Wales is substantially a duplicate of the New Bni 
"' * ■ '"er, the source of power being a 30O K. W., 150 cycle motor genen 
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with itep-up transfortnera, oil condensers, etc Of late, a 150 K. W. timed spark discharger, 
excited by 5,000 volts continuous current, has been employed aa well, and with which par- 
ticularly successful results have been obtained. Operated usually at the wave lenstfa of 
10,000 meters, daylight communication has been established with the U, S. A., the strength 
of signals being equal to that obtained from other foreign stations of much greater power. 
(For a more detailed explanation of timed spark discharger sets see paragraph 219.) 

Some idea of the construction of the Marconi high power sUtions may be ob- 
tained from the following description ; 

The power house of the transmitting section of the Wales Transoceanic station at Car- 
narvon, Wales, is shown in Fig. 303, wherein the aerial and ground leads of the great 
antenna which transmits messages to the Belmar, New Jersey, station appear prominently 
in the foreground. This building measures approximately 100 feet by 83 feet, and is divided 
into three sections, known as the main machinery hail, the annex, and the exlention. The 



Flff. 305— Three Hundred Kilowalt 150 Cycle GencrUoft at Ctmsrvan Suiion. 

transmitting sets, switchboard, transformer room, stores, offices and emeigtncy operating 
room are located in the main machinery hall. The auxiliary plant is placed in the annex, 
consisting essentially of D. C. generators, electrically driven blowers and ventilating fans, 
and some small motor generator sets used in the signalling circuit. Ac office for the engi- 
neers and a fitting shop are also provided for in the annex. The extension is devoted 
entirely to experimental apparatus. All trans-Atlantic wireless messages transmitted from 
this station will be handled automatically from London, through the receiving section at 
Towyn, sixty-two miles away, and received at Belmar for automatic transmission to New 
York. This station is therefore of great interest to Americans as the communicating links 
with the New Jersey stations in the Marconi globe-girdling chain. 

In Fig. 304 are shown the blowers which furnish air under considerable pressure, to blow 
out the spark at the disc discharger and keep the disc elements cooled. These are also used 
to blow out the sparks at the signalling switches which relay the dots and dashes to the 
aerial wires. 

In Fig. 30S, the 300 K". W. ISO cycle motor generators at the Carnarvon station are shown 
as installed ready for use. In the photograph. Fig. 306, are shown the signalling motor gen- 
erators and ^he disc motor starters at Carnarvon. One of each is a spare. The signalling 
motor generator supplies current to work the high speed relay switches through which the 
station is enabled to transmit from a distant operating station at the rate of 100 words a 
minute. The motor starters shown on the right control the 75 H. P. motors, which drive th? 
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disc discharser when it is disconnected from the main generator for u-synchronous workit^. 
Photograph, Fig. 307, gives a view of the high voltage transformers and primary induc- 
tances. All the current from the generators passes through the transformers, where it is 

stepped up to a voltage 
sufficient to charge the 
condensers. The lo^v 
frequency indvctances 
shown to the right of the 
drawing permit a large 
range of adjustment in 
the primary power cir- 
cuits, thereby permitting 
the radiated energy to be 
controlled in accordance 
with (he requirements. 
Fig. 308 shows the 
switchboard at the New 
Brunswick, New Jersey, 
station. This board con- 
trols the generator cir- 
cuits, blower machinery 
and all controlling applt- 
Fig. 306— Speciiil SignalKng Gcntratora at Caraarron Station. ances within the Station. 

The receiving station 
at Belmar, New Jersey, 
is completely equipped with a Marconi balanced crystal receiving set. Brown amplifying relays, 
a baiaKciiig out aerial for eliminating interference, dictaphone receivers, and a set of 
telegraphic instruments for connection with the land line telegraph and telephone companies. 
These transmitting and receiving stations not only have the necessary buildings for the hous- 
ing of the apparatus, but hotels and individual dwellings are supplied for the employees as 
weU. 

CIRCUIT NO. 3. 

f™^^"' „'^; fM^rio". Maaa.. transmits to Naerboe, Norway. 1 f"^^"« «?- 

""?«a:r*|c''»t»''-. ««'■■-"«» *-m..Stavanger,.Norway.|"-*^^^^^^^ 

At the writing of this volume, this group of stations are under construction and very 
nearly completed. They will be used for 24-hour commercial working and will permit com- 
munication with Northern European countries, independent of all existing routes, obviating 
the necessity for a number of intermediate relay points. 

The transmitter at Marion will be a 150 K. W. Marconi timed-spark continuous wave 
generator, energized by a 300 K. W. 5,000 volt D. C. generator. The transmitter at Stavanger 
will be substantially a duplicate, with ultimate capacity of 300 K. W. Since they have been 
found the most economical and practical for the purpose, the aerials at these stations are 
supported by tubular steel masts. As usual, the stations are constructed for Duplex working, 
Marion and Chatham as well as Stavanger and Naerboe stations, being con- 
nected together by land line control These stations will be placed in commercial operation 
within a very short time. 

CIRCUIT NO. 4. 

e».t4<>n. »r. fBolinas, Calif.. . .transmits to...Koko Head,~) _ 
!»S aboS; J Hawaiian Islands, I Stations sep. 

i^ ™:i!, 1 M^l>aU». CaUf.... receives from. . .Kahukn. Ha- f a"*** ^bout 
40 miles. [^ ^^^ j^,^^^ J 35 ^^^ 

CIRCUIT NO. 5. 

Stations aeo- f^''"'™' Hawaiian Islands... transmits to... Puna-"! 

"*]iS'L-i"?'*" i Koko Head. Hawaiian Islands. ..receives from... f 
60 miles. |^ Funabashi. Japan. - J 

■SUtloo ii lotattd at HlDna. 
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; the transmitter at Kahuku is duplexed for simultaneous transmiMion to Japan ^ 
and the U. S. A., the two drcuits. No. 4 and No. 5, have been, grouped together. Beginning 
with the Bohnas station, the transmitter is of 300 K. W. capacity, current for its operation 
being supplied by duplicate 500 H. P. steam turbine driven generators delivering current at 
180 cycles per second. In the usual manner, this current is stepped up by closed core trans- 
formers to approximately 50,000 volts and employed to chaise a bank of high voltage oil 
plate condensers. Although normally operated at from 75 to ISO K. W. the full 300 K. W. 
can be employed whenever necessary. 

The aerial for receiving from Bolinas, Cal., is nearly a mile in length erected on two 
rows of tubular steel masts in the usual manner. The receiving aerial at Marshalls, Cali- 
fornia, has 7 masts, each of which are 330 feet in height. 

The receiving station at Koko Head, Hawaiian Islands, has two distinct receiving aerials, 
together with balancing out aerials, one being employed for reception from BoUnas, Calif., 
and the other from Funabashi, Japan. 



Fig. 3D7— Bank of HiRh Volt 
formerB at Carnarvon 5l 

The aerial for receiving from Bolinas extends southwestward from the operating house 
and is carried on five 330 feet masts to an anchors^e on the beach. The aerial for 
reception from Japan extends from the operating room almost due east. The first 
two masts for this aerial are of the standard sectional type 430 feet in height; the first is on 
level ground and the second is on the hillside. From this point the aerial makes a long span 
of over 2,000 feet to the top edge of Koko Head (an extinct volcano) at an elevation of 1,194 
feet above the sea level ; here there is not enough room to erect a sectional mast,_ only about 40 
square feet being available for a self-supporting structural tower 150 feet in height The tail 
end anchorage for this aerial is far down the volcano on the inside of the crater. The balanc- 
ing aerial, which is employed for both receiving aerials, is erected on self -'supporting towers, 
each of which is 100 feet high. All this will be clear from the diagram. Fig. 309, wherein a 
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complete lay-out of the receiving; station at Koko Head appears showii^ the relative posi- 
tions of the balancing out aerial, the location of buildings, etc. It is to I>e noted that the 
balancing out aerial is 5,700 feet in length, and is arranged to ht favorable for the absorp- 
tion of energy from the two transmitting stations at Kahuku. 

Because it is duplexed for the simultaneous transmission of messages to Japan and the 
United States, especial interest attaches to the Marconi station at Kahulcu, Island of Oahu, 
Hawaiian Islands. Not only is this station fitted with two 300 kilowatt transmitting sets but 
a third emergency let has been installed as well, which in event of breakdown can t>e con- 
nected either to the Japan or the United States aerial. 

The general layout of the antennx and buildings at Kahuku is shown in the diagram. 
Elg. 310, wherein it will be noted that the free end of these aerials point in a direction 
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favorable for the particular continent with which communication is to be established, being 
designated as the "Japan" aerial and the "San Francisco" aerial. 

From the power hoitse as a center, the California transmitting aerial extends southwest- 
ward, supported by twelve masts, 32S feet in height; the Japan aerial extends to the south- 
east, supported by fourteen masts, 4?S feet in height. These masts are the largest that have 
been yet constructed on the Marconi system of sectional cylinders. The power house con- 
sists of boiler room, engine room and condenser room. The boilers are oil-fired and will 
feed three 500 H. P. turbines, which drive the special 300 K. W. alternators and Marconi 
disc discharger. 

The necessary condenser capacity for al! three transmitting sets is found in 768 large 
oil tank type condensers, which are conveniently arranged for uniform distribution of current 
to all connecting bus bars. 

The automatic sending and receiving apparatus plays an important part in the service 
between the Occident and the Orient The sending machine consists of a Wheatstone auto- 
matic transmitter and special perforator, which makes possible the transmission of more 
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than 100 words a minute. Under the automatic system, ten or 100 messages can be filed 
at the same time at the office of the Marconi Company in Honolulu. They will be distributed 
among the necessary number of operators and the dots and dashes punched in a paper 
tape by a typewriter perforator. This tape is fed into an automatic sender and the signals 
conveyed by land line to Kahuku, where the dots and dashes actuate a high voltage sending 
key, automatically energizing the aerial instantaneously with the feeding of the tape in the 
station, thirty miles or more away. At the transmitting station the dots and dashes operate 
the magnets of the high power sending key in the main energy circuits and the signals are 
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Fig. 310— General Plans of Transmitting Aerials at Marconi Station, Kahuku, Hawaiian Islands. 



flashed to whichever destination the message calls for— either Marshalls or Funabashi. If 
the message is destined for Marshalls it will be received on a specially constructed dicta- 
phone machine, each cylinder, as soon as it is indented with dots and dashes, being handed 
to an operator, who transcribes it into a typewritten message by means of a reproducing 
dictaphone machine, running at normal speed. 

The Imperial Japanese Government station at Funabashi, Japan, is equipped with a 
200 K. W. quenched spark transmitter, but complete details of the equipment are not yet 
available. 

235. Marconi Tubular Masts. — One of the most interesting features of the 
original construction work at the Marconi high power stations was the erection of the steel 
tubular masts, the successive stages of erection being shown in Figs. 311, 312, 313, 314 and 
315. The mast is made up of steel cylinders (Fig. 311), constructed in quarter sections, 
flanged vertically and horizontally and secured together by bolts stayed with steel cables. 
These stand in a concrete foundation. Surmounting the main steel column was a wooden 
top mast, the lower part of which is squared and set in square openings in the plates between 



300 PRACTICAL WIRELESS TELEGRAPHY. 

the steel cylinders. The hoisting arms attached 
to the upper end were fitted with blocks and 
hoisting cables. Attached to these arms were 
chain hoists supporting a square wooden cage 
(Fig, 312) for the workmen, which was lowered 
or raised as the demands of the work required 
while the sections were being bolted together. 
The wooden topmast was the keynote of 
lliis novel system of construction, operating 
like a man who pulls himself up by his boot- 
straps. The lower half of this topmast is of 
square section and is guided by a square hole 
Fig. 311— Showing Sl«l Semt-Crlindcn for in the diaphrSgm plates between each section, 
the Marconi Tubular Mml jj^^ topmast was fitted with a set of hoisting 

arms which carried blocks through which reaved the material hoisting ropes. A square 
wooden cage was suspended from the hoisting arms by four chain hoists so that the work- 
men in it could move themselves up and down to bolt 
the sections together. This is more clearly shown in 
Fig. 314. 

Assume that two cylinders have been bolted to the 
bed plate, the mast rising through the center. The sec- 
tions of the third cylinder were raised by a steam winch 
and bolted in place by the workmen. Then a heavy 
flexible steel rope was temporarily anchored at the top 
of this last cylinder. Attached to the top of the steel 
section, this cable led down inside the cylinders and 
around a wheel in the foot of the wooden topmast; then 
it was carried up again on the other side and around a 
sheave to the top of the steel, thence to the winch. By 
pulling on this rope the topmast was raised the length of 
one cylinder and pinned through holes in both steel and 
wooden masts. With the addition of a new cylinder, the 
topmast was raised again, the pin supporting it until this 
was brought about (Fig. 313). The stays were attached 
at the required points as the erection of the mast 
progressed. 

The stays, by means of which each mast is supported, 

Fi?. 312— Showing Workmen'. Cage '"'^ ""'•''* °* ''"'^ plough Steel Cable, possessing great 

which is Carried to ihc Top tensile strength. For each mast thousands of feet of this 

During tke Ptochb of Ertciion. pgble were used, great care being taken to see that the 

elastic extension of these stays was not so great as to result in the vibration of the mast 

during heavy winds. It was essential to break each stay into short lengths connected with 

great porcelain insulators in order that the electrical energy might 

not be absorbed, led to the earth by the stays and lost for purpose 

of wireless operation. For all connections at the masts, insulators 

and anchorages, special bridge sockets were designed. This did 

away with the necessity for splicing and permitted a perfect and 

Straight pull, thereby developing the strength of the cable. Heavy 

concrete blocks were used as anchorages for the stays. The 

completed mast is shown in Fig. 315. 

In addition to the antennae stretched between the masts, great 
quantities of wire were pbced in the ground about the stations in 
order to provide an efficient earthing system or ground connec- 
tion. Told in brief, a circle of zinc plates is buried in a trench, 
bolted together and jointed to the wireless circuits of the power 
house by copper wires. Wires radiate from the zinc plates in the 
ground to a set of outer plates, from which extend another set 
of earth wires placed in trenches running the full length of the 
aerial. The general scheme for the earth connection is shown in 
Fig. 320. 
■7- ,„ Ao^ki .. . 236. Radio-Frequency Circjiits of the Damped 

Fig. 313 — A Tubular Ma»t in „, _, -i^ ^ * j ■ T^ -ii l - 

iwir sugea of Cootuuction. Wave Transnutten. — A description will now be given 
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of certain apparatus ot the radio- frequency circuits of the high power transmitting stations 
employing apparatus for the production of damped waves. 



1 the small station, the principal c 
about three hundred kilowatts arc to be carrii 
currents, the problem must be handled with c 
use this large amount of current safely 
and efficiently may be of interest to tiie 
student. 

The closed oscillaling circuit is of in- 
terest because of the size and construction 
of its various elements. The discharger is 
of the rotating-dise type, and is directly 
connected to the shaft of the alternator. 
The foundation upon which it rests is a 
solid block of concrete weighing about 
seven tons, supported by piles of insulat- 
ing compound in such a manner that the 
framework of the discharger is well pro- 
tected. The coupling for the alternator 
is also insulated, the only live part being 
the discs which serve as the poles between 
which the studs pass. The spark dis- 
charge is well quenched by a blast of air 
under high pressure. In order that the 



s simple, but it is easily seen that when 
n the circuits and turned into high frequency 
Some of the special arrangements made to 



Fig. 314— Showing the Cage and 
tbe Top Maat Several Hun- 
dred Feci from Eartfa. Fig. 315— Completed Mut (Guyi Not Sbowo). 

phase relation between the alternator current and the spark may be varied to the most 
advantageous point, the alternator is built with the armature frame, the machine being of the 
rotating field type, mounted in a secondary outside frame, with a track machined in its 
inside circumference. On this track the armature frame may be rotated IhroHgh an arc equal 
to the angle between the poles, by means of a hand wheel. Thus the spark may be made to 
discharge the condenser at any desired point of the sine wave. The dischargers are set in 
sound muffling rooms and the leads run up through the ceiling to the oscillation trans- 
formers mounted on the floor above. These rooms are exhausted by motor-driven blowers 
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SIDE View 
OSCILLATION TRANSPORME.R. 



Pig. 316 — Side View of 300 Kilowatt Oscillation Transformer. 

of capacity sufficient to keep the air fresh and to draw out the air, which is admifced by 
the high pressure blast used for quenching the spark. 

One of the precautions taken to provide an uninterrupted service is to duplicate any and 
all pieces of apparatus which are at all likely to be disabled. Thus, two generators and two 
disc dischargers are supplied for each station, and a ready means provided to connect either 
one to the bus and the oscillation transformer. 
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PLAN View 
OSCILLATION Tf^ANSrOAMCri^ 



Fie 317— Plan View 300 Kilowatt Oscillation Transformer Showing High Tension Bu»-Bafw 
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As the osdllation transformers are worthy of note, a sketch of them accompanies this 
Chapter (Figs. 316. 317 and 318). It will be seen that the coils are mounted on a horizontal 
axis and supported on a wooden frame. The primary coil is in series in the closed circuit 
It consists of four turns, each turn being almost a complete ring of about 345 degrees. These 
turns are connected by heavy copper plates, making the equivalent of a helix of four turns. 
The helix is five feet in diameter (See Fig. 318), and the section of the turns one foot in 
diameter. The turns are made of a wooden former, upon which the conductors are grouped. 
They follow along the length of the former, but have a long pitch in a spiral direction 
laid upon it in such a way that the length of each wire is the same starting from one connect- 
ing plate to the next, that is, through the arc of 345 degrees. All the conductors are, in them- 
selves, made up of stranded insulated copper wire. , 

The secondary eoU of the oscillation transformer is wound on a wooden former, com- 
posed of two end plates with wooden rods, upon which are mounted porcelain spools, i On 
these spools the con- 
ductor is wound ; it 
consists of fourteen 
turns of a specially 
built high frequency 
cable. The cable is 
made by winding 
thirty-six small con- 
ductors around a 

each conductor being 
made of seven double 
cotton covered wires. 
There is a cotton 
cover over the whole 
cable, which is about 
three inches in diam- 
eter. In mounting 
this secondary coil 
on the frame, the 
barn-door type of 
roller bearings is em- 
ployed. This makes a 
device that can be 
constructed totally of 

wood, and for close adjustment a wooden hand ^crew is used, which will. clamp the coil on 
the supporting bar of the frame, as well as furnish the means for adjustment 

From the oscillation transformer, the buses (Fig. 317) are led to the center of the con- 
denser room, and as the transformer is on the second floor of the powerhouse, the main 
leads are carried horiiontally about fourteen feet abov^ the condenser room floor. The 
condenser bank is divided into four groups, each' group being fed from the overhead buses. . 
Each group is then subdivided into four sections of twenty-four tanks. They are connected 
in parallel series, three tanks being in each series and .eight rows of three tanks each in 
parallel in each section. ,' ^ 

From the central point of the room the overhead buses lead radially to points directly 
over the center of each section. Here the leads are carried down to a level with the con- 
denser tops. From this point the sections are fed. The main bus is made of twenty-four 
inch wide copper, bent in trough shape, the return lead being supported under the other. 
At every point wbere the leads divide, a smaller size conductor is used, and all the leads are , 
so arranged that the distance between them can be adjusted, in order that the induct^ce 
(of the leads) can be varied as the requirements of the circuits demand. By using this 
system of distribution, the path of the current from the oscillation transformer to any tank 
in the entire bailk of three hundred and eighty-four is exactly' the same. This is very im- 
portant, in order that no one tank will be required to work on a greater current than any 
other. Each section of twenty-four tanks is set on a sloping floor, and from each section ' 
rtins an oil drain, under the floor, to a single receiver. 

The condenser tanks at the high power stations are modifications of the Poldhn type 
shown in Fig. 319. They consist of stoneware tanks, thirty inches high by seventeen indies 
wide, by seven inches thidk. The design was adopted for the purpose of kee^i^ in view 
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the necessity of the quick and easy replacement of plates. All the elements of a tanlc can be 
lifted out bodily and new plates of glass readily inserted. A fibre sling carries thirty-one 
glass plates and twenty-nine zinc pUtcs, ever; alternate zinc plate being connected to the 
buses. 

As will be seen in the sketch, the plates are connected to the terminals by flexible strips, 
which compensate for any inequalities in the depth of the tanks. The covers are thoroughly 
oil-sealed, and the whole tank is filled with a high grade mineral oil. As the slightest trace 
of moisture in the oil renders its insulating value inadequate, and as oil is highly h^roscopic, 
it is quite essential to use only very di7 oil. To obtain this, a filter press is installed in each 




igh Power Sutioni. 



If any tank fails or is broken down the section of which it is a unit is" cut out of the 
bank, and the spare section cut in. Then a portable derrick is run over the section, and by 
means of a blodc and tackle, which it carries, the contents of the tank are lifted out. To do 
this, a pair of tongs are nm down through the small holes in the center of the cover, and 
the hooks inserted in the holes in the fibre shtig. Thus the contents of the tank can be lifted 
out with. the cover attached, and a new set of elements put in very quickly, without lifting 
the tank itself. After this, repairs can be made to the elements at leisure. 
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Fig. 320— General Scheme of Earth ConoectiaD* far High Power Sutlana. 



Fig. 321 — The Aerial Tunini Inductancei at Eahufcu 
Higb Power Station. 



237. Other U. S. High Power 
Stations. — In addition to the Mar- 
coni High Power Stations just described, 
two additional stations have been erected in 
the United States for transocean communi- 
cation, which are now under the control of 
the United States Government. One is lo- 
cated at Sayville, Long Island, and the other 
at Tuckerton, New Jersey. In the original 
installation, the Sayvillc transmitter con- 
sisted of a 100 K. W, quenched spark set 
operated at the wave lengtR of 4,800 meters, 
but in the past two years a 100 K. W. 
Joly-Arco undamped transmitter has been 
in use and has been operated at a wave 
length of 10,000 meters. During the favor- 
able hours of the day, communication has 
been' established with a correspondifLg sta- 
tion located at Nauen, Germany, the latter 
station being filled with a powerful un- 
damped wave transmitter. 

The station at Tuckerton, New Jersey, ta 
equipped with a 200 K. W. Goldschmidt 
radio-frequency alternator and a 100 K. W. 
Poulsen arc type of transmitter, both of 
which arc employed for communication 
with a corresponding station at Hanover, 
CH!rmany, the latter station being lilted with 
a 200 K. W. Goldschmidt alternator. 
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Both the Sayville and Tuckerton stations employ the umbrella type of aerial, erected on 
masts of great heigbt. The Tuckerton tower, in fact, is 8S0 feet in height, while the tower 
at Sayville is approxirnately 550 feet high, 
and, as is to be ejtpected, the aerials sup- 
ported by these towers require a great deal 
of space for erection. 

In initial experiments at Tuckerton, 
New Jersey, the Goldschraidt tone wheel 
was employed as a receiver, but of late a 
modified form of the oscillating vacuum 
valve has been in use, which gives increased 
strength of signals. The receiving appara- 
tus at Sayville is of the vacuum valve oscil- 
lating type, various circuits being used, 
generally the type favored by the particular 
electrician in charge. 

238. Long Distance Receiving 
Sets. — Various types of long dis- 
tance receivers have h*er developed by the 
Marconi's Wireless Telegraph Company. 

Ltd., both for the reception of damped 
and undamped oscillations. The high power 
stations in the United States are fitted with 
*a lanced crystal or Fleming valve receivers, 
the local circuits of which are connected to 
3 or 4 microphonic amplifying relays, con- 
nected in cascade. By means of these a 
considerable amplification of the incoming 
signals is obtained, which, in fact, can 
frequently be heard with the receivers 
lying on the table with the transmitting 
station 3,000 miles distant. 

Marconi trans-oceanic receiving stations 
are also completely equipped with dictaphone 
receivers which are arranged so that immediately one wax record is indented with 
signals, a second dictaphone receiver is automatically connected in the circuit, and so on. 
The use of these records permits traffic to be dispatched across the ocean at speeds up to 
75 words per minute, which is afterwards transcribed on the typewriter by the receiving 
operator at speeds varjn'ng from 30 to 40 words per minute. Obviously this system wilt 
permit a greater amount of traffic to be handled between two stations and it will, therefore, 
be employed when atmospheric electricity is not too severe. 

239. Condensed List of High Power Stations. — Some of the long distance 
transmitting stations of the Marconi Company, their locations, systems and 
power are shown in the following table: 



Fig. 332— Bank 



High Volt, 
t I^huku. 



.EC Trai 



Location 
Carnarvon, 

Wales 
Clifden. 

Ireland 
Glace Bar, 

Nova Scotia 
Stavanger, 

Norway 
Harion, Hass. 



Sjrstem 
Continuous and discontinuous 



Discontinuous waves 
Discontinuous waves 
Continuous waves 
Continuous waves 
Hew Brunswick, Continuous and discontinuous 

New Jerse7 waves 

BoUnas, Discontinuous waves 

California Discontinuous waves 

Kahuku, Hawaii Discontinuous waves 



Power 


Wave Length 
in Meters 


100-300 K.W, 


6,000 to 10.000 


75-150 K.W. 


5.S00 


75-150 K.W. 


8,000 


150 K.W. 


? 


150 K,W. 


? 


lSO-300 K.W. 


8,000 to 15,000 


300 K.W. 
300 K.W. 
300 K.W. 


6,000 to 10.000 
6.000 to 12,000 
6,000 to 12,000 
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OTHER TRANSOCEANIC STATIONS. 

Location Syatem Power . Vfivi Length 

^LOTK'lsIand Joly-Arco (contlnnou* wavea) 100 K.W. 9,400 meters 

Tuckerton, Gold«hmidt High Frequency ^^.^'^ i"w J4no™«.« 

New Jersey Alternator <contm«ou» waves) l^'' ^ ^- w- 7.400 meter* 



Fis. U3— U. S. HiTol Radio Sutiou at Radio, Va. (AiUnsUo). 
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PART XVII. 

LOCATION OF TROUBLE-MAINTENANCE 

-REPAIRS 

240. In General. 241. General Precautions. 242. Make- 
shift Testing Apparatus. 243. Checking Up the 
Transmitter. 244. The Faults of the Transmitter. 
245. Possible Faults of the Motor Generator. 246. Trou- 
ble IN the Receiving Apparatus. 247. Improvised 
Transmitters and Receivers. 

240. In General. — Unless the student can apply in a practical way the fun- 
damental knowledge of radio which he has gained in the class-room, he is hardly 
qualified to operate commercial wireless telegraph equipment. The ability to lo- 
cate troubles in radio apparatus as they arise constitutes • one of the most im- 
portant essentials of a first-class operator's qualifications. The author would not 
create the impression that the radio telegraphist may expect to encounter an 
inordinate amount of trouble when he takes charge of a ship's wireless station, 
because modem wireless apparatus if properly cared for gives a minimum of 
trouble ; but nevertheless, it would be well to point out here those parts of a wire- 
less telegraph set which are most apt to be at fault in event of an unexpected 
breakdown. 

What to do at the critical moment in event of emergency is the subject which concerns 
us most in this chapter. The ability to weed out troubles in electrical circuits and apparatus 
comes naturally to some, but with others it must be gained by careful study coupled with or 
followed by practical operation of the apparatus. 

Unlike the wire telegraph or wire telephone operator, the radio telegrapher is thrown 
strictly on his own resources. There is no skilled engineering or maintenance staff at 
hand, when at sea, to locate troubles or to offer advice. The operator is required to 
exercise his own initiative, and the manner in which he handles a particular problem will 
disclose his knowledge of the art in general. 

The student should always bear in mind that he deals in radio telegraphy in the main, 
with high frequency, high voltage currents, hence many trouble-finding tests which would 
be perfectly proper for ordinary telegraph or telephone circuits would be entirely useless 
in radio. 

We should take into consideration that wireless apparatus is subjected to conditions at 
sea which are not met with in the factory, the laboratory, or the land station — such as 
moisture, vibration, salt spray, etc., which tend to weaken the delicate parts or to destroy 
the insulation. Hence, one of the most important rules to obey is, KEEP THE AP- 
PARATUS DRY AND DO NOT ALLOW DIRT TO ACCUMULATE UPON IT. 

When a wireless operator searches for trouble in a radio set, we may say, in gen- 
eral, that he will look for one of three things: 

(1) A short-circuit. 

(2) An open circuit. 

(3) A leak im insulation. 

And, if he will go about the work in an orderly manner keeping thoroughly in mind 
the function of each part of the set, his success is assured at the outset 
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241. General Precautions. — A few words of advice may be offered here 
which may prevent future troubles. The following rules apply generally to radio 
sets: 

(1) Keep the bearings of the motor generator well oiled and inipect the oil 

gauges or oil wells at least once a weelL 
<2) Clean the motor brushes as often as thejr requite iL (This will prevent 

copptr duBt imbedding in the carbon, which causes excessive wear on the 

commutator.) 

(3) Go over the transmitting apparatus with a slightlr oiled rag at least twice 
per week to prevent the accumulation of moisture on the insulating .parts. 
Do ttiis oftcner if ttw moisture or humidity is excessive. 

(4) Keep all switch contacts well polished and switch blades thoroughljr 
tightened. 

(5) Go over the nuts and bolts of the panel sets with a small spanner wrench 
from time to time (they loosen by vibration). 

(6) Keep the aerial wires taut and take up all side sway. 

(7) Inspect the aerial from time to time to insure that it does not swing into 
contact with some nearby conductor. 

(8) Keep the storage tiatteries fully charged at all times. 

(9) Keep die plates of the cells covered with water at least one-fourth of 

an incli. 
(10) Inspect the connections between cells frequently. 

242. Makeshift Testiiig Apparatusj — A convenient and practical trouble 

linding apparatus is the simple incan- 
^10 VOLTS descent lamp which may be used to 

locate open circuits or shorl-circitils in 
certaio types of electrical apparatus. 
The lamp, if connected as in Fig. 324 to 
a source of 110 volts D.C. will light to 
full brilliancy if the circuit is closed at 
A, B, through some device which is not 
of too high resistance. 

If the resistance of the coil of wire 
L, for example, does not exceed, say, 50 
ohms, the lamp will light to a fair degree 
of brilliancy if the circuit is eonlinitoits, 
but, obviously, if the coil is broken at 
any point the lamp will not light, and 
an open circuit will therefore be indi- 
cated. It is easily seen from this simple 
problem alone, that the would-be trouble 

finder must have some knowledge of the electrical constants of the circuit with which he 

deals in order that he may apply the proper testing apparatus. 

To illustrate, if the coil L had resistance of, say, 500 ohms, the lamp would not glow 

even if the circuit were electrically com- 
plete. Hence, we would have to devise 

another type of testing apparatus to 

locate this trouble. 

The arrangement shown in Fig. 325 

would soffice. Here an ordinary tele- 
phone receiver P is connected in series 

with the dry. cell C and the coil L, and 

if the circuit is complete, a distinct 

"click" due to the battery current will 

be heard when the testing circuit is 

opened and closed ; but if the circuit is i 

open this characteristic sound will not j 

be heard. It should be kept in mind 

that the telephone is an exceedingly 

sensitive instrument and will detect ' 

„!? l!fthirr,°."»l''°^"^ i» »y dr. „ „„„«., cd, Mrf. b, 
euit m which it u placed. T*lepii9D«i. 
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Certain operators in the commercial radio service, in attempting to locate an open circuit 
in the windings of a receiving transformer, have committed the error of connecting a bell- 
buzzer and a battery in series with the coil, and have assumed, because the buzzer did not 
vibrate, that the circuit was open. The fact is, that in this particular instance the resistance 
of the tuning coil would not permit sufficient current to pass to actuate the buzzer. In a 
case of this kind the telephone and the battery should be employed. 

The simple testing apparatus just described is only applicable to the troubles of ordinary 
low-voltage circuits. Other methods for testing high-voltage radio-frequency circuits will 
be described in the order of their importance. The student should bear in mind that the 
text ctf this chapter will bear only on practical ways of testing apparatus when the ship is at 
sea, under conditions where an elaborate testing system is not available, 

243. Checking up the Transmitter. — Each ship's radio installation is 
furnished with a tuning chart showing the number of turns in use in the open and closed 
radio-frequency circuits and in the aerial tuning inductances. This data also includes the 
setting of the. coupling for the best efficiency and any other special instructions which may 
pertain to the adjustment and operation of a particular installation. 

Suppose, upon entering the wireless cabin for the initial trip, the operator desires to test 
the apparatus, as he is expected to do, before sailing. He first checks up the position of the 
clips on the oscillation transformer by the data given on the tuning chart, and assures him- 
self by careful inspection, that all circuits are complete. He then dons the receivers, places 
the aerial changeover switch in the "receiving* position, and then carefully adjusts the 
receiving detector to the maximum degree of sensitiveness by means of the test busser. 
Next, he carefully tunes the receiver to any station which may be in operation within range, 
and observes the nature of the traffic being dispatched to assure himself that any testing 
which he may do with his transmitter will not interfere with the operation of commercial 
or naval stations. 

In certain ports, it will become necessary to request permission by radio from the nearest 
naval or commercial station before any testing whatsoever is carried out. Of course, in 
times of war, no such work will be allowed except by special permission from the Govern- 
ment authorities. 

Feeling assured that he will not interfere with the traffic of other stations, the operator 
starts the motor generator, places the aerial changeover switch in the transmitting position, 
presses the key, and notes the reading of the aerial ammeter. Suppose the aerial ammeter 
reads but 7j^ amperes when the normal reading, according to the tuning chart, should be 
14 amperes. If the wattmeter reads normal power, say 2 K. W., such as the Type P-4 
standard Marconi set, there is either leakage in the antenna circuit or there has been some 
error in placing the clips of the oscillation transformer or the aerial tuning inductance. The 
turns should again be carefully checked up and if there has been an error in the original 
setting, it should be at once corrected. • 

This trouble may also be caused by an improperly working spark gap. For instance, 
some of the gaps in the quenched gap may be short-circuited, but, generally, this would be 
shown by reduced reading of the wattmeter. In the case of the rotary gap, this may be 
the result of the lack of synchronous adjustment, which should be immediately attended to. 

It is noted in modern Marconi transmitting sets, that the tuning of the antenna circuit 
is often seriously affected by the presence of a nearby metallic structure, such as a metal 
dock building, another ship with an aerial nearby, or parallel derrick cables which may 
have been erected temporarily for hoisting purposes. If the reduction of aerial current in 
the foregoing example is due to one of the latter causes, normal antenna current will be 
obtained when the vessel returns to sea. But it is hardly possible that a reduction of 
current as great as that above mentioned will be occasioned in this way. 

244. The Faults of the Transmitter.— Assume that spark fails to discharge 
at^ the gap when the transmitting key is closed. Unless the apparatus has been actually 
injured by an accident, the operator should ask himself : 

(1) Is the alternator generating current? 

(2) Is the generator field open? 

(3) Is the primary or the secondary winding of the high voltage transformer 
open or on short circuit? 

(4) Are the high potential condensers punctured? 

(5) Is there a leakage in the walls of the spark gap mufiler? 

(a) Test for the Alternator, — If the radio set contains a voltmeter and the meter itself 
is not at fault, and furthermore, if it is placed in shunt to the A. C. line and no reading 



Fig- 325A — Scout Airplane Equipped WiCb Wirelew Apparatus. 



fig. 325B— Oicillaiini 
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is obtained {rom it when the generator is in operation, it may be dne to one of the following 
causes : 

(1) An open circuit in the armature. 

(2) An open circuit in the field windings. 

(3) The field current may have been cut o£F. 

If the generator fields are fed with 110 volts D. C, whether or not the field current is 
"on" can be determined simply by placing a 110- volt incandescent lamp in shunt to the field 
terminals. If any doubt exists as to the continuity of the field circuit, a test can be made 
by placing a 110-volt lamp in scries with the field coils, and if the filament does not glow 
it indicates that the circuit is open. If the circuit is continuous the lamp will glow dimly. 

If the voltage of the alternator under normal operating conditions is known, whether 
or not the armature is generating current can be determined by placing an incandescent 
lamp (or perhaps a bank of lamps) in shunt to the brushes. For example, if the potential 
of the alternator is 380 volts on open circuit (such as the alternator furnished with the 
Marconi 2 K. W. 500 cycle transmitting set), then four 110-volt lamps should be connected 
in series and if the armature is generating current the lamps will light to a fair degree of 
brilliancy. A bank of lamps connected in series makes a very practical voltmeter for 
approximate determinations of potentials. 

(&) Test for the High Voltage Transformer.— In the earlier radio systems a short- 
circuit due to a puncture between layers of the primary winding would be indicated by 
blowing the fuses between it and the generator when the transmitting key is closed ; but in 
modern motor generators, a short-circuit would not be evidenced in this way owing to the 
high synchronous impedance of the armature circuit. In fact, in modern Marconi motor 
generator sets no fuses are inserted in the generator circuit. In transformers of the 
former type the continuity of the primary winding can be determined by placing an ammeter 

in series and if the normal current in- 
take is known, and an excessive reading 
is obtained, a partial or complete short- 
circuit is indicated. The circuit for this 
test is shown in Fig. 326. 

The condition of the secondary coils 
may be determined by a flash test. The 
secondary terminals of the transformer, 
Fig. 326, are separated by a space of say 
^ of an inch, and normal current sup- 
plied to the primary winding. If a 
heavy Hash is not secured at the gap 
when the transmitting key is closed, it 

is an indication that some of the secondary coils are short-circuited. Generally, the burned 

out section can be observed, by smoking which will take place at the short-circuited section. 

The injured secondary section should be removed and replaced by a spare which is furnished 

to all ships. 

ic) Test for the High Voltage Condensers. — A punctured leyden jar can generally be 
located on sight upon closing the telegraph key, provided the remainder of the transmitting 
set functions properly. A flaming arc will take place between the coatings through the 
walls of the jar. A punctured plate in an oil plate glass condenser can be determined in 
the same way. 

(d) Leakage in the Muffler Box. — Whether or not there is leakage over the walls of 
the muffler box can be determined by disconnecting the condenser discharge circuit from the 
spark gap and making another temporary discharge gap outside the muffler. ,If a normal 
spark discharge is now obtained, but an intermittent or partial discharge when the circuit 
is re-connected to the spark gap proper, it is obvious that severe leakage exists. 

(e) Test for the Insulation of a Wireless Aerial— htaksLgt across the insulators of a 
wireless telegraph aerial can be determined by the test shown in Fig. 327. The secondary 
winding of an induction coil or high voltage transformer is indicated at the spark gap S-1, 
the antenna at A, and the earth connection at E. Assume when the discharge gap S-1 is 
shortened to a fraction of an inch (say 1-16 of an inch) no spark discharge is obtained 
upon closing the primary circuit of the coil; this is a positive indication that the antenna 
insulation is broken down. The aerial should now be lowered, and the defective insulator 
removed. 
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Fig. 326 — Showing How Defects in the Primary and 
Secondary Windings of the Transformer May be Located. 
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Fig. 327— ACethpd for Determining 
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MkiLgt in Aerial Insulators. 



(f) Quinehid Spark Gap Troubles.-^lt is essential that the discharge gaps of a multiple* 
plate quenched gap be air-tight. A leakage of air will be manifested by an irregular spark 
discharge, by a fluctuating wattmeter reading, or by lack of normal antenna current as 
indicated by the aerial ammeter. 

In general, this leakage can be avoided by compressing the plates with the "take-up" 
bolt at the end of the quenched gap frame, but now and then a defective insulating gasket 
may leak irrespective of this precaution. In due time the leaking plates will carbonize and 

short-circuit. The defective gap can be located by means 
of a small spark gap testing-rod which is supplied to all 
modern Marconi sets. (The testing-rod consists of a cop- 
per fork mounted on the end of a wooden rod.) With the 
spark discharging through all the plates of the quenched 
gap, the rod is* connected across two plates at a time, 
followed by opening and closing the circuit. If a spark 
takes place on the edge of the fork when this is done, the 
gap is in normal condition, but if no spark is secured, a 
complete short-circuit is evidenced. 

In event so ma/ny plates are short-circuited that the gap 
must he taken down, extreme care must he taken to polish 
each plate thoroughly, remoznng all carbonized deposits 
and lint which may adhere to the surfaces during the clean- 
ing process. After all plates are thoroughly cleaned, they 
should be replaced in the rack and new insulating gaskets 
inserted. It will then be necessary to discharge the gap 
for one or two hours in order to place it in working con- 
dition ; but this should be done at low power. For instance, 
if the normal power input of the set is 2 K. W., it should 
be reduced to 1 K, W. during the "seasoning" period. 

If the motor blower burns out or ceases operation from any cause whatsoever, the 
trouble should be immediately attended to, as the gap cannot be used more than two or 
three minutes without a constant blast of air being supplied to its cooling flanges. 

In taking apart a multiple plate gap, it should he heated by allowing the spark to dis- 
charge through it for a few moments with the motor blower disconnected. The compound 
on the insulating xvashers will then soften and the gap plates will drop apart readily. If 
taken apart when cold, the fibre washers will adhere to the copper plate and the deposit will 
need to be scraped off with a knife, 

245. Possible Faults of the Motor Generator. — ^The troubles ordinarily 
found in the motor generator are similar to those to be expected in any dynamo or motor. 
If the defect in a dynamo or motor armature is a serious one (such as a burned out arma- 
ture) it will be difficult to effect a repair at sea unless the operator is skilled in armature 
winding. 

In addition to the common faults of the motor generator, another is encountered in 
radio, viz., induction from the transmitter. Powerful static and magnetic fields are set up 
in the region of the radio-frequency circuits, particularly about the aerial, which may indtuce 
currents of very high voltages in the low voltage power circuits. The insulation may thus 
be punctured and a serious burn-out result. 

The windings of the armature and the field coils of a motor generator would be most 
apt to suffer from this induction, but as .we have mentioned in paragraph 57, page 64, the 
protective condensers ordinarily supplied with motor generator sets are very effective in 
neutralizing induced potentials. Troubles of this sort are now infrequent. 

An induced current of high voltage may, for instance, burn the insulation of the con- 
ductors in a motor generator and place one of the wires in direct contact with the frame. 
If an earth connection exists at any other point in the power system, a complete short-circuit 
may occur. It should be kept (in mind at this point that the frame of the motor generator in 
modern Marconi sets is connected directly to earth and therefore electric contact between 
the armature or field winding and the frame, under this circumstance, would be more serious 
than in systems which are not earthed. 

(fl) Testing for Grounds. — Fig. 328 shows how a "grounded" wire can be traced down. 
Using a 110- volt source of current and an incandescent lamp, one side of the circuit is con- 
sect^ to the frame of the motor generator and the other to the commutator or to one of the 
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Fig. 328 — Looting "Grooods" 



terminals of the field wiodinK, If the lamp li|^ts to partial or full brilliancy, the insnlatioo 
of the armature or field circuits is broken down at some point. 

The circuit in which the ground exists can be determined by taking the brashes off the 
commutator and applying the forgoing test to the armature and field coils separately, B; 
disconnecting the wires joining the field 
poles, the test can be applied to each coil 
individually until the tronblesomr. one is 

It is comparatively easy fo'. an iaex- 

perienced man to rewind a defective field 

coil, but replacing a burned-out armature 

coil requires the services of a skilled 

repairman. This is a painstaking job 

which requires careful workmanship. 

(6) Loeating Troubles iit the Arma- 
ture. — If the insulation between an arma- 
ture coil and the iron b supposedly at 

fault, and furthermore, another "ground" 

exists in some part of the motor generator 

circuit, a complete short-circuit will result 

The particular coil which is in contact wth the iron can be located as shown in Fig. 329. 

The coil terminals are unsoldered from the commutator and the lamp test applied to each 

until the defective coil is located. 

An open eiretiit or jhort-eireml in a particular armature coil can be traced down by the 
connections shown in Fig, 330. A volt- 
meter is applied to adjacent segments 
of the commutator as shown at the right 
of the armature. The brushes of the 
armature are placed in contact with the 
commutator and a source of 110 volts 
D. C. connected through a regulating 
rheostat (This precaution is particu- 
larly important, as otherwise excessive 
current will flow.) 

If the armature is in perfect condi- 
tion, with this test, the current will 
divide equally between the two brushes 
and a practically equal drop of potential 

will be obtained across each set of adjacent segments. 

It one of the coils Is open a reading of the voltmeter will be obtained across adjacent 

segments on one side but no reading will be had on the open side until the open coil is 

bridged, when a much larger reading than between two segments on the opposite side will 

be secured. 

A millivollmeter is often required for 

this test, depending upon the resistance 

of the individual armature coils. 

If but one or two coils in a motor 

armature are short-circuited, the motor 

can be operated temporarily by placing a 

small wire jumper across the segments 

of the defective coil. This will throw a 

heavier load on the remaining coils but 

the motor can be at least operated for 

brief periods. A short-circuited motor 

armature coil will have to be removed 

and replaced by a new one, but this repair 

should only be undertaken by a skilled 

mechanic. 

The additional troubles which may be encountered are: 

(1) Sparkinc at ttie brashea. 

(2) liie commutator may be rough and 
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The remedy in either case is obvious. The brushes should be cleaned from time to time 
with a fine grade of sand paper. EMERY PAPER should in all cases be avoided. 

If the commutator is very rough and cannot be brought to smoothness by sand paper, the 
armature will have to be removed and the commutator turned down in a lathe. 

(r) Automatic Motor Starters* — ^A fair proportion of modern radio installations are 
supplied with automatic motor starters for the motor generator. 

Generally, a protective resistance is inserted in series with the solenoids of these starters 
to prevent the coil from over-heating. These resistances are thrown in the control circuit 
automatically when the starter is in the "full running'' position. 

If this coil should burn out, the control circuit will open when the plunger of the motor 
starter has attained its final position. The control circuit also may be open at another 
point, and consequently, the starter will not function when the starting switch is closed. 

For temporary operation of the motor generator in either case, the plunger of the auto- 
matic^ starter may be pushed to the "full running** position by hand and propped into place 
by a stick of wood until a more convenient time for repairs is at hand. 

If the protective resistances above mentioned burn out, two sixteen-candlepower lamps 
connected in parallel could be inserted in their place. 

An open circuit in any part of the control circuit of the automatic starter can be traced 
down by one of the well-known testing methods. 

(</) Bumed'Out Starting Resistances. — Occasionally, one of the resistance coils of a 
hand-operated or automatic motor starter may burn out thus breaking the main circuit of 
the motor armature. 

In this circumstance, the motor, of course, will not start until the open coil is passed, 
when the armature will be set into rotation with a "jump." This is liable to do serious 
injury to the armature. 

The coil which is burned out may be found by completely disconnecting the starter from 
all associated circuits and applying a test lamp with a 110- volt source of current (as shown 
in Fig. 325). The connections to both ends of the starting resistances should be located or 
contact (from the testing circuit) may be made with the studs on the face of the starter. 
One terminal of the testing circuit is placed on the first stud and the other terminal connected 
to successive studs until the lamp goes out. The last coil, evidently, is the one which is 
burned out and it should be shunted out of the circuit by means of a copper wire. 

Due to the fact that motor generators in radio transmitting sets start without load, it is 
feasible to cut out one or two of the resistances in this way, and the motor may still be set 
into operation without injury to the armature. 

If the small release magnet on the hand-operated starters should become short-circuited 
or burned out, the handle of the starter may be held in the "full running" position by tying 
it in place with a piece of cord. 

OPERATORS ARE CAUTIONED IN REASSEMBLING A MOTOR GENERA- 
TOR TO TAKE PARTICULAR CARE THAT THE RINGS WHICH ROTATE 
WITH THE ARMATURE SHAFT AND DIP INTO THE OIL WELLS ARE IN 
POSITION WHEN THE ARMATURE IS REPLACED. LACKING A CONSTANT 
SUPPLY OF OIL, THE BEARINGS WILL <TREEZE" IN A FEW MOMENTS. 

246. Trouble in the Receiving Apparatus. — Like other electrical apparatus, 
the receiving tuner coils may suffer from open circuits or short-circuits either of which 
may be located by a battery and a head telephone as shown in Fig. 325. 

It would be well to remark here that the mere fact that signals can be heard when the 
radio set is thrown in the "receiving position/' does not insure that the circuits are in 
proper condition or that the receiver is functioning properly. In radio-frequency circuits a 
coil may be broken but current will flow due to the capacity between the adjacent parts of 
the broken turn. The better way to determine if a receiving set is working properly is to set 
it into excitation by a wavemeter as shown in paragraph 173, page 206. The wavemeter is 
set at a particular wave-length followed by adjusting the primary and secondary circuits to 
resonance. Now, if variations of the inductance of the primary and secondary circuit will 
cause the signals from the wavemeter to disappear, it is a fairly positive indication that the 
tuner is functioning properly. In other words, proper functioning is assured if the resonant 
adjustments on the receiver are sharply defined. 
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Pig. 331 — vindicating m Test for an Open Circuit in 

Receiving Tuner. 



<a) Locating an Open Cireuit in the Primary or Secondary.-^The diagram of Fig. 331 
shows how to locate an Open cireuit in the primary coils of a receiver. 

The binding posts, A, E, are assumed to be those connecting to the aerial and earth 
respectively. With the battery and head telephone connected as shown, the inductance 

changing switch is varied from point to 
point until the click in the receiver disap- 
pears when the telephone circuit is broken. 
The contact point on the switch where the 
circuit tests "open" is obviously the point 
at which the primary coil is broken. 

A short-circuit is not apt to exist in 
this winding, as generally, it is made up 
of a single layer. 

A similar test is applied to the second- 
ary winding but it is slightly more difficult 
to make connection with this winding be- 
cause the connections from either end of 
the coil are not attached to distinct bind- 
ing posts as the primary. Hence, spring 
contact clips as shown in the drawing can 
be fastened directly to the studs of the 
secondary inductance changing switch. 

(b) Locating a Short-Circuit in the 
Variable Condenser. — The plates of a 
variable condenser may drop out of line 
and touch causing a complete short-circuit 
at certain positions on the scale. This 
can be ascertained by connecting a 110- 
volt lamp in series with a source of current as in Fig. 332. If the plates touch, the lamp will 
light to brilliancy. A telephone and battery may be tised in a similar manner. 

A similar test may be applied to the fixed or stopping condenser. 

(c) Testing the Head Telephone. — The cords of a receiving telephone may give trouble 
due to breakage of the conductor inside the insulation. The test for this is simply made. The 
telephones should be firmly attached to 

the terminals of a dry cell and the cords 
shaken wolently. If a rasping sound is 
heard, a loose contact in the conductor 
is indicated. 

An open circuit may exist in the 
bobbins of a receiver. No sound will 
therefore be heard when the receiver 
tips are attached to a dry cell. Whether 
or not the trouble is in the cords or in 
the bobbins can be found out by placing 
a jumper around the cord tips at the 
point where they enter the receiver cases. 
A second pair of telephones which are 
known to be in working condition are 
now connected in series with a battery 
and the defective telephones. If a 
"click" is obtained when the circuit is 

made and broken with the cords of the first telephone shunted by jumpers, and no sound is 
obtained when the jumpers are removed, an open circuit exists in the receiver bobbins. 
The magnet will therefore require rewinding. 

(d) Fading of Signals During Reception. — If the signals from a distant transmitter 
swing in and out periodically or irregularly, the trouble is likely due to leakage in either 
the transmitting or receiving aerials. 

The transmitter antenna, for example, may swing into contact with mast stays during 
the rolling of the ship and thus divert the antenna current to earth. The remedy for this 
difficulty is clearly beyond the control of the receiving operator. 
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Fig. 332— >Showi]|ff How to Locate a Short-Circuit in 

Variable Condenser. 
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The Icakase may also be found in the receiver aerial which nuty iwing into contact with 
the ihip's stays or other nearby conductors. 

Loose contacts may exist in the antenna wires at the receiving station, the joints of 
which may not have been properly soldered. This would occasion very serious losses in 
the strength of signals. An imperfect connection in the telephone cords may caus« the 
signals to disappear intermittently. 



(<) Weak Signals.— li the signals a 



mduly faint, it may be due t 






(1) The receiving station may be nearly out of range of the transn^tter; 

(2) The tranamitter may be operating at reduced power; 

(3) The oscillation detector may be out of sensitive adjustment; 

(4) The primary and secondary circuits of the tuner may not be in resonance 
with the transmitter; 

(5) There may be a poor earth connection; 

(6) The local battery may be exhausted; 

(7) If a crystal rectifier is in use, the local current may be flowing in the 
wrong direction; 

(8) The switch studs on the primary and secondary coils may make poor 
contact; 

(9) The plates of one of the variable condensers may touch on certain posi- 
tions of the condenser scale; 

(10) The contact point on the crystal rectifier may have corroded. 

247. Improvised Transmitters and Receivers. — In event of accident to a 
radio set, particularly in war times, an improvised transmitting or receiving apparatus may 
prove of the utmost value. It is a fact that a considerable number of parts of either trans- 
mitter or receiver may break down, but communication can still be maintained over reduced 
range. 

Beginning with the transmitter, assume that the insulation of the primary or secondary 
windings of the oscillation transformer becomes defective. Two makeshift arrangements 
can be employed : 

(1) The aerial tuning inductance can be used as an auto-transfomier to trans- 
fer energy from the spark gap circuit to the antenna circuit; 

<2) The spark gap can be connected in series with the aerial, i. e., employed 
as a plain aerial fa 
Figs. 333 and 334 show the connections 
for either arrangement. If the emer- 
gency apparatus is connected as in Fig. 
334, the set must be operated at reduced 
secondary voltage because the antenna 
insulators with this connection are sub- 
jected to a severe strain which may 
destroy their insulation. A plain spark 
gap will not function as well at this 
point as a rotary gaj because, owing to 
the small capacity of the antenna and 
the current output of the secondary 
winding, arcing will be obtained at the 
gap, resulting in imperfect oscillations. 
But with the rotary gap the arc is driven 
from the spark discharge and a clear j 

spark tone is obtained. 

The connections of Fig. 333 are 
preferable. The primary and secondary drcuits 
contact clips A and B. If insufficient inductance remams to 1 
standard waves (dSO, 4S0 or 600), the set should be tuned 
uito>transfonner afiords. A hot- 
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be. placed in exact 



die circuit in order to obtain conditions of resonance. 



by the 
■ the circuits to one of the 
whatever wave length the 
indicated at A-1 should be inserted in 
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An induction coil fed with a direct current storage battery can be connected as in Pig. 
334. In this case the rotary spark gap would not be required. The induction coil would 
give a clearer spark note than a rotary gap because its current output is considerably less 

than that of a high voltage alternating cur- 
rent transformer. 

A temporary receiving apparatus can be 
devised as in Fig. 149, wherein a crystal 
rectifier D is connected in series with the 
antenna A and the aerial tuning inductance 
L-L The head telephones P are shunted 
around the crystal. A receiver connected in 
this way will give fair results but the 
strength of signals will not equal that which 
can be obtained by the connections of Fig. 
151, where a simple tuning coil A, B, is 
connected in series with the antenna circuit 
and employed as an auto-transformer. The 
contact clips C and A permit the primary 
and secondary circuits to be tuned to reso- 
nance and to the incoming wave and there- 
fore increased strength of signals will re- 
sult If adjustment to longer waves than 




Fig. 334 — Special Plain Aerial Emergency Transmit- 
ter for Use With Alternating Current 
Transformers 



that afforded by the coil A, B, is necessary, another coil can be connected in series with the 
antenna circuit to increase the wave-length. 

Temporary substitutes can be arranged for both the generator and motor field rheostats. 
Two or three or perhaps more sixteen-candlepower lamps can be connected in parallel and 
then in series with the field coils. The amount of field current can be regulated by turning 
on and off a number of lamps. In fact, a rheostat made up of a pair of metallic plates 
immersed in a wooden bucket filled with salt water can be employed for this purpose, but it 
would not prove as satisfactory as the lamp bank resistances. 

A temporary motor starter can also be made of two metallic plates immersed in a wooden 
bucket filled with salt water. The plates should first be separated to the maximum distance 
and then the main D. C. line switch closed. As the motor increases its speed the plates can 
gradually be moved towards each other until, finally, they are placed in actual contact. Full 
voltage is then supplied to the motor armature. 

As a final word of advice, the author cautions the radio operator in event of accident or 
emergency, to think carefully, proceed cautiously, and keep thoroughly in mind the funda- 
mental circuits of the transmitter. If he will model his actions in accordance with the 
fundamental knowledge which he has obtained of radio telegraphy by careful study of this 
volume, his success is assured, 



IM.. 



APPENDIX 

SECTION A. 
COMPLETE DATA FOR STANDARD MARINE COMMERCIAL SETS. 

Transformer Capacity High Antenna Current 

_, Voltage Voltage Con- . (Average) 

Type Power Rating Primary Secondary denser (mfds.) 600 met. 460 met. 800 met. 

P-4 2 K.W. 500 cycle 350-140 12,500 .012 (600 met.) 12 to 17 amp. 9-13 3 to 5 

.006 (300 met.) 

P-5 H K.W. 500 cycle 350-120 14,500 .004 5j4 to 8 5-7 2 to 4^4 

£-2 H K.W. 120 cycle 300-110 14,700 .01 5 to 7 IJ^ to 3 

Composite 1 K.W. 60 cycle 110 18,000 .008 5 to 7 IJ^ to 3 

Composite 2 K.W. 240 cycle 500 15,000 .008 5^4 to 8 Ij^ to 3 

P-9 % K.W. 500 cycle 300-110 15,000 .002 3 to 4 1 to 2 

The foregoing data will familiarize the student with the power rating, electrical dimen- 
sions of the oscillation circuits, voltages, current, etc., of the various transmitters of the 
American Marconi Company, knowledge of which is essential to the practical operator. 

SECTION B. 

WAVE LENGTH RANGE OF MARCONI RECEIVING TUNERS. 

Type 101 200 to 7,500 meters 

Type 107a 300 to 2,500 meters 

Type 106 200 to 3,500 meters 

Type 112 200 to 2,500 meters 

SECTION C. 
CORRECTION FACTOR FOR FORMULA 

(See Paragraphs 92 and 96) 
2ir 

Wave length = — X 9.5 X V L C 

K 

Values of K corresponding to — 

Li 

Where L« = inductance of loading coil at base, 
Li = distributed inductance of antenna. 

Li/Li K L./Li. K 

.0 1.57 1.5 .735 

.05 1.51 2. • .65 

.1 1.426 2.5 -59 

2 1.314 3. .545 

.3 1,219 4. -475 

.4 1.142 5. .430 

.5 1.078 6. .40 

.6 1.022 7. .370 

.7 .968 8. .350 

.8 .925 9. .325 

.9 .892 10. • -31 

1.0 .855 
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C. 

Values of K corresponding to — 

c. 

Where C* = the capacity in microfarads of the short wave condenser 
And C^=sthe capacity of the wireless telegraph aerial 

O/G K D/Ci K 

4.0 1.7137 .90 2.0671 

3.8 1.7200 ^0 2.1111 

3.6 1.7294 .70 2.1614 

3.4 1.7373 .60 2.2179 

3.2 1.7467 .50 2.2933 

3.0 1.7577 .45 2.3247 

2.8 1.7687 .40 2.3719 

2.6 1.7812 .35 2.4347 

2.4 1.7969 .30 2.4975 

2.2 1.8142 .25 2.5604 

2.0 1.8378 .20 2.6546 

1.8 1.8661 .15 2.7489 

1.6 1.8928 .10 2.8588 

1.4 1.9242 .05 3.0002 

1.2 1.9682 .00 3.1416 

1.0 2.0294 



SECTION D. 
INDUCTIVITY VALUES FOR DIFFERENT DIELECTRICS. 

Dielectric. Inductivity Value, "K 

Flint Glass, Double Extra Dense 10.10 

Flint Glass, Very Dense 7.40 

Flint Glass, Light 6.85 

Flint Glass, Very Light 6.57 

Castor Oil 4.80 

Quartz 4.50 

Porcelain 4.38 

Mica Sheet, Pure 4.00 to 8.00 

Glass, Common (Radio- Frequency) 4^1 

Glass, Common (Low Frequency) 325 to 4.00 

Sperm Oil 3.02 to 3.09 

Olive and Neats-Foot Oils 3.00 to 3.16 

Shellac 2.74 to 3.60 

Gutta Percha 2.46 to 4.20 

Sulphur 2.24 to 3.84 

India Rubber, Pure 2.22 to 2.497 

Turpentine 2.15 to 2.43 

Hard Rubber Ebonite 2.05 to 3.15 

Petroleum 2.03 to 2.42 

Resin 1.77 to 2.55 

Paraffined Paper 3.65 

Paraffine Wax 1 .9936 to 2.32 

Beeswax « 1.86 

Paraffine, Clear 1.68 to 2.32 

Celluloid 1.555 

Manila Paper 1.50 

Air at Ordinary Pressure, Standard 1.0000 
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SECTION E. 



Conversion of X = _toX = 59.6 VLC 

N 

If L be expressed in henries, C in farads, R in ohms, and N in cycles per second, Ohm's law 
for alternating current is expressed, 

£ 
1= . . 



i/r*+ I 2irNL \ 

^ V 2irNC/ 



1 

Where 2irNL =is the expression for the reactance of a circuit containing induc- 

2irNC 

tance and capacity. 

If 2ir N L =* we have resonance and therefore I = — (See paragraphs 45 and 46). 

2irNC R 

If in any given oscillation circuit, 

1 

2«' N L = then, evaluating, 

2irNC 

4^ irLC = l 

1 



hence, N* = 



4»«LC 
1 



orN = 



2»VLC 

which is the fundamental equation for the frequency of an oscillation circuit. As shown in 
paragraph 91, if X, the wave length, be expressed in meters, N in cycles per second and V 
the velocity of electrical waves = 300,000,000 meters per second, then 

300,000,000 

1 

But N= 



2» V L C 

300,000,000 

hence X = = 300,000,000 X 2ir x V LC 

1 



2»VLC 

The microhenry and the microfarad are more convenient units for practical oscillation cir- 
cuits. Also 1 farad = 1,000,000 microfarads, and 1 henry = 1,000,000 microhenries. Hence, 
if the inductance and capacity are to be expressed in such units we must divide L and C 
t^ 1,000,000, then 

IT 

X 



=2» X 300,000.000 X V X - 

^ 1,000,000 1,1 



,000,000 
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If we take 1,000,000 out from under the radical, 

300,000,000 



X =:2ir X VLC = 2irx300XVLC 

1,000,000 

If L be expressed in centimeters and 1 microhenry = 1,000 centimeters, then we must 
divide L by 1,000, hence, 

T- C 
X=2ir X 300X 



^ 1,000 



Taking out 1,000 under the radical (and since V 1,000 = 31.62) 

6.2832 X 300 

X = X V LC 

31.62 



or X = 59.6 V LC 



SECTION F. 

The follOTving series of questions bear directly and indirectly on the text of this volume, 
and are considered as a representative set for training students to become wireless operators. 
They were intended primarily to guide the instructor in outlining a complete instruction 
course, but will be valuable to the elementary student of radio as well. 

PART L 

Magnetism. 

Ques. (1) Describe a permanent magnet. 

Ques. (2) Name the metals subject to magnetic influence. 

Ques. (3) Show by diagram the resultant magnetic field between two north poles in proximity. 

Ques. (4) Draw a diagram showing the resultant magnetic field between a north and south pole. 

Ques. (5) What is meant by the earth's magnetism? 

Ques. (6) Where is the north magnetic pole located? 

Ques. (7) What is the behavior of soft iron and hard steel under the influence of a magnetizing 
force? 

Ques. (8) Can all bodies be magnetized? 

Ques. (9) What is said to be the direction of the lines of force in a magnet? 

PART IL 

Elementary Electricity and Simple Circuits. 

Ques. (1) What is meant by a "positive" and a "negative*' charge of electricity? 

Ques. (2) Explain the application of the term "electromotive force** to an electrical circuit? 

Ques. (3) 'Name four methods by which an electromotive force can be generated. 

Ques. (4) Explain briefly the actions taking place within an ordinary chemical electrical cell. 

Ques. (5) Show by diagram a series connection of electrical cells. 

Ques. (6) Show by diagram a parallel connection of electrical cells; a series parallel connection 

Ques. (7) Define the term resistance as applied to an electrical circuit. 

Ques. (8) What is meant by an open circuit; a short circuit; a closed circuit? 

Ques. (9) What is the unit for current pressure; current strength; resistance. 

Ques. (10) Explain Ohm's law and apply it to an electrical circuit; work out a simple problem 

Ques. (11) .How is the power of a direct current measured? 

Ques. (12) Work out a simple problem showing the joint resistance of three resistances of different 
values CQnnected in parallel. 

Ques. (13) Define a volt, ampere, ohhi, watt and give the standard value of each. 

Ques. (14) What metals offer the greatest resistance to the flow of an electrical current? 
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Quet. (15) Will pure water conduct electricity? 

Ques. (16) Will impure and salt water conduct electricity? 

Ques. (17) The voluge of a circuit in 100 volts; the resistance 10 ohms; what will be the 

strength of the current when the circuit is closed? 

Ques. (18) How many amperes will a 100 watt Tungsten lamp draw on a 120 volt circuit? 

Ques. (19) What power is consumed in applying a current at pressure of 220 volts to a circuit 
the resistance of which is 20 ohms. 



PART III. 

m 

Electromagnetism — Electromagnetic Induction — Electrical Measuring Instruments— The 

Flow of Alternating Current. 

Ques. (1) Describe the essentials of an electromagnet. 

Ques. (2) Show by diagram the direction of the lines of force about a solenoid. 

Ques. (3) Show by diagram the direction of the lines of force about the poles of a horse-shoe 
magnet. 

Ques^ (4) How may the strength of the magnet field about the poles of an electromagnet be 
regulated? 

Ques. (5) . Show by diagram the principle of electromagnetic induction. 

(^ues. (6) Explain the terms self-induction; mutual induction. 

Ques. (7) Draw a circuit diagram of an induction coil with a magnetic interrupter and explain 
fully its operation. ^ 

Ques. (8) Show by diagram a step-up transformer; a step-down transformer; an auto transformer, 
an air core transformer.*-""'^ 

Ques. (9) Show by diagram the construction and working of a galvanometer; a voltmeter; an 
ammeter; a wattmeter. 

Ques. (10) Explain the use of a shunt in connection with an ammeter. 

Ques. (11) Explain briefly how current is generated in a dynamo. 

Ques. (12) Draw a diagram of a shunt-wound dynamo; a series-wound dynamo; a compound-wound ^ 
dynamo. 

Ques. (13) Show by diagram the differences in construction between a ring-wound arnuture and 
a drum-wound armature. 

Ques. (14) How can the voltage of a dynamo be increased or decreased? 

Ques. (15) What effect has an increase of the speed of the armature on the voltage of a dynamo. ^' 

Ques. (16) Show by diagram the construction of a field rheostat. 

Ques. (17) Explain by diagram the function of a commutator in a dynamo; similarly the function 
of the collector rings. ^^ 

Ques. (18) Explain briefly how an electric motor operates.^" 

Ques. (19) State two methods by which the speed of a motor can be increased. L 

Ques. (20) Show the circuits of a differentially compound-wound motor. C. 

Ques. (21) How may the frequency of a generator be increased? 

Ques. (22) What is the frequency, in cycles per second, of the generators used in commercial 
wireless telegraphy? 

Ques. (23) What effect has a series condenser on the flow of alternating current; the effect 
of a series inductance. 

Ques. (24) What is meant by a resonant circuit? 

Ques. (25) Give Ohm's law for alternating current (See Appendix). 

Ques. (26) Explain the meaning of the term "power factor." 

Ques. (27) How is the power of an alternating current measured? ^ 

Ques. (28) Show by diagram two practical electrical circuits. 

Ques. (29) Explain how a fuse operates. 

Ques. (30) What is meant by the effective value of an alternating current? 

Ques. (31) How is the power output of a generator increased? Decreased? '"^ 

Ques. (32) What is meant by a separately excited dynamo? 

Ques. (33) How can you reduce the output of an alternating current dynamo without reducing \ 
the frequency? 

Ques. (34) What is the frequency of a 30 pole generator revolving at a speed of 2,000 revolutions [ 
per minute? 

Ques. (35) Define the terms cycle, frequency and amplitude. ^ 

Ques. (36) Show by diagram the difference between a step-up voltage transformer and a step- 
down voltage transformer. 
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PART IV. 
Motor Generators and Automatic Motor Starters. 

Ques. (1) Draw a diagram of a motor generator consisting of a differentially-woimd motor and 
a simple shunt-wound generator. 

Ques. (2) Draw a circuit diagram of a simple shunt-wound motor generator. 

Ques. (3) Explain by diagram the Cutler Hammer type of motor starter; similarly the General 
Electric Company's hand starter. 

Ques. (4) Give a complete circuit diagram of the automatic starter used in connection with the 
Marconi 2 K« W. 500 cycle panel set. 

Ques. (5) Give a circuit diagram of a ^ K. W. automatic starter used in connection with the % 
^. W. 500 cycle Marconi panel set. 

Ques. (6) Show the use of protective condensers on a motor generator; also protective resist- 
ance rods. 
- Ques. (7) How often must the bearings of a motor generator be <Hled? 

Ques. (8) How would you clean the commutator of a motor? 

Ques. (9) How would you clean the brushes of a motor? 

Ques. (10) Show how to locate an open coil in a motor amature. 

Ques. (11) How would you locate a short circuit in one of the field coils of the motor generator? 

Ques. (12) How would you detect a "ground** in the circuits of a motor generator? 

Ques. (13) How would you know that the motor generator is running at normal speed? 

Ques. (14) How would you repair a burned-out resistance coil in a motor starter? 

<3ues. (15) Show how to repair a burned-out field rheostat. 

Ques. (16) Why are high frequency generators used in wireless telegraphy? 

Ques. (17) Explain two different methods of controlling the speed of a motor? 

Ques. (18) Why cannot the starting box be used as a speed controller? 

Ques. (19) Why is a motor generator necessary for a wireless set? 

Ques. (20) State several causes for a generator failing to generate while the motor U running. 

QvLts. (21) What effect has an increase of the speed of a motor generator? 



PART V. 
Storage Batteries. 

Ques. (1) Describe the points of difference between the lead-plate storage cell and the atckel — 
iron-alkali storage cell. 

Ques. (2) What is the fully charged and discharge voltage of each? 

Ques. (3) Explain the use of a hydrometer? 

Ques. (4) How often should a storage cell be placed on charge? 

Ques. (5) What care is necessary from day to day to keep storage cells in first class condition? 

<3ues. (6) How can you locate an open circuit in a storage cell battery? 

<3ues. (7) What is the normal charging rate of a storage cell? 

(^ues. (8) What is the normal discharge rate of a storage cell? 

Ques. (9) Explain the use of an overload circuit breaker in the charging circuit of a storage 
battery? 

Ques. (10) Explain thoroughly the use of an underload circuit breaker in a storage battery 
charging circuit. 

Ques. (11) Describe and explain the use of the amperehour meter. 

Quesk (12) What cauaes sulphating and buckling of storage cell plates and how many it be 
prevented? 

Ques. (13) State at least two methods by which the amount of charge of a storage battery may 
be determined? 

Ques. (14) What is the essential difference between a primary and a storage battery? 

Ques^ (15) What will be the effect if a lead cell is discharged too rapidly; overcharged or 
charged in the wrong direction? 

PART VI. 

Condensers, Oscillation Generators and the Radio Transmitter. 

Ques. (1) Define and describe the construction of a condenser. 

Ques. (2) Describe three types of high-volUge condensers. 

Ques. (3) Explain the points of difference in construction between a high-voltage and a low- 
voltage condenser. 

Ques. (4) Draw a diagram showing a number of condensers connected in series; in parallel. 

Ques. (5) If a condenser of .002 microfarads and another of .005 microfarads are connected iz, 
series, what is the resultant value of capacity? 

Ques. (6) yn^fkt if the capacity of a standard Marconi Leyden jar? 
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Ques. (7) Dei6ribo fully what takes place when a condenser discharges across a spark gap 
through a coil of wire* 

Ques. (8) What is meant by the "time period" of an oscillation circuit? 

Ques. (9) What are radio-frequent electrical oscillations? 

Ques. (10) Explain the term "wave length" as applied to an oscillation circuit. 

Ques. (11) If the capacity of the condenser in a closed oscillation circuit be increased* what 
effect has such increase upou the wave length? 

Ques. (12) What effect has an increase of inductance in an oscillation circuit? 

Ques. (13) Draw a diagram of an open oscillation or radiating circuit, and describe briefly the 
use of the apparatus included therein. 

Ques. (14) How may an aerial be turned to radiate a wave longer than the natural or funda- 
mental wave; how can it be tuned to radiate a wave shorter than the natural wave? 

Ques. (15) *Show by diagram four methods for setting an antenna into electrical oscillation. 

Ques. (16) Show by diagram the distinction between damped and undamped oscillations. 

Ques. (17) What is meant by the logarithmic decrement of the antenna oscillations? 

Ques. (18) What is the purpose of a short wave condenser In a transmitting system? 

Ques. (19) How can you tell if the condensers in the closed oscillation circuit of a transmitter 
are punctured? 

Ques. (20) Explain the changes necessary to reduce the wave radiated by a transmitting set 
from 600 to 300 meters. 

Ques. (21) Draw a complete fundamental circuit diagram of a radio transmitting set, and explain 
briefly the function of each part of the equipment. 

Ques. (22) How are electromagnetic waves produced? 

Ques. (23) Define the term resonance as applied to wireless telegraph circuits. 

Ques. (24) How are two circuits placed in resonance? 

Ques. (25) What is meant by the term spark frequency and upon what does the pitch or the 
tone of the spark depend? 

Ques. (26) Define the term damping and show by diagram the apparatus that produces damped 
oscillations. 

Ques. (27) Define a sharp wave; a pure wave; what is meant by the term broad wave? 

Ques. (28) Are broad waves caused by highly damped or by slightly damped oscillations? 

Ques. (29) How does coupling effect the sharpness of the wave? 

Ques. (30) What is meant by the electrical length of a conductor in radio? 

Ques. (31) Why are transformers used instead of induction coils in transmitting sets? 

Ques. (32) Which is the most efficient transmitting set, a conductively or inductively coupled set? 



PART VII. 
Appliances for the Radio Transmitter. 

Quea. (1) Name and describe four types of spark dischargers employed in radio telegraphy. 

Ques. (2) State the advantages and disadvantages of each type. 

Quea. (3) Suppose a secondary section of a high voltage transformer should burn ou^ how would 
you make a temporary repair? 

Ques. (4) What are tiie essential points of difference in the construction of on open core and a 
closed core transformer? 

Ques. (5) Give a detailed sketch showing the construction of an open core transformer. 

Ques. (6) How would you synchronize a rotary spark gap? 

Ques. (7) Describe the construction of a quenched gap. 

Ques. (8) Describe a primary reactance coil and explain its use. 

Ques. (9) Why is the short wave condenser of a transmitting set composed of several condenser 

jars connected in series? 

Ques. (10) Show how the coupling of a transmitting set can be varied by means, of a variometer? 

PART VIII. 
Aerials or Antennae. 

Ques. (1) Draw a diagram of a flat top aerial; an umbrella aerial; a "T" aerial; a vertical aerial. 

Ques. (2) Which of the four types is the most advantageous for commercial wireless telegraph 
working? 

Ques. (3) At what point must the antenna or aerial wires be well insulated? 

Ques. (4) What care is necessary to keep a ship's aerial in first class shape? 

Ques. (5) How many wires are used in the usual Marconi ship aerial? 

Ques. (6) Show by diagram a test for determining if the antenna, insulators are leaking. 

Ques. (7) How would you temporarily repair a leaking insulator? 

Ques. (8) What is the natural wave length of the average ship's aerial? 

Ques. (9) What is the capacity in microfarads of the average ship's aerial? 
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Quet. (10) What U the inductance in centimeten of the average ship's aerial? 

Ques. (11) Can an aerial which has a natural wave length of 600 meters be operated at the 

wave length of 300 meters? 

Ques. (12) What is the effect of increasing the number of wires of an antenna? 

Ques. (IS) How may an aerial be adjusted to radiate a sharp wave? 

Ques. (14) How would you adjust an aerial, the natural wave length of which was 525 meters, 
to radiata a wava of 900 matcra? 



PART IX. 
Receiving Apparatus. 

Ques. (1) Draw a fundamental circuit diagram of an inductively coupled receiving transformer? 

Ques. (2) Draw a diagram of the direct coupled receiving transformer. 

Ques. (3) Show by diagram the circuit best suited to the carborundum detector. 

Ques. (4) Draw a wiring diagram of a tuner suitable for the Marconi magnetic detector. 

Ques. (5) Draw a diagram showing the construction of the Marconi magnetic detector, and explain 
its operation. 

Ques. (6) Draw a circuit diagram of the tuning circuits for the Fleming valve detector; also 
for the Marconi multiple tuner. 

Ques. (7) Show by diagram and explain fully how a telephone receiver operates. 

Ques. (8) What is the use of a potentiometer in a receiving set? 

Ques. (9) How would you adjust a receiving tuner for ''broad" tuning? 

Ques. (10) How would you adjust a receiving tuner for "sharp" tuning? 

Ques. (11) Show by diagram how you would locate an open circuit in the coils of a receiving 
tuner. 

Ques. (12) Show by diagram how you would locate a short circuit in a variable condenser. 

Ques. (13) What is the use of the variable condenser in shunt to the secondary winding of a 
receiving transformer? 

Ques. (14) What is the function of the fixed condenser in a receiving set? 

Ques. (15) How would you adjust a carborundum detector to its maximum degree of sensitive- 
ness? 

Ques. (16) Explain a buzxer tester and how it operates. 

Ques. (17) How could a receiving set be calibrated with a wavemeter? 

. Ques. (18) Explain the use of an aerial changeover switch. 

Ques. (19) How do you protect the receiving apparatus from lightning discharges? 

Ques. (20) Describe a variable condenser and its effect on the various circuits of a receiving set. 

Ques. (21) What is the function of a crystalline detector in receiving signals? 

QntB. (22) Why are high resistance telephones used in receiving sets? 

Ques. (23) How do you protect a crystalline detector from the local transmitter? 

Ques. (24) Why should the coupling be reduced, when receiving, to the point where the signals 
are just readable? 

Ques. (25) Show how the primary and secondary circuits of a receiving' tuner are adjusted to 
resonance? 

Ques. (26) Show how the coupling may be decreased with a conductively coupled receiving set? 

Quel. (27) Show by diagram the simplest possible apparatus for the reception of signals? 

PART X. 

Emergency Apparatus and Auxiliary Transmitters. 

Ques. (1) Draw a fundamental diagram of the Marconi ten-inch coil auxiliary set. 

Ques. (2) Draw a circuit diagram showing the charge and discharge circuits of a 60 cell storage 

battery of the type employed in connection with the 2 K. W. 500 cycle motor generator. 

Ques. (3) When would you make use of the auxiliary transmitter? 

Ques. (4) What is the maximum distance which an auxiliary set must be Capable of transmitting 
according to the United States regulations? 

Ques. (5) Draw a complete circuit diagram of the EHectric Storage Battery Company's charging' 
panel. 

PART XI. 

Practical Radio Measurements. 

Ques. (1) Explain fully by diagram the method of tuning a transmitting set to the standard 
international waves. 

Ques. (2) Show by diagram a test for determining the purity or sharpness of the radiated waves. 
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Quea. (3) Show by dimgram and explain the metiiod of tuning a transmittinc set to resonance by 
an aerial ammeter. 

Ques. (4) Show by diagram and explain how a receiving set can be tuned to a standard wave 
length. 

Ques. (5) Show by diagram and explain the method of measuring the logarithmic decrement of 
a group of oscillations. 

Ques. (6) Calculate the inductance of a coil of wire 12 inches in length, 3^ inches in diameter 
wound closely with No. 28 S. S. C. wire. 

Quesw (7) Explain the apparatua for and the method of plotting a resonance curve. 

PART XII. 
Marconi Transmitters. 

Ques. (1) Draw a circuit diagram showing the circuits of radio-frequency for the Marconi 2 K. 
W. 500 cycle panel set. 

Ques. (2) How would you adjust tiie quenched spark transmitter of this set for a clear note and 
maximum flow of antenna current? 

Ques. (3) Explain the functioning of the wave-length changing switch in the Marconi 2 K. W. 
500 cycle set. 

Ques. (4) State the condenser capacity of the 2 K. W. 500 cycle panel set; the ^ K. W. 500 
cycle panel set; the 1 K. W. 60 cycle composite set. 

Ques. (5) How do you change from the quenched spark gap to the rotary gap in the new panel 
sets? 

Ques^ (6) How do you adjust the acceleration of the starter arm on the automatic starter? 

Ques. (7) If upon closing the starting switch, the automatic starter failed to work, where would 
you look for the trouble? 

Ques. (8) Explain fully the steps necessary to tune the 2 K. W. panel transmitter for the maxi« 
mum flow of antenna current at tiie three standard waves. 

Ques. (9) How do you change the length of the radiated wave on the panel transmitter? 

Ques. (10) How would 3rou qrnchronise a rotary spark gap of a Marconi set and adjust it for 
clear tones? 

Ques. (11) How nuLy the power input of the panel sets be reduced? 

Ques. (12) Sute fully the steps necessary to disassemble a quenched spark gap, clean it and put 
it together again. 



PART XIII. 
Marconi Direction Finder. 

Quet. (1) Show the fundamental circuits of the Marconi direction finder complete. 

Ques. (2) Show how the position of a radio station may be located. 

Ques. (3) How may the direction finder circuits be preadjusted to standard wave lengths? 

Ques. (4) Explain how the direction finder is tuned to a transmitter. 



PART XIV. 
Undamped Oscillation Generators. 

Ques. (1^ Show by diagram the circuits of the arc generator. 
Ques. (2) How are continuous waves generated? 

Ques. (3) Show by diagram the difference between continuous and discontinuous waves. 
Ques. (4) Describe briefly the principle of the Goldschmidt alternator. 

Ques. (5) Explain by diagram tiie system for increasing the frequency of a radio-frequency alter- 
nator, by means of transformers. 



PART XV. 
Receivers for Undamped Oscillations. 

Ques. (1) How can undamped oscillations be made audible at the receiving station? 
Ques. (2) Explain the operation of the tikker, the heterodjme and the regenerative beat receiver, 
Ques. (3) Describe Marconi's method for making undamped oscillations audible with a crystal 
rectifier detector. 
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LOCATION OP TROUBLE. 

The quesHotu herewith presented do not bear directly upon the text in this volume. 
It is expected that they will be used by the Instructor in charge who will explain the 
various methods of locating trouble in detail. 

Quei. (1) If the ttorage cells of a radio set gat violently while charging, what is the cause? 

Ques. (2) If the hydrometer indicates that the specific gravity ol a storage cell is too low (when 
the cell has been fully charged), how would you proceed to bring gravity up to normal. 

Ques. (3) If one cell of a storage battery unit did not show full voltage, how would you proceed 
to bring it to normal voltage? 

Ques. (4) How would you remedy sparking at the brushes of a motor? 

Ques. (5) If the motor refused to start, what might be the cause of the trouble? 

Ques. (6) If the reTease magnet of a starting box burned out, how would you keep the motor 
in running order? 

Ques. (7) If one or more of the resistance coils of a starting box burned out, how could tho 
motor be started? 

Ques. (8) Show by diagram a method of constructing a salt water rheostat for temporary uee. 

Ques. (9) Show how a bank of lights may be used for the same purpose? 

Ques. (10) How many lamps would be required in a circuit (as a lamp bank resistunce) to allow 30 
amperes to pass? 

Ques. (11) If a dynamo refused to generate, what might be the trouble? 

Ques. (12) Show by diagram a test to determine trouble in either the primary or secondary wind- 
ings of a transformer? 

Ques. (13) If the spark of a radio transmitter discharges irregularly, what mi^ht be the cause of 
the trouble? 

Ques. (14) What is the effect if the spark gap of a transmitter is opened too wide? 

Ques. (15) If an entire bank of high voltage condensers should puncture, how would you manage 
to maintain communication? 

Ques. (16) What would be the effect if the synchronous rotary spark gap accidently gets out of 
sjrnchronism? 

Ques. (17) If one of the condensers in a transnutting set breaks down, what would you do to 
place the set in working order? 

Ques. (18) How may a receiving tuner be adjusted to decrease the effects of static? 

Ques. (10) How would you test for an open circuit in the coils of a receiving tuner? 

Ques. (20) If a telephone tests open when the tips of the cords are connected to the terminals of 
a battery, what might be the trouble and how can you remedy it? 

Ques. (21) If during the reception of signals they weaken with the roll of the ship, what might 
be the trouble and how can it be remedied? 

Ques. (22) If your antenna blew down at sea so that only a portion of the wire remained, how 
would you rig up the transmitting apparatus for communication? 

Ques. (23) Show by diagram a test for determining a leak in tiie antenna circuit. Show the 
connections for this test and name one remedy for it. 

INTERNATIONAL REGULATIONS AND U. S. LAWS AND REGULATIONS 

(Prepared by H. Chadwick.) 

Ques. (1) What is the International Distress signal? 

Ques. (2) What is the distance requirement for auxiliary apparatus? 

Ques. (3) Are you compelled to exchange wireless telegraph traffic with ships, and stations 
regardless of the system used? 

Ques. (4) State the law regarding the use of unnecessary power. 

Ques. (5) What is the rule in regard to tiie disposal of traffic through the nearest coast station? 

Ques. (6) Has the sender of a message the right to designate the routing of his message? 

Ques. (7) What are the penalties for violations of the U. S. Radio Laws? 

Ques. (8) What are the international normal wave lengths for a ship station? 

Ques. (9) What other wave lengths may be used by ship stations and when? 

Ques. (10) What wave lengths are standard for commercial radio traffic? 

Ques. (11) What shall the charge for radiograms comprise? 

Ques. (12) May operating practice be indulged in aboard ship? 

Ques. (13) What is the international regulation regarding the use of superfluous sisals? 

Ques. (14) What is the U. S. law in regard to the secrecy of messages? 

Ques. (15) What are the U. S. requirements for an auxiliary equipment; also the intematidnal 
requirements? 

Ques. (16) From whom are charges for radiograms generally collected? State exceptions. 

Ques. (17) What code of signals is used for wireless telegraph communication? 

Ques. (18) Does the coast or ship station determine the order of working? 

Ques. (19) By what method would you call a station? 
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Ques. (20) When would jrou um the "CQ" call? 

Quel. (21) After caUing a station three times without result, how long mutt you wait before 
repeating a callr 

Ques. (22) Give the following signals: 

The attention signal. 

The termination of a message. 

The *'go ahead" signal. 

Ques. (23) What is the rule in regard to the transmission of long messages? 

Ques. (24) Acccwding to the International Regulations how often may a messaga b* ttMftted 
before being cancelled? 

Ques. (25) What signal designates the conclusion of correspondence? 
Ques. (26) Give as many of the International abbreviations as possible. 



SECTION G. 

THE RELATION OP SPARK GAP ACTION TO COUPLING AND PURITY 

OP THE RADIATED WAVE. 

Frequently much confusion arises in the mind of the radio student as to the existence 
and cause of two waves being radiated by a wifeless telegraph transmitter. It should 
be understood that a transmitter in proper adjustment for practical use never radiates 
a double wave, but in fact should always radiate a single wave, of wave length and damp- 
ing normal to the antenna circuit as adjusted, but with any transmitter two waves will 
appear if the spark gap is not in proper condition. The remedy in event of the latter is 
to restore the gap to its proper working qualities or to loosen the coupling at the oscilla- 
tion transformer. 

When the spark discharges across the gap it acts as a trigger to start the primary 

circuit into oscillation and the stored energy of the condenser will be transferred to the 

antenna circuit until in the course of a few oscillations (the number decreasing as the 

coupling is closer), the voltage in the primary circuit becomes so low that the spark will 

no longer discharge across the gap; the primary oscillations will then cease. The exact 

value of the minimum voltage for non-sparking will depend upon the resistance of the 
gap. 

The resistance of the spark gap always increases as the oscillating current decreases 
and if it were not for the burnt gases which exist in the immediate vicinity of the dis- 
charge gap, the original resistance would be restored at the end of the first half oscilla- 
tion. Since there is a lag in the cooling and dissipation of the hot gases, this does not 
occur, but if the gap is properly cooled, that is the electrodes do not get too hot, the 
resistance becomes so high after a few oscillations that the reduced voltage of the con- 
denser cannot maintain the spark. In other words, the spark is quenched and the oscilla- 
tions of the two circuits will take the form shown in Fig. 118, that is, after a few swings 
of the primary circuit, the primary oscillations will cease and the antenna circuit will 
oscillate at its natural frequency and decrement. 

These are the precise actions taking place in a properly adjusted radio transmitter, 
no matter what type of spark gap is employed, if the electrodes are clean and smooth, 
the ventilation adequate and the coupling of the oscillation transformer is not too close. 

The rate at which the gases in the gap are dissipated or the non-conducting qualities 
of the gap restored, determines how close the coupling can be made without interfering 
with the quenching of the spark. If the coupling is so close that the reaction of the 
secondary upon the primary not only does not extinguish the spark but transfers energy 
back to the primary then the spark will not be quenched until the energy of the entire 
system has fallen to a low enough value to allow the high resistance of the gap to be 
restored. The complex oscillations shown in Fig. 109 will then result and the effect of 
two waves radiated will be produced. If the spark quenches after one or two of the 
"beats" shown in Fig. 109 and the antenna still has energy to be radiated, then investiga- 
tion with a wave meter may show three apparently different wave lengths radiated. 

In all spark gaps there is a tendency toward "arcing," that is, for the spark to be fol- 
lowed by passage of the power current across the gap. This will prevent the restoration 
of the high resistance — the spark will not quench. 
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The plain open spark gap without artificial means of cooling requires very careful 
adjustment and reduction of coupling to give proper operation, that is freedom from 
double wave emission. Unless the spark voltage is carefully adjusted the tendency 
toward arcing is difficult to control and the action tends to be irregular. The use of 
special cooling means, such as a series of gaps or an air blast enables good quenching to 
be obtained with sufficient regularity to give a clear spark tone. 

The improved forms of spark gap, such as the rotary and so-called "quenched gap" 
(i. e. multiple plate gap) have the advantage of giving good quenching with a tighter 
coupling and hence a smaller numiber of oscillations in the primary circuit. This, of 
course, means higher efficiency and greater antenna current for a given input because 
less energy is lost in heat in the primary circuit. 

With equal perfection of apparatus there is little to choose between these gaps so far 
as tightness of coupling without failure to quench is concerned, as is evidenced by the 
recent Marconi sets which are provided with both forms of gap. 

If either of these gaps gets into bad condition, or becomes overheated, double waves 
will be radiated, showing that the spark has ceased to be extinguished after the energy 
has been transferred to the antenna. This can only be remedied by restoring the gap 
to normal condition or loosening the coupling. -If the gap is in particularly bad condi- 
tion, loosening the coupling will not prove effective. 

Proper adjustment of the spark gap is very difficult to obtain unless the power supply 
circuit is properly designed. It may be said that no form of spark gap will quench reli- 
ably if the source of current supply is effectively short circuited by the spark. The 
power circuit must have sufficient inductance or resistance so that the voltage applied to 
the condenser will fall when the spark passes, otherwise arcing will be produced, quench- 
ing will not take place and a complex wave emission will result. 



SECTION H 

IMPORTANT REMARKS- ON THE DESIGN, ADJUSTMENT AND USE OF 

RECEIVING TRANSFORMERS. 

According to the grade of ^service for which it is employed, the receiving oscillation 
trai:sformer may have either a secondary coil with a fixed number of turns, without a shunted 
condenser ; a secondary having a variable number of turns, without a shunted condenser ; or 
either type of secondary with a shunted variable condenser. In practically all types of 
transformers, variable coupling between the primary and secondary is provided. 

The most efficient secondary circuit is probably the simple non- variable coil, minus a 
shunt variable condenser, provided the coil is so constructed, that, with detector, stopping 
condenser and telephones connected, it's natural period of oscillation is that of the signal 
being received. 

Such a circuit has often been called an untuned circuit, meaning that it does not possess a 
frequency varying condenser or inductance. By some this has been assumed to mean a non- 
oscillatory circuit and the high resistance of the detector has been stated to be the reason 
for so calling it. The error of this view has often been pointed out and Kolster has shown 
(proceedings Institute Radio Engineers, Vol. 1, page 25) that such a circuit gives a perfectly 
normal resonance curve of fairly small decrement and hence is oscillatory and resonant to a 
particular frequency. 

If resonance curves of such a circuit be taken, it will be found that the behavior of 
the circuit varies with the. coupling and with the setting of the detector. For a given 
adjustment of the crystal, the shape of the resonance curve, and the location of the maximum 
point will vary with the coupling. The curve is broader for close coupling. 

If resonance curves be taken for a fixed loose coupling, but with a number of different 
crystal settings, it will be found that the highest points in the curves do not coincide, but 
occur at different wave lengths for different crystal adjustments and that the curves will 
also differ in shape, some being sharp and others broad. 

The reason why such a circuit is oscillatory is that the coil has distributed capacity 
which is equivalent to a condenser shunted across the inductance. This capacity is increased 
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by the capacity of the connected elements. The reason why it is resonant is that its 
inductance and capacity are made such that its natural time period is the same as that of the 
signal to be received. A small shunted capacity tends to impress a high potential on the 
detector for a given amount of received energy and hence a loud signal is obtained. As its 
capacity can be made quite small, such a simple non-variable coil secondary is found to be a 
very efficient receiver when it's time period agrees with that of the signal to be received. 

By varying the coupling and the crystal adjustment, therefore, such a circuit can be made 
to tune broadly or fairly sharply and be put in resonance for waves varying over a sufficient 
range of wave length to meet the needs of a certain class of service. 

For the reception of signals over a wider range of wave lengths, the use of coils having 
a variable number of turns enables the natural period of the secondary circuit to be adjusted 
to cover such range by varying the number of turns. A coil of variable inductance, 
however, may be less efficient owing to the possible consumption of energy due to the flow of 
oscillations in the unused turns. 

Where efficient reception and also high selectivity is required over a large range of wave 
lengths, as, for example, from 300 to 3,000 meters, a coil having a variable number of turns 
and a shunted variable condenser is employed. The loudest signals would usually be obtained 
with such a receiver by either disconnecting the condenser or using it at a small value of 
capacity and properly adjusting the coupling, a moderately close (but not the closest) 
coupling being employed. Where, however, there is trouble from interference, better recep- 
tion will be had by further loosening the coupling, reducing the inductance and increasing the 
capacity of the shunted condenser. By this means, with an efficient detector, signals of very 
small difference in wave lengths may be separated or "tuned out." 

For best results, however, the maximum capacity of the shunted variable secondary 
condenser should not be large and it's minimum or "zero" capacity should be as small as 
possible. 

The effect of the "over-hanging" or unused turns may be minimized by disconnecting such 
turns from the used portion and this is the purpose and function of the "end turn switches" 
with which the most complete present-day receivers are provided, as described in Chapter 9. 



SECTION I. 

The correct phase relation between the currents of the main receiving aerial and the 
balancing out aerial in Marconi Duplex System is obtained by grounding the balancing 
aerial at the end nearest to the local transmitter, the coupling coil (for the balancing aerial) 
being connected in the circuit at a considerable distance from the earthed end. 

SECTION J. 

The wiring diagram of the automatic motor starter for the Marconi 5/$ K. W. 500 cycle 
motor generator shown in Figure 255 is identical with Figure 74, but the general lay-out 
more closely duplicates the actual position of the elements as installed. The notations "1st 
step" and "2nd step" refer to the solenoids which actuate the armatures for opening and 
closing the power circuit. The "1st step" opens and closes one side of the circuit to the 
motor armature, and the "2nd step" shunts a single resistance unit composed of two coils 
which are in series with one side of the armature circuit. 

The small resistance coils to the right of the. "1st step" and **2nd step" are automatically 
thrown in series with the solenoids when the starter is in full running position. They protect 
the magnet windings from overheating. 

The J^ K. W. starter is now fitted with an extra contact which closes the circuit to the 
generator field winding when the motor attains full speed. 

The student should note that the dynamic brake resistance is connected in series with the 
series field of the motor and the armature and that it is connected in the circuit by the lever 
of the "1st step" solenoid. 

In modern Marconi motor generators the student will have little difficulty in making the 
necessary reconnections should it become necessary to disassemble the set. AH binding posts 
are stamped with numbers and all connecting leads have a stamp on the terminal lug. If 
lug No. 8, for instance, is connected to binding post No. 8, and so on, proper wiring is assured. 
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Other Books by the Same Author 

HOW TO CONDUCT A RADIO CLUB 

New Edition— Revised and Enlarged 

Completely revised and enlarged, this useful volume is once more presented to 
the great and growing field of radio students. It is a complete guide for the forma- 
tion of a radio club or class, and an excellent manual for experimenter's shop 
work. It also contains a wealth of information that is indispensable to the radio 
student in commercial, navy, or army work. 



Tutors in army and navy schools 
and commercial radiotelegraphic 
schools will find in this volume in- 
struction of an advanced character in 
the design of certain parts of radio- 
telegraphic equipment. 

The opening chapters review the 
amateur situation, showing what is ex- 
pected of the amateur operator, and 
the requirements of a first-class ama- 
teur station. Another chapter is de- 
voted to instruction in the telegraphic 
code, showing how to wire up a code 
practice table for the production of 
artificial radio telegraphic signals for 
one or more students at a time. Vari- 
ous modifications of buzzer practice 
systems are described. 

The text matter rapidly leads into 
more advanced experiments, complete 
data being given, for instance, for the 
construction of a wavemeter, and in- 
structions for its use under all condi- 
tions. This includes tuning, the meas- 
urement of inductance capacity of a 
wireless telegraph aerial, and general 
methods of calibration. The measure- 
ment of the logarithmic decrement is 
treated in a way easily understood by 
the beginner. The design and work- 
ing drawings for several types of low 
pow^r transmitters are included, cover* 
ing the construction of a quenched 
spark gap and appa'ratus associated 
therewith. 



The receiving apparatus and detec- 
tors of wireless telegraphy are treated 
at length, practically every type of de- 
tector in use being descri-bed, together 
with the circuits best suited for the 
operation of each. 

The two-electrode and three-elec- 
trode vacuum valves are described and 
every known circuit for their use is 
shown. This includes complete cas- 
cade amplification circuits, regenera- 
tive and beat receivers, heterodyne re- 
ceivers, etc. 

Long distance receiving apparatus 
for the reception of lon^ waves which 
will permit the recording of signals 
over 6,000 miles are shown by diagram 
and by a complete set of dimensions. 

The experimenter is shown how to 
construct a receiving tuner for any 
range of wave lengths; how to design 
a receiving tuner specifically for the 
reception of Arlington time signals; 
how to make use of the balancing- 
out aerial for the elimination of inter- 
ference; one chapter is devoted to the 
construction of variometers in various 
forms. 

The atnateur is told how to construct 
a simple wireless telephone by use of a 
battery of vacuum valve oscillators. 
Numerous experiments are described, 
showing how to get the best out of a 
given transmitter and receiver. 



This book will be found to be a first-rate reference work for students and 
amateurs. It presents the latest developments in the wireless art up to and in- 
cluding the latter half of the year 1917. 

8to. 6^x9^. 134 niiifltratioiu. Price 60c net. 
With One Year's Snbscriptioin to tlie WirelcM Aire ^8.00 



HOW TO PASS U. S. GOVERNMENT WIRELESS UCENSE EXAMINATIONS 



Fif til Edition Largely Bevised and Extended 

CONTENTS — Explanation of Electrical Sym- 
bols — Definitions of Electrical Terms — Part I. 
Transmitting Apparatus — Part II. Motor Gen- 
erators — Part III. Storage Batteries and the 
Auxiliary Set — Part IV. Antenna or Aerials- 
Part V. Receivingr Apparatus — Part VI. Radio 



142 Qaeetions and Answers. 

Laws and Regulations — Part VII. General In- 
formation Concerning Operator's License Ex- 
aminations — Practical Equations for Radio 
Telegraphy — Equations for Ordinary Power 
Work. 



PRICE 60c net. 
With one year's subscription to THE WIRELESS AGE, f 8.00. 
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RADIO TELEPHONY 

By Alfred N. Goldsmith, Ph. D. 

Fellow of the Institute of Radio Engineers 

Member of the American Institute of Electrical Engineers 

Director of the Radio Telegraphic and Telephonic Laboratory 

of the College of the City of New York 

This complete text on radio telephony is intended for radio engineers, 
radio electricians in the Navy, men in the Signal Corps and especially 
nien in the Aviation Service who handle radio equipment. Amateurs and 
others who desire to be clearly informed concerning this newest and most 
interesting branch of electric communication will want this book. 

It is written in clear style, and presupposes very little knowledge of 
radio. The text deals largely with the practical aspects of radio teleph- 
ony and its future. It is copiously illustrated with wiring diagrams and 
previously unpublished photographs of "wireless telephone" apparatus.. 

IT IS THE ONLY BOOK TREATING THE SUBJECT OF RADIO 

TELEPHONY IN ALL ITS ASPECTS. 

Among the unusual features of the book are a description of how 
radio telephony was carried on over a distance of more than 5,000 miles ; 
an illustrated description of an airplane radio telephone set ; an illustrated 
description of a large ship radiophone set ; numerous illustrated sections 
on smaller ship "wireless telephone" transmitters; land station radio 
telephone sets of all sizes. 

Another noteworthy feature is a description of the method of trans- 
mitting a radio telephone message to a ship at sea, or across continent or 
ocean, including the number of persons involved. This material is in 
dialogue form and so worded as to require no previous knowledge of 
the subject. 

Among the topics treated are : the construction and operation of the 
Armstrong oscillating audion circuits ; the construction and use of bulb 
amplifiers ; the construction of the great alternators of the Alexanderson 
and Goldschmidt systems and how they are controlled, especially for 
radio telephony. 

The book is very complete, practically every aspect of radio teleph- 
ony being covered in detail. There are over 400 separate topics listed in 
a carefully prepared index. 

8vo. 256 pages. 226 illustrations. 
Full clothy stamped in gold. Price $2.00 net. 
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MILITARY SIGNAL CORPS MANUAL 

By Major J. Andrew White 

Chief Signal Officer of the American Guardt Member Institale of 
Radio Engineeriv Acting Pretident National Wireless Association 



This manual, the first of its kind and the only complete work on the broad 
subject of army signaling, is indispensable to those responding to the call to the 
colors. Primarily prepared for Signal Corps men, it is a necessity for the proper 
understanding of apparatus and the tactical employment of troops and equipment. 

Officers of infantry and artillery will find the volume of great utility, a proper 
conception of the enormously enlarged Service of Information being indispensable 
to all commissioned men. 

Its contents include administration and government of military units — 
tactics of the division on the march, at rest and in engagement — function and 
operations of the Signal Corps and its relation to the line of the army— Klrill 
instruction, mounted and dismounted, for telegraph companies, radio and outpost 
companies, and battalions of Signal Corps — signaling by telegraph, heliograph, 
night lantern and Hags, radio and service buzzer — camp and field telephones and 
their uses — radio apparatus of the Signal Corps — scouting, patrolling and tactical 
employment of field lines. 

Prepared with the full co-oPeration and approval of the Chief Signal Officer, U. S. Army, 

CONTENTS 

Part I. — Organizatioii 

The Signal Corps, An Auxiliary Branch of the Army. The Signal Corps' 
Relation to the Line of the Army. Aircraft. Government and Administration. 
Military Courtesy. Personnel. Proficiency Test for Companies of Signal Troops. 

Part II. — Drill Instruction 

General Principles. Definitions. Commands and Signals. School of the 
Soldier. Physical Training. School of the Squad. Instruction with Arms. The 
Company Dismounted. The Soldier Mounted. Elementary Collective Instruction 
Mounted. Field Signal Troops. The Wire Company. The Radio Company. The 
Outpost Company. The Field Battalion. Telegraph Signal Troops. The Tele- 
graph Company. The Telegraph Battalion. Base Line Signal Troops. Depot 
Signal Troops. Ceremonies. Reviews. Inspections. Funeral Escort. The 
Standard. The Guidon. Manual of the Saber. 

Part III.^ — ^Technical Instruction and Apparatus 

Telegraphy and Telephony. The Voltaic Cell, Ohm's Law, and Primary and 
Secondary Batteries. The Camp Telephone and the Buzzer. Induction Telegraph 
Set. Radio-telegraphy. Radio Apparatus of the Signal Corps. Visual Signaling 
Equipment. Flag Kits. The Heliograph. The Acetylene Lantern. Technical 
Equipment of Personnel. 

Part IV. — ^Transmission 

Transmission of Military Information. General Instructions for Army Sig- 
naling. The American Morse Code. The International Morse or General Service 
Code. Instruction in Garrison. Visual Stations. Telegraphy. Visual Signaling 
in General. Signaling by Flag, Torch and Lantern, or Beam or Searchlight 
(without Shutter). Signaling with Heliograph, Flash Lantern, or Searchlight, 
(with Shutter). The Ardois System. Signaling by Two-Arm Semaphore. Sig- 
naling by Hand Flags. General Instructions for Locating and Operating Visual 
Stations. Letter Codes. Telegraph Code Books and Ciphers. Conventional and 
Preconcerted Signals with Rockets, Bombs, Small Arms and Guns. Flag Signals 
by Permanent Hoist. Emergency Signals. Conventional Telephone Signals. 

Part v.— Field Service 
Signal Troops in the Field. Reconnaissance, Patrolling and Scouting. Mili- 
tary Map Reading. Signal Troops in Field Service. Field Lines. Camps. 
Company Guard Mounting. The Signal Corps and General Coast Defense. Coast 
Defense Information in War. 

Cloth. 588 pages. 260 fllustrations. Price $1.50 net. 
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